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This book is written to point the way to sound engineer- 
ing in concrete by enunciating the principles thereof and 
by laying bare the falsity of much that passes for good en- 
gineering in this comparatively new branch of construction. 
The aim is to teach, not by example or model or system, 
but by laying stress on the principles that should govern in 
all design. One of the evils of following systems or models 
is that the adherent to a system is apt to use it where it 
is not appropriate and to hold to it, without alteration to suit 
the case, for fear that alteration — improvement — would be 
interpreted as confession of imperfection in the system. 
Principles are, or should be, of general application. 

There are four general divisions to the book, as follows: 

(i) The first part consists of information relative to 
the materials used in making concrete and reinforced con- 
crete. 

(2) The second part (pages 182 to 255 incl.), consists 
of articles by the author which were published in Engineer- 
ing News (New York) in 1906, together with letters criti- 
cising the same, written by different engineers, with the 
author's replies to these. There are three of these articles. 
The one on Beams and Slabs was published in Engineer- 
ing News, March 15, 1906; the one on Columns and Foot- 
ings was published July 12, 1906; the one on Retaining 
Walls was published Oct. 18, 1906. The letters to the edi- 
tor and the author's replies appeared in various issues in 
J906. 

(3) The third part (pages 258 to 413 incl.), consists of 
articles by the author which were published in Concrete 
Engineering (Cleveland, O.), in 1907, together with letters 
from engineers and the author's replies. There are eight 
of these articles, and they appeared serially, beginning with 
the issue of Concrete Engineering, Jan. i, 1907, and being 
distributed through the larger number of the issues of that 
year. One article (Domes, etc.), will probably appear in 
the March, 1908, issue. 
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(4) The last part of the book cdnsists of c«ts showing 
piers, small arches, culrerts, etc^ as illustrating current 
practice. These are taken, with the consent of the pub' 
Ushers, from Engineering News, Engineering Record, Rail- 
road Gazette, and Street Railway Journal, to . whom tiie 
author hereby makes grateful acknowledgment 

There is some repetition in the book in the matter of the 
derivation of formulas for beams and columns, because of 
the fact that two of the articles in Concrete Engineering are 
on the same subject as articles in Engineering News. The 
repetition could not conveniently be avoided in this com- 
pilation. 

Because some parts of the book are elementary in char- 
acter does not si^ify that it is written for the tyro. There 
have been enough examples of flagrant blunders in public 
utterances and in design on the part of seasoned designers 
and eminent engineers to justify emphasis on ground prin- 
ciples that these utterances and designs violate. 

No attempt has been made to carry thiough the book a 
uniform nomenclature. Values needed in any equation will 
be found close to it in the reading matter. The author has 
found attempted standard nomenclature extremely annoy- 
ing. A practiqil engineer has not the time, when he wishes 
to make use of a formula^ to read an entire book in order 
to make sure of the meaning of values in the formulas, and 
he is only wasting time when he must refer back to other 
chapters for their meaning. It is one of the greatest faults 
of books of reference, and text books that must often be 
used for reference, that formulas are set down with a view 
of their correctness, solely, the convenience of the user in 
applying them being ignored. 

Attention is called to "Some Theses" in the section which 
follows. In the author's opinion so many of what ought 
to be well-known principles of mechanics are flagrantly vio- . 
lated in much current design, that the "investigations" and 
causes assigned when failures occur resemble the quibbling 
at a murder trial to determine whether the poison adminis- 
tered to a sick man, with "design," was the direct cause of 
death or the disease from which he suffered. Studied dis- 
regard of the greater menaces and magnifying of the lesser 
is not peculiar to investigations of concrete failures, how- 
ever. Volumes have been published in the few months 
since the Quebec Bridge disaster on lattice bars and com- 
pression members. Some engineers hold that a left hand 
bottom chord member, that had been observed to be bowed, 



was the initial point of failure. Others say that it was the 
corresponding right hand chord member, which was never 
under suspicion, as this alone would account for the fact 
that the top chord of the bridge was thrown to the right 
a progressive amount (lo feet or so at the pier and so feet 
out where the traveler was located). Still others would 
have both members give way at once, to account for the 
failure of the bridge to Jie down on the crippled side. The 
calculated unit stress in these chords at the time of failure 
is said to have been 12000 lbs. A quiescent lead of this 
intensity would not, by anything known to engineers at the 
present time, cause these members to fail. Fourteen 
months before this disaster the author tried in vain (by 
a letter to an engineering journal, which they declined to 
publish) to utter a public warning, pointing out the men- 
ace of erecting this bridge with an immense traveler lack- 
ing sway bracing, or braced, if at all, with wire ropes, 
which would stretch excessive amounts. This traveler, at 
the time of failure, held about 500 tons of steel more than 
200 feet in the air, and no sway bracing, visible in any pho- 
tographs, was used between the two bents. Beside the 
roadway the vertical posts of the trusses had light lattice 
in planes normal to the truss, which would offer but slight 
resistance to swaying, if the traveler should lean against 
the top chord of the truss. In the course of tying up for 
the night (the wreck happened close to quitting time) 
it would be a very natural sequence of events, that the 
workmen should take a block from the left side of the 
traveler and attach it to the truss at the right side, intend- 
ing to make X-bracing thus, and that the tightening up of 
the line should start the top-heavy traveler to moving to 
the right. The truss would be inadequate tO stop it, and 
with just a little motion of the top chord the vertical posts 
of the truss would crush, doubling up on themselves. The 
same side force would bend in S-shape the two bottom 
chord members in the anchor arm which were located at 
the bottom ends and the junction of the first heavy diag- 
onal and first heavy post of the anchor arm, causing them 
to fail at once, which they undoubtedly did, and alike, as 
they also did. This hypothesis, which accounts for every 
feature of the wreck so far made public, was ignored for 
the untenable one, from all present engineering knowledge, 
that two compression members, on opposite sides of a 
structure, under about one half of their ultimate strength 
or less, quietly gave way simultaneously. The prediction 
18 here ventured that when this bridge is re-erected, the 
traveler will be braced. 



A Survey of the Field of Concrete 
Desisfn and Construction, in which 
will be Found some Theses. 

If the author were to write a history of reinforced con- 
Crete, he would be inclined to take his cue from the writ- 
ers of school histories for juvenile instruction and make it 
a record of battles and mortalities. His own recollection 
of school histories is that they are not mudi mott than a 
list of wars and their battles. It is hard to conceive what 
moral or intellectual benefit a child receives from loading 
his memory with names and dates of the battles and their 
casualities that exhibit the workings of the passions of 
men. In the matter of a new form of construction battles 
are inevitable. The passions of men exhibit themselves 
here as elsewhere; but the battles are with men who control 
older fonns of construction, and little can be learned or 
gained by recording them. There are casualties from an- 
other cause, however, the record of which would be in- 
structive. Reference is made to disasters that have resulted 
from errors in design or construction. A detailed record 
of these, with a correct statement of the fault, would be 
of great value. In many cases, however, if the truth were 
written, it would be a simple statement of dangerous con* 
ditions and of results that a study of these conditions would 
lead one to anticipate. 

Accidents, of course, have played some part as the 
cause of failures, carelessness and ignorance have played 
a larger part Among the causes assigned to failures in 
j-eintorced concrete the one most heard is "green concrete/' 
This serves the purpose to the builder that "heart failure" 
serves to the physician. It is easier to blame the failure 
on some ignorant or dead workman who pulled out the 
props too soon, than to get down to the root of things 
and discover some vitally weak part of the design, that; 
even allowing months for the concrete to harden wouM 
have a factor of safety of but a little over one. 
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Another thing that is set down as the cause of^^na^ 
ffttltfrcs is'poor concrete. There is no^ doubt that failures 
tmvef ii^vlted both from, the fcmov&l cd fioitn^. t)efofe.the 
concrete has hardened and from criminal Qse ^4 poor con- 
crete. More often there can be found faults enough in de- 
sign to cast suspicion back to one who ought to be posses- 
sed of more intelligence than the workmen who are em* 
ployed to carry out the design. 

The importance of good materials and their proper 
manipulation cannot be too strongly emphasised, unless that 
emphasis obscures other conditions just as vital to the 
safety of the structure. 

Many of the faults in design very often met with are 
pointed out elsewhere in this book ; some of the most glar- 
ing will be mentioned here at the risk of reiteration. 

When a column is made of such light section that in 
wood (which is both stronger in compression and immense- 
ly tougher than concrete) it would appear too slender; and 
when that column is made of plain concrete in which therft 
are some longitudinal • rods ; and when it is true that such 
columns under a central load have been known to fail un- 
der less compression than others of plain concrete devoid 
of steel, the concrete in each being identical; failure is th^ 
most natural thing to look for, and that of an inclusive 
and disastrous kind. In Bulletin No. lo of the Illinois Ex- 
periment Station, page 14, column 8, a plain concrete col* 
umn 9" X 9" by 12 ft. long stood an ultimate crushing 
strength of 2004 lbs. per sq. in. Column 2, identical in 
size and having 4-%" rods embedded in the concrete, stood 
1577 lbs. per sq. in. This is ndt an exceptional case. Other 
scries of tests have shown the same thing. It appears td 
be the rule. Nevertheless, one reading the literature of re- 
inforced concrete would be led to conclude that small lon- 
gitudinal steel rods embedded in concrete columns add 
largely to the strength of the columns. Authority can b^ 
found for including iri the strength of a column these 
slender rods that would not stand alone and that the sur-^ 
rounding concrete supports in a very imperfect wayi 
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Authori^ ca» also be found for includiftg in a hooped col- 
tiniQ, apart from the compressive strength of the concrete^ 
the strength of an imaginary column of sted* that, is some 
function of a coil or set of hoops» which could haye no 
strength whatever as a column except through the medium 
of tht concrete^ already given a value for its oon^fessive 
strength. This assumed o^umn of steel is purely imagin- 
ary. When phantom colusMiS are relied upon to carry ma- 
terial loads^ failure should not cause any comment It is 
just as rational to make some of the links of a chain strong- 
er than the others and then expect the strength of the 
chain to be greater, as it is to call the strength of a hooped 
oolumn the sUm of the compressive strength of an imagin- 
ary steel column, some function of the binding hoops or 
^ral, and of the concrete column. The latter is the only 
real column. All of the compression must go through it, 
zxkdt while the compressive strei^h of the conorete is 
greater in flat di^cs between hoops that increased compres- 
sive strength is dependent upon the flatness of the discs 
and IS' not dependent upon the section of the reinlorcemoit, 
as the fornvula would m^ke it appear. 

Much misapprehension: exists as to the action of concrete 
in compression^ In tension a bundle of indep^ident fibres 
will carry a heavy stress. In compression a bundle of in- 
dependent shafts of slender proportions would be of little 
use to carry a load. A material that is weak in tension can- 
not be very strong in compression in long naembe^s be- 
cause of the tendency of the material to spread laterally and 
^e need of .tenacity to prevent this spread Flat discs are 
very much stronger than- cubes and cubes are stronger and 
more: reliable than shafts a few diameters in lei^h. Again 
shafts xrartying load^ not centrally placed sje much weaker 
than the latter. Perfectly central application of the load on 
a column is something scarcely possible outside of a- test- 
ing laboratory. Concrete, except in hooped cqflumns> should 
not be called upon to take more than about 20010^50 lbs. 
per sq. in. This^ applies to columns having only longitudinal 
rods. It also applies to reinforced concrete chimneys where 
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there is hooping; for the hooping in a chimney docs not 
act like that in a column; it is merely to tie the concrete 
together, acting like the horizontal rods in a wall. It also 
applies to an arch under full thrust In beams concrete is 
confined on all but the upper side; the extreme fibre stress 
in beams may therefore be much greater than in uncoafined 
compression members. Unit stresses of 500 to 600 lbs. per 
sq. in. may be safely employed in beams. 

When concrete fails in compression, spalls hrezk off 
around the edge. It is plainly seen that in a flat disc these 
spalls are but a small fraction of the area in compression^ 
hence in such cases as a thin mortar joint heavy compres- 
sive stresses can be withstood. The same is true of the 
discs between two consecutive rings or coils in a hooped 
column. In cubes the spalls bear a larger relation to the 
total area, and in shafts the entire surface may spall off 
making the failure one in shear. The fallacy of using 
compressive unit values, found by testing cubes, to deter- 
mine the strength of concrete shafts with or without rein- 
forcement of longitudinal rods, is therefore apparent. 

Shear in steel rods embedded in concrete at lo/xx) lbs* 
or 12,000 lbs. per sq. in. is one of the most blatant absurdi- 
ties to be met with in literature on the subject of rein- 
forced concrete and in building codes. It is totally un- 
necessary, even in an all steel structure, to specify a shear- 
ing unit on pins, for the reason that, if the bearing of the 
parts on the pin are properly proportioned, and the bend- 
ing moment is not excessive, the section will of necessity 
be ample for the shear. Steel is thirty times as strong as 
concrete in bearing; hence there is something less tfian 
one-thirtieth of a reason for specifying any unit shear on 
the steel rods in concrete. If so-called shear rods are pro- 
portioned on the basis of 10,000 lbs. per sq. in., they are 
about as irrationally proportioned as they could be. Loose 
stirrups could not take hold of a horizontal rod to receive 
this shear, except through the medium of the concrete; 
and, if the concrete takes the shear, there is no reason why 



it shouid be imiiarted to the steel rods, since it must go 
back to the concrete again at the u^per part of the beam. 

T-beams, with their narrow stems and insufficient hori- 
zontal shearing area in a t^lane above the bottom rods, offer 
another example of irrational design. The apparent rein^ 
forcement supplied by vertical or diagonal shear rods is 
enlarged upon elsewhere. 

As pointed out, wood is very much stronger than con- 
crete. Wood will stand an ultimate load of to^ooo lbs. per 
sq, in. or more in tension and may safely take 800 to laoo 
lbs. per sq. in. in compression. To make a reinforced con- 
crete member capable of taking tensile stresses equal to 
what sound wood will take there should be 10 or 1$% of 
steel reinforcement in a member of the same size. To 
reinforce a square member in bending, as witii rods near 
each comer, so that it will be as strong as sound wood 
for transverse loading, a6 in a column taking swaying 
forces, it would require 5 or 10% of steel reinforcement. 
Reinforcements in such amounts are prohibitive; it is 
evident thtn that concrete members shotdd be of larger di- 
mensions than members in wood to perform the same office. 

Reinforced concrete viaducts having bents composed of 
two inclined posts and a bottom strut, with the cross 
girder joining the tops of the posts, are not good construc- 
tion. In wood such bents would be condemned for lade 
of diagonal bracing. Even in material of the toughness 
of steel such bents would not be attempted, unless diago- 
nal bracing interfered with the headroom desired; in this 
case extra stiff columns would be used. More failures of 
structures have been caused by lack of proper bradnig than 
from any other cause. The experience in the concrete ei>- 
gineering field should make all builders avoid, as dangerous, 
construction that depends for lateral stiffness upon long 
columns and lacks diagonal bracing. In the light of ex^ 
perience and intelligent interpt'etation of tests^ as well as 
rational ansilysis, the building of such construction only 
invites disaster. 

Reinforced concrete does not lend itself to efficient or 
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economic construction in open work resembling steel trusses 
or bents. Girders or bents should be solid or nearly so. 
Circular openings may be used rationally to save t^ight. 

A common form of reinforced concrete column footing 
consists of a square flat bk>ck having rods lying near the 
bottom, spaced uniiormly, parallel to the sides. Some of 
these rods are entirely outside of the column or shaft 
carrying the load, that is, they do not lie under it and wOuld 
therefore serve to intensify the stress in rods that do lie 
under the shaft This is another example of irrational de- 
sign. 

There are a number of rudiments of popular but errone- 
ous notions exhibited in much reinforced concrete design. 
One of these concerns sharp bends in rods. A hog chain 
or a king-post or queen-post truss are common forms <ii 
supporting otherwise weak beams. A bent rod is thrown 
under a beam, and at the bebda post is used to support 
the beam at one or two intermediate points. In reinforced 
concrete beams for test and in actual construction it is very 
common to see rods similarly bent, and the appearance 
is that of the trussed beam just referred to* With this the 
I>opular eye would be satisfied, but when search is made 
for something that corresponds to the post in the trussed 
beam, nothing is found but a trifling amount of concrete 
that xxKTurs at the bend. To heighten the absurdity the 
so-called truss rod ends at or near the support with no end 
anchorage whatever. It is as though the truss rod in a 
trussed wooden or steel beam were simply brought up and 
laid under the end of the beam without an end nut to take 
the pulL A hook, on the end of such a truss rod would 
correspond to a hook in a rod embedded in concrete. Both 
are weak and inefficient. 

Sharp bends in heavy rods are very common; nothing 
could be more irrational. 

It is a structural fault in a design when steel woilc is 
so disposed that there must be some slip before the part can 
take its full stress. Such details are : — loose Stirrups around 
rods, splices in heavy rods made by lapping them lind 
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^indtng them together, kiife or short bends in rods, etc. 

Another concessit to pofmlar and erroneous ideas is 
in the nse of arches where ffet skb construction wottld be 
better. Thene used to be a tMcycle manufactured that had 
a curve in one of the parts of the frame. Advertisenients 
||>ointed out this weakening curve as a special element of 
strength, becfMise it bore some delation to an arch. Seg^ 
mental floor arches, lacking abutments and shallow where 
Hiey need the greatest depth, and smaU arches of high rise, 
pressing horizontally against uncertain earth fill, are ex- 
amples oif the persistence of popular ideas. 
' Wh^ d beam 'nlay be severed from its supporting ool*- 
nrnn or i^rder Iby the mere cracking of a sorface of con* 
€r<6te and^flie pdflii^ out of a short length of rod, and when 
this- b^am ii am integral part of the only system of bracing 
in a structtire, as in the case ' of a building where cross 
^alls are not lised to ' take up sway, it is reasonable to 
expect that wind or other lateral force, acting with the load 
oh the' beam will crack the beam and pull out the rod. 

If reinforced concrete is to be used in high buildings to 
'replace steel cage buildings, good features of steel frame 
Imildings must not be overlooked. Specifications for steel 
Work rightly restrict and forbid reliance upon tension on 
rivet heads to support vertical loads. But this very de- 
ment is of utmost importance in holding togetHer and brac- 
ing such steel structures as office buildings arid mill build- 
ings. Far too many reinforced concrete structures, lacking 
a unifying element tying the various parts together, have 
ingloriously failed, and far too many laborers and foremen 
have been made to take blame that should have been at- 
tribtfted to ignorance of ' designers. It is of utmost import- 
'ance that the parts of a reinforced concrete building be 
tied together. This should be done by use of continuous 
br s^ided rods. The best way to accomplish this is to use 
rottod rods and to splice them with sleeve-nuts. 

Nowhere in engineering is there more evidence of a dis- 
'{)0^ition to covei^ up ignorance with elaborate tloakg of 
arithmetic fabric than: in reinforced concrete design. This 

10 



is exhibited in complex formulas for the design of beami^ 
in the flat plate theory, in arch calculations, in col^amn for- 
mulas, in calculations for temperature stresses and gener- 
ally where concrete and steel design is treated. Some of 
these have already been referred to. The most discredit- 
able feature about it all is that structures that have fallen 
down have been shown by some of these applications of 
arithmetic to be quite safe. 

Another thing in evidence is erroneous formulas and mis- 
applied methods of calculation. 

An illustration of what elaborate theory acoon^lishes itf^ 
beam design ts seen from the following example, itaken at 
random. In Bulletin No. 14, Engineering Experiment Star 
tion. University of Illinois, page 11, test beam 57 shows a 
calculated unit stress in the steel of 39,800 lbs. This is 
worked out by a formula with many terms and all of the 
commonly made assumptions that bring in the relative 
moduli of elasticity of steel and concrete. The test load 
is 11,730 lbs. at third points on a 12-ft. span. Adding to 
the moment that this would give the dead load moment 
due to the weight of the 8" x 11'' beam there is found to 
be a total moment of 300,900 in,-lb. Taking the neutral 
axis of this beam at the middle of the depth of the conr 
Crete, as the rods are i in. above the bottom, the effective 
depth is 8*/« inches. The stress on the steel is 36,800 lbs., 
or on three %-in. rods, 40,000 per sq. in. This is one-half 
of one per cent, more than the unit stress found by the 
elaborate formula. The results are thus practically ident- 
ical in this case at least. 

The flat plate theory, as worked out for such homogene- 
ous material as steel plates, is given in all its elaborateness^ 
as applicable to reinforced concrete slabs supported on all 
sides, by a number of writers. In the theory of the flat 
plate, as usually treated a factor enters that does not And 
a parallel in the ordinary theory of flexure. At the center 
of the plate the extreme fibre stress at top and bottom is 
of the same intensity in all directions, in the two respective 
planes. Because of this fact the upper layer is capable of 
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resisting a greater intensity of stress than it would taki 
with the stress in one direction oi^y and the material nol 
confined laterally. The fibres in compression in a flat 
plate are confined on all sides, including^ to some extend 
the side on which the pressure is applied. In the case of 
the fibres in tension there is not this assistance from con* 
jugate stress. It is not clear, theref<»e, why Poisson's ra- 
tio should be applied to flatV&tes, since the tension on the 
free side would be the critical stress. The term represent* 
ing fibre stress in the flat plate theory as commosily given 
is not the true fibre ^ress but a fictstioua unit stress re- 
sulting from the application of Poisson's ratio. The actual 
fibre stress is almost cut in half by this application. Ad- 
vocates of the flat plate formula do not seem to have con- 
sidered the question of converting this fictitious extreme 
fibre-stress in all directions into actual stress in reinforc- 
ing steel rods in two or more directions. They further 
do not make it clear why all of the complexity and uncer- 
tainty of the flat plate theory for steel plates should be re- 
sorted to to solve flat slabs in reinforced concrete, a mater- 
ial not at all contemplated in such formulas as Grashofs. 

Some prominence has been given recently to a solution 
of the flat slab supported on four sides, which starts with 
the assertion that a fiat square slab supported on all four 
sides fractures along a diagonal. Assuming that the bend- 
ing moment is greatest along the diagonal of a rectangular 
slab a formula is derived for the magnitude of this bend- 
ing moment, which is naturally a mathematical certainty, 
just as the bending moment along the diameter of a cir- 
cular plate is a mathematical certainty. But the variation 
of intensity of this moment along the diagonal is entirely 
ignored, or rather the intensity is taken to be constant 
There is just as much error in taking this moment as uni- 
form along the diagonal of a rectangle as there is in taking 
the mtensity of the moment along the diameter of a flat 
circular plate as uniform. It may be true that a flat slat^ 
either square or rectangular, supported on four sides» will 
break on a diagonal line. This is proof of one thin^, name* 
19. 
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iyi, th^t the greatest intensity of bending* moment b at tke 
CBiitcr ol the slab ; for, as both diagonals are identiddly con- 
thtioned^ either may be the one to fail, and tlleir only com* 
mon point is the center of the slab. It is not conccivaMe 
that ^tic same intei^ity of bending moment extends clear t6 
the corner of the slab. A crack once started' in a diagonal 
direetkm would naturally extend into the corner and even 
©ver the support, merely on account of tiie brittleness of 
the materiaL This would be no evidence of constant in- 
tensity of beading moment along the fracture; much kss 
&yrce is needed to continue a crack once started than to 
start the same. 

The authsnr brought out a formula for square slabs sup- 
ported on four sides and reinforced in two directions, in 
Conccete Engineering, Feb. i, 1907. This formula is appli- 
cable tot the materials considered and rational in its deri- 
vation. It has the sanction of Professors Maurer and Tnr- 
neaure, as it appears in their book recently pubHshed. , 

In the design of arches the elastic theoiy has been em- 
f^sized and very forcibly recommended. This is a theory 
for rfie investigation of an arch already proportioned. It 
could not be used to find the proportions needed. One way 
recommended to arrive at a trial proportion for an arch 
is to take the dimensions of existing arches and judge it 
therefrom. An inspection of a table of the proportions of 
tKtstiiier aoches reveals the fact that'th^y are hopelessly- at 
Variance with each oth^. The elastic theory requires that 
the moment of inertia of the arch at all sections be krioirA. 
The moment of inertia of a combination of concrete and 
ateel can be assumed, or arrived at by assumptions, but not 
definitely known. The elastic theory, as usually employed, 
assumes fix)ed ends to the arch. This is an extravagant 
assumption and one not warranted by the conditions. In, 
^mall models it would be possible to make mass enough in 
the abutments to effect fixed ends in the arch span. In 
Idcge atches it requires massive abutments to resist over- 
tUiming from the simple thrust alone. If to this, mass must 
faka<kled.to make the ends of the arch fixed, an unwarrant- 
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«d waste ol material results. The concrete needed to add 
a lew incbes to the depth of an arch ring and fhvts increase 
by a large percentage its stiffness would be insignificant iii 
results if added to the abutments. The thrust, ff the arch 
be considered htnged at the ends, is practicably the same 
as if it be considered fixed ended, so that the amount of 
inass in the abutments due to assumption of fixed endedness 
-is simply ex^ti material that could be more economically 
employed in die arch ring. 

The elastic theory has application to steel atdies for two 
reatonsf. (i) The moment of inertia of a sted ardh can be 
definitely calculated. (2) The unstressed arch fits the abut- 
meats upon which it rests, being very accurately built there- 
for. This theory- is inapplicable to stone or concrete arches 
for the obverse of these reasons. The shrinkage of con- 
crete in setting predudes any possibility of determining 
exactly what would correspond to the moment of inertia 
of a reinforced concrete section, that is, a coefficient from 
which the deflection could be calculated. This same shrhik- 
^ge makes it impossible to build a concrete arch of any 
kind that will be free from shrinkage stresses, and an arch 
in which there are Uidcnown initial stresses should not be 
made the subject of exact calculation based on the ab- 
sence of tiutial stress. Inaccuracy in stone arches has the 
sane restdt as shrinkage in concrete arches in that the 
arch is street to some initial stress. In addition to this 
stone arches cannot take any tension. 

In the inelastic thedry the presumption of accuracy is not 
-fliade, and there is not the false security which elietborat^ 
calculations tend to give. It is more in keeping wMi the 
materials of stone and concrete arches. A system of blodcs 
fitted to eadi other akmg the lines of an arch will catry 
certain fwcd loads without tending to open any of the 
joints, when these blocks follow the line of what is called 
the vqoilibrium polygon. Wheh other loads ate T)rougfrt 
(m the^tich, as the live load, the equilibrimii pdlygoti tinder- 
goes certain changes which Would t^nd to open joitits tft 
whose loCfttkHi is moderately wdl^Mown. I¥ '&» 
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arch blocks be conceived to be cemmted tpsetber int^ cme 
mass and to be tied together by steel rods>- the rods wiU 
take the tension. Reasonable assumptions to arrive at tiie 
probable intensity of the tension are all that the materials 
and methods of manufacture in reinforced concrete arches 
justify. 

The literature on stone and concrete arches is unsatisfac- 
tory being in large part excessively theoretical and uni^ao- 
tical from many standpoints. Semi-dliptical and basket- 
handle arches are commonly held out as examples. Stich 
curves are unsuitable for ordinary arches/ because they 
presuppose heavy horizontal pressure of the fill or demand 
the same to prevent large moments at the sharpening ol 
the curve. Only sand or semi-liquid mud can exert such 
pressure (except as a wedging force^ as back of a retain- 
ing wall) and neither of these materials is desirable as a 
fill. If the arch is the roof of a tunnel under a stream, 
the semi-ellipse or semi-circle are consistent curves. There 
is a general lack of appreciation on the part of writers and 
builders, of the fact that horizonital pressure in earth, while 
it is a possibility, is not necessarily exhibited. There are 
many proofs of this, but thqy pass unnoticed. Ordinary 
earth could be supported on a system of vertical props 
capped with horizontal lagging pieces in approximate arda 
shape. Unless earth will loosen in large chunksi there is 
scarcely anything to fear frpm horizontal pressure. This 
action is not possible in the fill over an arch. Horizontal 
pressure in such case is scarcely a possibility. Of course 
horizontal motion against earth would meet with more or 
less resistance, but this is passive and not active. 

Another phase of the impracticable nature of data on 
arches is seen in the blanket formulas for depth at crown. 
These often have no relation to the lc»d to be carried, 
whether heavy or light traffic Some of them give the 
depth of ring in terms of the radius of the curve of the 
intrados, and usually the rise is taken from the point where 
the intrados begins to curve away from the , face of the 
abutment These details of outline have no significaQCe as 
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determining the stresses but are only* architectural leaturea. 
The ciarve of the intra do3 may have only a remote relation 
to the real curve of the arch, which is the curve of the cen- 
tral line of the arch ring. 

In another respect literature on arches is unsatisfactory- 
This concerns live load stresses. In designing girders and 
trusses in steel, the live toad can be placed at the exact point 
where it will give the masdmum stress in any member. To 
do this, using the elastic theory in arches, would introduce 
frightful arithmetic complications. No systematic attempt 
seems to have been made heretofore to determine the posi- 
tion of concentrated loads to give the maximum efifect on 
Stone and concrete arches. 

Further it has not been recognized in treatment of arches 
that there is a rise for any given span and loading and fill 
which fits the conditions, that is, a point where, if the rise 
is diminished, the thickness of arch ring (ior thrust) will 
be unnecessarily great to take care of eccentric loading; 
and if the rise be increased the thickness needed (for 
thrust) is not enough to take care of unbalanced loading- 
This is the natural economic rise for any span. 

Calculated stresses in concrete arches due to tempera- 
ture changes are void of meaning. If a concrete arch could 
be made apart from the site and then placed bodily in its 
intended position, and if it fit exactly that position^ calcu- 
lated temperature stresses might have a meaning. It i3 
impossible to place concrete in such way that its normal 
unstressed shape fits exactly on the supports. It is equally 
impossible to determine the intensity of stresses due to 
shrinkage. If then the original condition of stress cannot 
be know Up it is idle to make elaborate t^lculations as to the 
effect of expansion and contraction due to change in tem- 
perature. In steel work arches can he made to fit the sup- 
ports, and temperature stress caJculations have a meaning. 
A liberal factor of safety is eminently better to cover ig- 
norance than the most ingenious mathematical fabric ever 
devised. 

When a dam fails, elaborate theories are put forth to ac- 
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cotmt for its overttirning, when calculations show that tWfe 
horizontal pressure of the wat*r is not sufficient to tip it 
over. Suction on the down-stream face is one of these hvtg 
bears. There has been found to be a pressure somewhat 
below the atmosphere under a falKng sheet of water where 
the stream contracts, and this is seized on to account for 
the great force that would be necessary to overturn a ma^ 
of masonry. Or in the matter of strengtfi shearing forced 
in vertical or horizontal planes are blamed for the failure. 
In technical literature on the subject, so far as the author^ 
sonnewhat indifferent search has shown, there is no mentioti 
of the upHfting tendency of water that percolates under this 
dam, supplying nearly or quite half enough upward force to 
lift the masonry of the dam. This force, in a gravity dam 
designed to resist both the uplift and the lateral force of 
the water, is 42% of the total overturning force or 72% of 
the horizontal force. A system of design that ignores forces 
of such magnitude as these and magnifies trifles is not k 
safe system even for a temporary structure, to say nothing 
of the danger in a permanent structure upon '^idi hang 
so much life and property. 

A sdieme for reinforced concrete retaining walls, consist- 
ing of a curtain wail and a bottom slab joined at intervals 
by ribs or counterforts, has been much used in recent years. 
Two errors in design characterize many of the designs 
that have been described in engineering periodicals and in 
books. One of these concerns reinforcement of the bottom 
«lab. Complete reinforcement, uniformly distributed for 
the full width of slab, is used near bo^ top and bottom 
surfaces. No analysis of the forces can show need of such 
wasteful use of steel. In the matter of reinforcing the rib 
or counter*fort the apparent and expressed method is to 
treat it as a beam with increased tensile stress from ends 
toward middle of the inclined edge. This is Iflr from coi>- 
rect The stress in the reinfordng rods is imparted at didr 
ends and failure to use positive end anchorages is a stmo- 
tura! blunder. 

In formulas for reinforced concrete chimneys much tin* 
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mccsaary coaapHcxtioii Is sometsmes introduced by 
the nenttaL^axui Kynt of the center of the section. There is 
no good: veason, based- dit known . f act8» for assuming- the 
iieutral axis anywhere tAit in the center of the section. 

There is mudi misapprehension in the matter of intsr^- 
pnetation ol tcfsts. -dome publBihed tests are notwortlisr 
of the name of tests, Tli^ are made for the purpose of 
"proving" the miraculous strength of some system, and the-' 
load is impFOpedy placed' or' is placed' on only a portion of 
thd fk)or. Tests 'of Shear in concrete are referred to at? 
leiigth elsewhere. Some recent tests were reported that 
^Atrporteid' ta gire the adhesion of steel to concrete. Thr 
entire resisting moment of reinforced concrete beams (with 
a. short lever arm) was attributed (so £ar as tension was- 
Goncemed> to tiie reinforcing steel rods, no allowance beinj^ 
made for die tensile stretch of the concrete, a reid though 
uncertain qtu^ty. By using smaller and smaller rods such, 
tests could < be- nu^ to "prov^^ ^e adhesion of steel to 
concrete any desired amouiit; for even with no rods what-^ 
ever, th^ plain conrrete wioiuld takt a certain bencting mo- 
ment. In one very important respect, the lesson learned 
from tests is a perverted one. Reference is made, to the 
test of practical use of a structure. There is no more mis- 
leading notion than the one that because a structure stands 
and performs its office it is therefore safe. Structures have 
collapsed after standing for decades, and this under no 
unusual conditions. Given a structure that has attained al- 
most its full strength, and suppose that this structure fails 
when the forms are removed. What would Be the factor 
of safety in such a structure (or in another similarly built), 
if it reached a strength lo or 20% greater and was capable 
of standing up when the forms were removed ? 

As to the unit tension allowed on steel, this is also elab- 
orated elsewhere. Units above 10,000 to 13,000 lbs. per sq. 
in. are too high, though they are very generally recom- 
mended. At these units the concrete will generally retain 
its integrity. Not that steel can always be stressed to this 
amount without cracking the concrete, but, if there is 
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enough concrete surrounding the steel, the tensile strength 
of the concrete will aid the steel to the extent, for safe 
loads, that the elongation will not crack the concrete. A 
design that contemplates cracks In ^e concrete undo- safe 
loads cannot be classed as good engineering. The cause 
that will produce a crack at one point may produce othert 
at other points and thus break up and wear out the situc* 
ture. 

In the matter of the consistency of concrete there are 
still some users that insist on "moist earth" mixtures for 
all purposes, even reinforced concrete and parts that ought 
to be impermeable. Also it is very geno^ly recommended 
that materials be heated before use in cold weather. A very 
significant letter appears in Eng. News, Jan. 30, 1908 front 
Mr. £. A Mollan. He describes some concrete that was 
made with sand and stone that had been dried out by the 
heat of the sun. This concrete had no cohesion and was 
worthless. When, subsequently, the same materials were 
wetted down concrete made therewith (using the same 
cement as before) was of good quality. Builders who make 
use of stoves to heat and dry the sand and stone for con- 
crete are commended to a study of this case. 
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Cement. 

There are two kinds of cement in common use, namely, 
Rosendale or natural cement and Portland cement. To 
this may be added, also, slag cement or puzzolan cement. 

Rosendale cement is made by burning a limestone con- 
taining the carbonates of 3ime and magnesia and clay at 
about the temperature of the lime-kiln or I GOO to 200a 
degrees F. It is ground to a powder between mill stones 
after burning. The color is usually brown, Rosendale 
cement is used to some extent in foundations for street 
pavements and in some massive concrete work. It should 
not be used in reinforced concrete work or in work where 
strength is to be an important characteristic 

Portland cement is made by mixing clay and limestone 
(or other argillaceous and calcareous substances) in the 
proper proportions, and burning the mixture at a high 
heat (above 2000** F.), and grinding the clinker to a pow- 
der. The color is usually gray or greenish gray. There 
are four different kinds of Portland cement manufactured 
in the United States as distinguished by the materials 
from which the cement is manufactured. These com- 
binations are: i. Argillaceous limestone, or cement rock, 
and limestone, 2, Marl and clay, 3, Hard Umestooe and 
shale or clay* 4- Slag and limestone. 

There is a kind of cement called slag cement, of ptiiio- 
lan cement* This is made by tirst granulating the slag 
by chilling the molten slag in water, then drying and mix- 
ing with slaked lime, then grinding. This is an inferior ce- 
ment and is only good in locations where it will be con- 
stantly wet. The color of slag cement is light lilac. Slag 
cement should not be confused with true Portland cement 
made from slag and limestone. The latter is made by 
burning to a clinker a mixture of crushed limestone and 
chilled blast furnace slag and then grinding this clinker 
as the clinker of other Portland cement is ground A 
description of the manufacture of this kind of cement it 
given in Engineering News, Sept. 27, 1900. 
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These cements are all "what am called hydraulic cements^ 
that is, they will set or become 'Jiard under water. They 
are unlike common lime in this respect, as they do not re- 
quire the presence of air to acquire their cementing qual- 
ity. The presence of water is necessary to the hardening 
of cement, and cement will harden both in fresh or salt 
water. Unlike lime, also, the clinker from which cement 
is manufactured is inert. The unground lumps are like 
binders, and they ar6 therefore useless in this state, It 
is only when the clinker is ground very fine that i^ is fit 
ior use as a cement. This is the reason why fine grinding 
is essential in all hydraulic cement. 

An average analysis of good Portland cement is about 
as follows: Lime, 64%; Silica, 21%; Alumina, 8H%; 
Magnesia, 2%%; Iron Oxide, 2%%; Other ingredients, 
i%%. A variation one way or the other of 2% or so in 
the amount of lime and silica does not make much dif- 
ference in the cement. The magnesia should not exceed 
about 2 or 3%. There is not so much regularity in the 
composition of Rosendale or in slag cemept as there is 
in Portland cement There is generally much less lime 
and more silica and magnesia in Rosendale than in Port- 
land. 

Portland cement is superior to Rosendale for every pur- 
I)ose, for a given volume of cement, though the latter 
for many uses meets the requirements of the case. Nat- 
tiral or Rosendale cement sets quicker than Portland ce- 
ment, idiough Portland cement soon overtakes and passes 
the natural cement The quick-selttitig property of natural 
<:ement may be turned to advantage in work that is to re- 
ceive its load soon alter placing. By using a larger quan- 
tity of natural cement than would be needed in Portland 
cement the necessary strength may be attained iff a ^ort 
period. 

t Natural and Puzzolan cementft will not stand extreme 
•dianges in temperature as well as Portland cement. 
MWhenisaml and cement are mixed and grouhd together, 
the mixture can be ground finer than it is possible, wiA 
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the same means, to grind tlie cement alone. It can in 
fact be grround so fine that nearly all of it will pass tliTotigli 
a sieve having 200 meshes to the inch. On account of the 
extreme fine grinding, 'and possibly also on acdomtt of the 
activity of the sand in this finely divided state, the cement 
is stronger than Uie same amount of ordinary cement 
would be. If the installation of a grinding mill is practi- 
cable on a large piece of ivork, where the cost of c em ert t 
is high, there may be a saving in thus grinding a mixture 
of cement and sand in order to reduce the amount of ce- 
ment required. The grinding of a mixture of cement and 
sand is patented. 

The weight of Portland cement is 85 to 100 lbs. per cu. 
ft., depending upon whether it is loose or compact. A 
barrel of cement is considered, by some specifications, as 
equal to four cubic feet This, at 375 lbs. per standard 
barrel, is about $4 lbs. per cu. ft. 

The tests commonly made oh cement are g^ven else- 
where in this book. A few notes on the method of malt- 
ing these tests and the importance of the tests would not 
be out of place here. Some additional tests will also be 
mentioned. 

To determine whether or not a cement is hydraulic mold 
a bride I'^xiH^xS*, and after the initial set place ft 
under water upon supports near the ends, having the one- 
inch dimension vertical. If the cement is hydraulic the 
brick will retain its shape, if not, it will give way between 
the supports. 

A simple test for soundness of cement, or freedom froih 
tendency to shrink or expand during setting, is to take a 
cylindrical lamp chimney and fill it for a certain distance 
with well compacted cement paste, marking the end of the 
flat surface. If the cement shrinks, it will show by the 
marie, and if it swells, it will break the chimney. 

The swelling of cement during setting is usually due 
to the slaking of free lime. When the cement fs used 
tce^ from the mil! it is apt to have sortie free lime in it 
Seasoning for several weeks after grincing, if the fcemerit 
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is finely ground, will air slake this lime and render the 
cement more sound. On the other hand too long expos- 
ure to the air will destroy the activity of the cement and 
anay render it useless. Moist air is especially destructive 
on the cement. It should therefore be stored in a dry 
j;)lace. Air generally affects cement by causing it to cake 
in the sacks, and the hard lumps that cannot be easily 
broken with the shovel will be useless as cement Good 
cement may be somewhat lumpy, but the lumps should be 
such that they can be easily broken with the fingers. 

The test for fineness of cement is important, because the 
finer a cement is ground the stronger that cement will be. 
Not only is the activity of the cement increased by fine 
grinding, but the fine particles are necessary to fill small 
voids in the sand and thus render the mortar or concrete 
dense. 

The test for specific gravity is made to determine wheth- 
er or not the cement is properly burned and also to de- 
tect adulterants. If Portland cement is under-burned, its 
specific gravity will be low, and if it is over-burned, its 
specific gravity will be high. Specific gravity tests are apt 
to be misleading, because of the fact that the cement ab- 
sorbs some C O 2 and water from the air and thus its 
specific gravity is reduced. Cements having different der 
grees of calcination, if tested when fresh-burned, or if 
heated red hot before testing, to drive off absorbed C O 2 
and water, s^pear, according to Mr. David B. Butler, 
(Eng. Record, Vol. 55, p. 176) to have very close to the 
same specific gravity. Mr. Butler's tests, however, do not 
discredit the value of the specific gravity determination to 
detect adulterants. Natural cement or slag used as adul- 
terants will lower the specific gravity. 

The conclusions in a paper by Prof. R. K. Meade and Mr. 
S. C. Hawk, read before the American Society for Test- 
ing Materials in June, 1907, drawn frcwn a series of tests 
made by them, are as follows: 

"(i) That the specific gravity test is of no value what- 
ever in detecting underburning, as underburned cement 
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will show a specifie gravity much higher thati that set by 
the standard specifications. Underbumed cement is read- 
ily iand promptly detected by the soundness t6st and no 
others are needed for this purpose. 

"(2) The value of the specific gravity test as an indi- 
cation of adulteration is much exaggerated. While a 
large admixtnre of any light adulterant with the cement 
would be shown there is at the same time much slag ce- 
ment and also Rosendale cement which could be mixed 
with cement in large quantities without lowering the speci- 
fic gravity below the limit of our standard specifications. 

"(3) That low specific gravity is usually caused by 
seasoning of the cement or the clinker, either of which 
improves the product, 

"(4) That the proposition to ignite the cement sample 
which falls below specifications and determine the speci- 
fic gravity upon the ignited portion is of no value because 
adulterated ceinents also have their specific gravity very 
much raised by such ignition. 

"(S) That the requirement for specific gravity should 
be omitted from the standard specifications or at least 
that the clause which infers that low specific gravity is 
caused by tmderbuming and adulteration should be omit- 
ted and that in its. place there should be inserted one stat- 
ing that low specific gravity may, but does not necessarily 
imply adulteration as it is in most cases due to seasoning 
of the cement or storage of the clinker before grinding^ 
both of which are beneficial to the product.*' 

Specific gravity of c«nent is usually determined by im* 
mersion in benzine or turpentine. 

The additicm of a small quantity of unburned granu^ 
kted slag, before grinding, to cement made from slaff 
is not considered an adulteration, as it neutralizes the 
effect of any free lime that may be in the cement 

Cement that shows excessively high tensile strength in 
short time tests is liable to be adulterated with sulphates^ 
which hasten the settling but render the cement weak aftei 
a long time. 
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In m«kfiig pftts or brkquetts for test the paste shottld 
be mixed thoroughly for five minutes* rubbing the mix- 
ture, under pressure. Regularity should be obsenwd in 
placing the mortar ia the molds. Pressure ^ould be 
used, and as near the same press>ure as poss^e for dif- 
fercirt tests.. A difference- in the amount of tamping or 
pressure may make a very great difference in the strength 
of tensile tests. 

Soundness of cement is of more importance in ridi mix- 
tures than in lean mixtures. Cement that will stand the 
28-day test for soundness, but fail under the accelerated 
test by boiling or steaming, may be satisfactory in ordin- 
ary concrete. Cemeilt that will stand both the accderated 
and the 28-day test is to be preferred* Cement that shows 
up well in the accelerated test is not necessarily a g^od 
<:ement. The presence of sulphates seems to counteract 
the expansive effect of free lime. G3rpsum or sulphate of 
lime is generally added by manufacturers of cement to re- 
tard the set. Sulphate of lime to the extent of more than 
two per cent, by weight is not allowed in any cement by 
the U. S; Army engineers; not more than one per cent, 
is allowed in cement to be used in sea water. 

Cement that shows up well in the tensile test after seven 
days and then shows little or no gain at 28 days/ is to be 
lodced upon with suspicion. 

The tests given in cement specifications are to be made 
in a laboratory equipped for the purpose. Simple tests 
may be made on the work, iJiat will in some case* be 
sufficient to determine the general diaracter of the ce- 
ment. Pats and balls of cement or mortar can be made 
nse of to gage the setting qualities and soundness. By 
pressure of the thumbnail the setting quality may be 
•estimated and by dropping ithe hard^ed specimens a 
rough idea may be had of the strengths 

Puzzolan or slag cement may be detected by taking a 
pat and boiling it for several hours and then breaking it 
The fresh fracture will be bluish green. 

The following is quoted from "Professional Papers of 
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Ae Corps of Engineers, U. S. Army. No. 28." "Ptizzi^aft 
cement never becomes extremely hard like Portland, btit 
PnzzcHan mortars and concretes are totigfaer or less brit^ 
tie than Portland. The cement is well adapted I6r use ia 
sea water, and generally in all positions where oonstantly 
exposed to moisture, such as in foundations of buildings^ 
sewers and. drains, and underground works generally, and 
in the interior of heavy masses of masonry or concrete* 
It is unfit for use when subjected to mechanical wear, 
attrition or blows. It should never be used where it may 
be exposed for ioi^ periods to dry air, even after it ha& 
well set. It will turn white and disintegrate, due to the 
ooddation of its sulphides at the surface under sudi ex-* 
posure. Sulphuretted hydrogen, which is often evolved 
upon decomposition of the sulphides in Puzzolan cements 
is injurious to iron and steel. Such metals, if used in 
connection with Puzzolan cement, should be protected, 
or an allowanoe be made for deterioration by an increase 
ei section." 

Cement is considered by most authorities to be a sub- 
stance which attains its hardness by a process of crystallt* 
zation, taking up the water used in mixing to form a hy- 
drate of a crystalline structure. The author believes, 
with Dr. William Michaelis of Germany that cement does 
not crystallize in hardening, but that it is a colloid. The 
autiior believes that the nature of cement is more nearly 
represented by ordinary ghie than by any crystalline sub- 
stance, and ^lat what crystalHzation takes place is inci- 
dental and not a neoessary accompaniment of the harden- 
ing process. Cement clinker is inert : it does not .slake like 
quickliine ; it must be first ground to a powder to have 
any cemeatin^ -quality. It is only the impalpable powder 
of this scM:aHed cement that is really cement. The rest 
is inert, Hke the cHnker. Pure neat cement, used alon^ 
would nc* get vtery hard and ^ould not be very strong. 
Laitance, or the slime that rises to the surface in a ce- 
ment mixture in an excess of water, is the nearest ^ing 
to p«re cement that is usually encountered. So-called 
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neat cement is a mixture of small particles of inert clink* 
er and a dust that is fine enough for water to act upon 
and turn into a colloid or gellatinous substance, which, 
when lodged in between small grains of an inert hard sub* 
stance, holds these grains together in an artificial stone. 
The inert hard substance may be grains of sand or the 
coarser grains of ground cement clinker, too coarse to 
have cementing properties. 

The foregoing statements are radically different from 
the commonly accepted belief regarding cement. They 
therefore call for some facts to substantiate them. No 
attempt will be made to discuss the chemistry of cement, 
except to cite some admitted facts that bear in a general 
way on its chemical action. 

It is well known that fine grinding improves the strength 
of cement It is also known that there is a point beyond 
which fine grinding diminishes the strength of cement 
when made into neat briquettes and pulled. It is also 
known that this same finely, ground cement, that is weak- 
er in neat tests than coarser cement, is stronger in ce- 
ment and sand tests than the other. 

Another fact well known is that when a broken piece 
of china is to be mended by glue, or when two pieces of 
wood are to be glued together, the parts must be pressed 
firmly together and as much of the glue squeezed out as 
possible; and the strength of the mended part is greater 
than that of the glue itself by which it was mended. 

Lime mortar, even before it has had time to be acted 
upon by the carbon dioxide, is stronger in tension than 
the lime paste. 

Melted sulphur is used sometimes as a cement, usually, 
however, alone. In Engineering News, VcA, 51, p. 231, 
Mr. Alexander Potter describes some tests on melted sul- 
phur as a cement for sewer pipe, mixed with sand. He 
finds it to be an excellent material for that purpose. In 
his tests he found plain sulphur to resist tension with an 
-ultimate strength of about 100 lbs. per sq. in. Sulphur and 
sand mixed hot* i of sulphur to i of sand stood 650 lbs. 
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per sq. in. ; 5 of sulphur to 7 of sand stood 670 lbs. per sq. 
in. ; 2 of sulphur to i of sand stood 40D lbs. per sq. in. 
Mr. Potter found that fine sand such as quicksand gives 
better results than coarser sand. These strengths were 
shown as so<m as the stdphur was cold. This is analogous 
to the action of Portland cement When very finely 
ground, it has an overdose of cement and not sufficient 
inert substance to be cemented together. When sand 
is added till a balanced mixture is formed, the mortar 
is strong. Sometimes sand and cement tests pull up 
stronger than neat cement. Cement reground with sand 
is made much finer and will take in more sand to form a 
balanced mixture. The mixture may be unbalanced by 
having too much cement, as in the sulphur tests, where 
more sand added makes the specimen stronger; or it may 
be unbalanced by having too much inert substance to have 
the interstices filled by the cement, as in lean mixtures of 
sand and cement. 

That Portland cement is a mixture of a cementing sub- 
stance (the finest powder) and an inert substance may be 
shown by the following experiment Take a little cement 
and mix it in about ten times its volume of hot water. 
Let this boil for several hours, adding more water as re- 
quired. At the end of this time stir up the mixture and 
pour it rapidly into a tumbler. Almost immediately there 
will be a settlement of part of the cement, which is of a 
dark color. Upon this there will settle a light colored 
part of the cement, leaving the water comparatively clear. 
A distinct line will separate the dark colored and the light 
colored parts. The upper layer will be slimy at first then 
gellatinons, and will finally (in a week or two) attain a 
slaty hardness. Upon drying it becomes like chalk and 
has little cohesion. The lower layer, which in an experi- 
ment by the author was about equal in volume to the up- 
per layer, is like sand and has little cohesion. It can be 
crumbled in the fingers. The upper layer is the slime or 
laitance or true cement that is liberated in an excess of 
water, when concrete is mixed. The fineness of the grinding 
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will no doubt gage the rel&tiTe amounts of Inert and ac* 
tive substance' in the cement. In a 7^>etition of this ex- 
periment the cement was allowed to settle in a gkss, and 
the water was poured off. The separated cement was then 
mixed together into a mortar and allowed to harden. 
It hardened into a cohere and hard lump. 

By the \ise of cold water and long contimied agitation 
a partial separation can be effected, but enough of the fine 
dust seems to adhere to the inert particles to cement them 
together. The light and dark colors will be present but 
they will not be so clearly defined. 

Some tests presented in a paper by Messrs. Henry S. 
Spackmand and Robert W. Lesl^, read before the As- 
sociation of American Portiand Cement Manufacturers at 
their annual convention in 1907 (See Eng. Record, Dec 
21, 1907, p. 691,) prove very conclusively that a large 
part of commercial Portland cement is inert on account 
of not being fine enough to have any activity. Briquettes 
of neat cement were made and at periods of from 7 days 
up were tested. At 28 days they stood a tensile test of 
752 lbs. per sq. in. These broken briquettes were then 
dried and reground. This material was used as cement 
and made into briquettes, which stood, at 28 days, 253 lbs. 
per sq. in. These broken briquettes were dried, regTound^ 
and used again as cement. The briquettes stood 163 lbs. 
per sq. in. at 28 days. Tests were made at other periods, 
and mortar tests were made with sand. The above illus- 
trates what the tests demonstrate^ In the words of the 
experimenters — ^**These eKperiments clearly show that 
even after cement has been twice gaged with water and 
allowed to harden under water, all the cementing and hy- 
draulic qualities are not destroyed." It is clear that the 
regrinding of the briquettes broke up particles that -were 
not fine enough to be active at the first and second gagings. 

The paper above referred to describes other experiiiients 

that further strengthen the conclusion that the finest 

ground Portland cement is composed largely of inert 

clinker, too coarse to be active. Quoting the paper again,-— 
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^Tortlafid cement which had passed the 20O4nesh sieve 
was further separated by eltttriation into tiie following 
parts: (A) Material: that settled ont in 50 seconds; 
(B) Material that remained in suspension for 50 seconds, 
but settled out in one minute; (C) Material that re- 
mained in suspension for m(M% than one minnte. The ce- 
ment thus divided into three portions according to size 
was treated with water in tightly stoppered tubes. "A*' 
was only slightly acted upon by water, even after two 
years contact with it. "B" was only acted upon by water 
after three or four months, and only a portion became 
fully hydrated. **C" was acted upon almost immediately, 
swelling up and formii^ a very voluminous jelly." [£lu- 
triation is shaking up in dry kerosene and adlowlng to. set- 
tle. The amount of this cement that settled in 30 seconds 
is not stated In another sample 45* 18 per cent settled in 
this time.] 

When a substance crystallizes, the crystals assume a 
definite volume and have not the property of swelling, to 
a larger volume or of occupying less space. Further, these 
crystals have the property of exerting pressure to reach 
that given volume, as exhibited in crystals that form in 
the pores of soft stone swelling with such force as to. crack 
the stone. Sound cement will not swell with force as 
erystallizing substances do. It is true that cement that 
hardens under water will swell slightly, but the same ce- 
ment hardening in the air will shrink, proving the lack 
of definite volume in the hardened cement. On the other 
hand cement that is not confined by the inert particles 
pressing. ai^nst. it. can be made to swell to fill a space 
much larger than its original volume. The minute grains 
4>i cement,: if they are finely brc^en up, have the property 
of swelling to many times their size by the absorption of 
watet and hardening- in waiter or in air. If abundance of 
water be' present, the grains will swell up to a larger size 
^d make a more dense and a stronger mortar;, and, if 
t^ water be present for. a sufficient time;, the cemenit 
will unite with some of it and harden in this larger vol-* 
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tiinc. Upon being taken out of the water after being, 
thoroughly hardened the cement does not then contract 
in drying out, but the surplus water dries out of the min-, 
ute pores in some such way as a cork that has been soaked. .' 
in hot water dries out, though the water would not pass^J 
through the pores of the cork in a liquid state. 

The amount of water permanently retained by the ce- 
ment in an ordinary concrete mixture or in mortars of 
4bout 1 :3 is about i6 to l8 per cent, of the weight of the 
cement. In neat cement only about 8 to 12 per cent, is re- 
tained. This is further evidence of the fact that the hard- 
ening of cement is not a crystallizing process. Crystals 
have a definite amount of water in their composition. It 
is evidence also that the pure cement will swell and ab- ^ 
sorb water in proportion to the space to be filled and the " 
amount of water present, as the voids in mortar are much ^ 
greater than in neat cement ; also the amount of water ' 
present, even in mealy concrete, is greater than needed in 
neat cement mortar. These facts would further seem to^ 
vitiate the contention of those who say that only the bare * 
amount of water for the needs of the cement should be ' 
used in the mixing, since cement under varying conditions 
will combine with different amounts of water. 

When cement is mixed with a meagre amount of water, ' 
,the grains do not have the conditions present that promote 
free swelling to fill the voids. The result is that the mor- 
tar or concrete is porous, that is, full of large pores that 
allow the passage of water. It is an erroneous belief that 
the impermeability of concrete is promoted by using a 
meagre amount of water in mixing and tamping this con- 
crete. 

It is well known that concrete can be made quite good 
that is deposited in water and it is well known that speci- 
mens that are kept in water alter setting will, upon hard- 
ening, be very much better and stronger than like speci- 
mens hardened in air. It is not clear why authorities, 
in the face of these facts, warn against the use of plenty 
of water in the mixing. 
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Dr. William Michaelis, in a paper read at the annual 
meeting of the Association of German Portland Cement 
Manufacturers at Berlin in Feb. 1907 (See Cement and 
Engineering News, Aug. 1907) describes a piece of arti- 
ficial stone made of Portland cement and 10 or 20 per 
cent, of asbestos fiber. The mixture was stirred a long 
'itime, as paper pulp is stirred, and then pressed to expel 
Ithe surplus water. The volume of the stone was many 
times that of the volume of the cement used in the mix- 
ture, showing that the cement had swollen by the absorp- 
tion of water to attain this volume. Dr. Michaelis says 
of this stone that it is rightly named eternite, for it is 
practically everlasting. The stone resembles slate. There 
I is a company that makes this kind of artificial stone for 
shingles. According to those who advocate a mealy mix- 
ture for concrete this stone would be expected to be por- 
ous and totally unfit for shingles on account of the large 
excess of water used in making it. The presence of the 
asbestos fiber and the long continued agitation hold the 
grains of cement apart and allow them to swell by the ab- 
sorption of water. 

Pure cement when placed in water will swell to many 
times its volume measured as a dry powder, if not confined. 
'In commercial neat cement, however, the particles of in- 
sert clinker act to confine the pure cement and prevent the 
'^'Iswelling. If there is plenty of water in the mixture, and 
^ the cement is well mixed through the mass, the cement 
' will swell to fill the voids and will bind together the in- 
*ert particles making a stronger and better concrete than 
can be made by a mealy mixture, even with pressure ap- 
plied in the manufacture. If the swollen cement dries 
out before it has hardened, the concrete will shrink. This 
"j lis the reason why cement or concrete hardened in water 
will swell, and, if hardened in the air, it will shrink. This 



is the cause of shrinkage cracks in work that has not been 
kept moist during hardening. 



'^1 Tests for soundness or constancy of volume in neat 
cement may be misleading, because of the fact that the 
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best cement, that is, the finest ground cement and, other 
things being equal, that most suitable for concrete, may 
show the poorest results. The greater proportion of very 
fine flour gives the better cement a tendency to swell, 
whereas, a cement containing less fine flour and more 
inert clinker might show greater constancy of volume. 

Cements that do not show up well in neat tests for 
constancy of volume may be quite sound in mortar or 
concrete, though of course the cause of swelling in a test 
may be the presence of free lime or magnesia and may 
have no relation to the fineness of grinding. 

Lime. 

Lime, while it is not ordinarily used in making concrete, 
is of importance because of its use in mortar and be- 
cause it may be made use of in decreasing the permeabil- 
ity of cement concrete, also because it is one of the con- 
stituents in the manufacture of slag cement. 

Common lime is made by roasting or burning lime- 
stone, or carbonate of calcium. The roasting reduces the 
carbonate to oxide of calcium or quick-lime. Quick-lime 
usually contains from 5 to 10 per cent, of impurities. The 
impurities retard the process of slaking, so that lime should 
be slaked several days before it is used in mortar, so as 
to be thoroughly slaked when placed in the wall. The 
swelling of lime in slaking would be detrimental to the 
strength of the wall. Lime may be slaked and packed in 
barrels for an indefinite length of time, or it may be kept 
in the mixing boxes covered with sand. It is when lime 
mortar is exposed to the air and absorbs carbon di-oxide 
therefrom that it becomes hardened and that it acts to 
cement together the bricks or stone of a wall. Kept in 
the form of a paste, with only the surface of the mass 
exposed to the air, this absorption of carbon di-oxide will 
not take place to any great extent. Quick-lime, if ex- 
posed to the air, will absorb not only moisture, but car- 
bon di-oxide as well. Air slaked lime will make weak 
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mortar on account of the premature absorption of the 
C O 2 and the formation of what is commonly known as 
whiting. Lime should therefore be fresh-burned. 

Neat lime would be of little use as a cementing mater- 
ial on account of its weakness and the necessity of its 
being in thin layers to enable the air to have access to it 
It should be used only to fill the voids in some material 
such as sand or brick dust. 

A barrel of lime will make about eight cubic feet of 
stiff paste. The weight of a barrel of lime is 230 pounds. 
This is three bushels or 3.75 cu. ft. 

Lime comes in lumps> as it needs no grinding after 
burning, on account of the fact that the action of the 
water in slaking breaks up the lumps into a powder. If 
the lime is found in a powder, it indicates that it is air 
slaked. The slaking of lime requires about two parts 
by weight of water to one of lime. 

Fat or rich lime is lime made from pure or nearly pure 
carbonate of calcium. Dolomite is a limestone contain- 
ing magnesia. Lime made therefrom is poor or meagre, 
that is, slow in slaking and not fat or rich. 

Hydrated lime is a product lately come into extended 
use for the various purposes for which slaked lime may 
be used. This is a very fine white powder produced by 
slaking in a rotary pan quick-lime that has been broken up 
into small lumps. Sufficient water is used to slake the 
lime and still leave it hot enough to drive off the surplus 
water, leaving a dry powder. This powder is sifted or 
screened to remove unburned or unslaked lime and any 
coarse particles. The hydrated lime is sold in sacks. 
This is used in mortars; in the manufacture of sand-lime 
bricks and of slag cement; in hard wall plasters, either 
mixed with Portland cement or gypsum products; as an 
addition to Portland cement mortar to make it more 
easily worked and to retard the settling; in rendering con- 
crete more dense and waterproof. 

The action of lime in the manufacture of what are called 
sand-lime brick is quite different from its action in or- 
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dlnary mortar. Part of the sand used in making sand- 
lime brick is very finely ground, and thus rendered ac- 
tive in some such way as the inert clinker from which 
hydraulic cement is made is rendered active by grinding. 
The bricks arc cured in steam under pressure and the 
presence of C O 2, instead of being necessary, is undesir- 
able. The chemical action is between the lime and the 
finely powdered sand. 

Sand. 

Sand is the term commonly applied to small particles 
of quartz; it is also used to designate small particles of 
stone such as crusher dust or very small gravel. The 
maximum size of grains admitted under the term sand 
is sometimes as large as % in., v^ile sometimes finer 
sand is required. Ordinarily about one-sixteenth of an 
inch is the maximum size of grain. 

Standard sand, used in making mortar tests, is crushed 
quartz that passes a sieve with 20 meshes to the inch and 
is retained on a sieve of 30 meshes to the inch. 

Sand with angular grains is called sharp sand. Bank 
sand is usually a sharp sand, while river and sea sand 
generally have rounded grains on account of the wearing 
of the particles on each other. Formerly specifications 
generally called for sharp sand. The sharpness of sand has 
been found to have but little relation to its value in ce- 
ment mortar or in concrete, and sharp sand is not so 
often demanded. The most important quality in sand is 
the grading of the sizes of grains from coarse to fine. 

If spheres of equal size and having radii of unity be 
stacked so as to have the least percentage of voids, each 
may be considered as enclosed in a solid having 12 faces, 
each of which is a rhombus whose long diagonal is 2 and 
whose short diagonal is the square root of 2. The vol- 
ume of the sphere is 74.05 per cent, of that of the solid. 
The voids, therefore, in a stack of spheres placed as com- 
pactly as possible would be nearly 26 per cent As sand 
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is coniiK>sed of more or less rounded grains, we wotdd 
look for a percentage of voids approaching this. How- 
ever, on account of the friction it is difficult to compact 
sand of grains sifted to a uniform size to a density show- 
ing less than about 44 per cent of voids. It is found 
that the voids in compacted sand of varying sized grains 
amount to about 30 per cent. The percentage in ordin- 
ary sand varies between 30 and 45. 

In general sand having a larg« sized maximum grain, 
that is, coarse sand, is a stronger sand for, mortar or con- 
crete than fine sand. Many fine sands are unfit for trse 
in mortar and concrete. Such sands coufd be improved 
by the addition of a coarse sand, using a quantity of 
each in the mixture for mortar. or concrete. By making 
several mixtures and comparing tests therefrom with a 
standard a satisfactory sand may be dbtained» and ftne 
sand that mi^t be available and c^ap could, by the pur- 
chasing of some coarse sand, be made use of to advantage. 
If t)rily fine sand is available, its weakness may be counter- 
acted by the use of a larger proportion of cement. 

Sand containing much mica is apt to be weak, as mica 
will not adhere well to the cement. 

Sand should not contain much foreign substance of a 
soft nature, sudi as clay or silt. If this foreign sub- 
stance is in the shape of lumps, it is especially bad, as 
these wiH make weak spots in the concrete. Lumps should 
be eliminated by sifting in preference to waging. Fine 
particles of clay in sand, found naturally in the same and 
thoroughly miieed through the mass, do little or no harm. 
Clay has been found by some experimenters to reduce the 
strength and by others to increase it. The reason for 
this discrepency is no cfonbt found in the diflFerence in 
the nature of the clay. If the clay is added to the sand, 
the prdbabihties are that It will weaken the mortar, un- 
less the clay is first finely ground. If the clay is found 
in the sand naturally, it will profcably add to the strength, 
because it is then more apt to be in a finely ground state. 
It is only when the clay i* in the finest kind of a powder, 
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or, if moist, in a finely divided state, and thoroughly 
mixed through the mass that it has a beneficial effect on 
the mortar. 

Many tests have shown sand containing s to lo per 
cent, or more of fine clay to be stronger in a mortar than 
clean sand. A little clay increases the density of the 
mortar. Sand containing more than lo or 15 per cent 
of clay or silt should be used only after thorough tests 
and not at all on such work as reinforced concrete. The 
ultimate effect of the clay on the life of the ccmcrete is a 
matter of doubt> even though short tirhe tests do shovr an 
increase of strength because of its presence. In mas* 
sive concrete the sand may contain 10 to 15 per cent, of 
clay and still be suitable. . In reinforced concrete it should 
contain no more than 5 or 10 per cent. In concrete blocks 
no more than 5 per cent, should be allowed. The richer 
the mixture, in general, the greater the detrimental effect 
of foreign substances in the sand. Clay is less harmfull 
in coarse sand than in fine sand. It helps to fill the 
voids in coarse sand, while it holds the particles of sand 
apart in fine sand. 

If sand is found to contain an excess of day, it can 
be washed to remove the clay. Washing, however, be- 
sides being expensive is liaUe to take out the fine grains 
of sand, which are of great importance, as these fill the 
small voids and make the concrete dense and strong. 
The washing of sand may be done by use of an inclined 
trough with a gate at the low end. Sand is placed at 
the high end and played upon with a hose. The clean 
sand settles at the low end of the trough, and the dirty 
water Hows over the gate. Sand should be tested, washed 
and unwashed, to determine whether washing is profit* 
able. 

If sand is ignited, clay will be broken up, and to some 
extent burnt, and thus rendered less harmful on account 
of being more durable. This, too, would be an expensive 
operation. 

Dirt in sand is to be viewed with suspicion. Natiiral 
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sands are seldom found mixed with s0l, unless it be for 
a small depth on the top of the bed. The dirt may have 
been incorporated into the sand as a result of handling. 
At the site the sand should not be laid in the dirt, as the 
last of it, when shoveled up may contain an excessive 
amount of dirt and be the cause of a weak batch of con- 
crete. 

Good clean sand may be mixed with sand containing 
an undesirable amount of clay and the mixture made 
acceptable by this means. This would be preferable, in 
some cases to washing and losing the fine particles. 

The best material for good strong concrete is coarse, 
dean sand. 

Sea sand contains alkaline salts which induce efflor- 
escence. These should be dissolved out with fresh water. 

Stone dust or screenings are sometimes found superior 
to sand in mortar tests. 

Dry sand weighs ordinarily from 90 to 100 lbs. per cu. 
ft. A common weight assumed for ordinary sand is 2600 
lbs. per cu. yd. Sand having very large and very small 
grains may weigh as much as 117 lbs. per cu. ft. or more 
than 3000 lbs. per cu. yd. 

The specific gravity of quartz is 2.65, hence a solid 
block of one cu. ft. would weigh 165 lbs. The voids in 
quartz sand may be calculated from the weight per cu. ft. 
by noting the per cent, that it falls short of 165. Pure 
sand weighing 100 lbs. per cu. ft. has close to 40 per cent 
of voids. 

Besides its use as a constituent of concrete and mor- 
tar sand is used in casting artificial stone blodcs. For 
this inirpose the sand is made use of just as in a foun- 
dry. It is found to absorb the surplus water hi the mix- 
ture, and this keeps the mold moist. 
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Aggregated* 

The term aggregate is used by the author to mean the 
solid inert part of concrete not included in the term 
sand, and not, as used by some writers, to include the 
sand. This is the rational use of the term. There is 
need of a single word to apply to the third term in the 
ratio of a concrete mixture, on account of the variety of 
substances that may be employed. A i :2 uj concrete means 
in America a mixture of one part, by volume, of ce- 
ment to two parts of sand (whether this be siliceous 
sand or rock screenings) to four parts of aggregate. 
This use of the term is very common and convenient. 
Anyone who would force a different meaning to a term 
in common use, because of fancied perversion of its true 
meaning, is commended to the work of restoring the 
word manufactured to its true meaning, *'hand made." 
■ The aggregates used in concrete are usually gravel, 
broken stone, and cinders. Besides these shells, broken 
bricks, and slag are sometimes employed. 

Gratrel, when it €omes in assorted sizes, is a very good 
material for concrete from several standpoints. First, it 
is usually hatd and durable stone that has withstood at- 
trition, and is the result of natural selection. Second, 
the stones, being round, will, if graded in size, make a 
den^ mixture, and the denser the mixture of a given 
material ^e stronger the concrete. Third* gravel will 
resist fire better than many other kinds of stone. The 
round, smooth surface of gravel is not as good a surface 
for the cement to take hold of, and for this reason bro- 
ken istone concrete may be stronger, though it may not be 
as dense as gravel concrete. Hoivever, the density of 
gravel often overcomes this, and gravel concrete is some- 
times stronger than stone concrete. Some experimenters 
have found gravel to be stronger than broken stone in 
concrete. The surface of gravel concrete cannot be tooled 
as well as that of broken stone concrete, because the 
gravel stones break out under the force of the tool. 
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Crushed gravel is sometimes wsed in concrete. This is 
a very good material, if the gravel is a good clean vari- 
ety. 

Gravel is apt to be mixed with dirt, either in the form 
of lumps of coal or of slimy covering on the stones, or, 
as in the case of sand, in the form of an admixture of 
clay, mud, or silt Such gravel should be washed or re- 
jected. The objection to the waging of sand does not 
apply with the same force to gravel, as the gravel is not 
required to contain the very fine particles that should be 
a constituent of all good sand. 

Broken stone should be hard and durable. Concrete 
cannot be strong if made of weak stone. The stones 
^ould not have incipient cracks, so that they will crush 
under the rammer. They are best to be nearly cubical, 
at least not in flat (lakes* as such stones will not pack well. 
The stone should be uniform, that is; there should not 
be just a few of the largest size of stones, or an excess 
of the same; also there should not be an excess of dust, 
say not over 15 per cent.' of very small particles. The 
whole pile, as well as different deliveries shotdd be well 
mixed, so that different batches of concrete will be as 
near alike as possible. There should not be over one 
per cent of rotten stone. Unloading of the stone is apt to 
separate the large stones from the small ones. Dumping 
hi dirty places may result in a large quantity of dirt 
getting into a batch of concrete. 

The kinds of stone generally used are trap; limestone, 
and sandstone. Trap is the best of these, as it is hardef- 
and stronger than the others and is a better fire resistant 
Hard limestone is good and durable, except as to its abil- 
ity to withstand fire. It will calcine or turn to lime un- 
der heat. Sandstone fs not as strong as the others. 

In an aggregate such as gravel and broken stone used 
in concrete strength and density are desired. These are 
closely related. The mixture that will pack the closest 
will give the strongest concrete in a given quality of 
stone. The voids in broken stone usually run from 40 to 
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50 per cent of the volume. These voids must be filled 
up with mortar, or the mixture of sand and cement in 
the concrete. The smaller the amount of voids the better 
will be the concrete. Tests have shown the unexpected 
in the matter of the sizes of the broken stone or gravel, 
namely; that the mixture that has the largest maximum 
size of stones, if the sizes are properly graded, will be 
the densest and strongest Many specifications, particu- 
larly earlier ones, read as though it were a serious fault 
to have sizes of stones too large to pass through a given 
sized "ring," and many of these same specifications re- 
quire also that screenings be rejected from the mixture. 
Both of these requirements are detrimental to the strength 
of the concrete. A mixture in which the medium size of 
stones predominates will not be a dense mixture; the 
exdu^n of large stones and very small ones tends to 
produce this very condition. It is well known that stoats 
of large size have less surface for a given weight, hence 
there is less surface to cover with cement in concrete of 
large aggregates, besides less voids to fill However, 
there are practical reasons for limiting the maximum size 
of stones in most concrete work. Some of these are the 
danger of air spaces forming under large stones and of 
their arching and leaving voids not filled with mortar. 

Given an aggregate having a certain maximum site 
of stones, the densest and best mixture will be found 
when about one-third of the weight is composed of pieces 
less than one-tenth of the maximum dimension, and one- 
third is composed of pieces between one-tenth and one- 
half of the maximum, and one-third is composed of pieces 
more than one-half of the maximum. For example, sup- 
pose a mixture has stones that will measure not over one- 
inch maximum size. One-third of this mixture should 
pass through a sieve having 10 meshes to the inch, and 
two-thirds of the total should pass through a sieve hav- 
ing two meshes to the inch. There should be graded 
sizes in all the aggregate, from the largest to the smallest 
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size, to fin the graded sizes of voids that will of necessity 
occur. 

In general, in a concrete mixture, an aggregate having 
a large maximum size of stones demands a sand of large 
maximum size of grains, while an aggregate having a 
smaller maximum size of stones should have a sand of 
small maximum size of grains. Thus, if the maximum 
size of stones is 2% in., the maximum size of sand grains 
may be % in., and if the maximum size of stones is % 
in., that of the grains of sand may be 1/16 in. This con- 
sistency should be observed in order to have graded sizes 
in the entire mixture. 

Rock dust was formerly considered objectionable in an 
aggregate. It is now generally recognized that this is 
very valuable in concrete, as it fills the smaller voids and 
makes the concrete more dense. Of course, if this dust 
is rotten stone ground up, it should be screened out If 
the rock dust is not uniformly distributed it may be best 
to screen it out and use it as sand. 

The aggregate ior small work should have small sites 
of stone. In reinforced concrete beams and columns tiie 
maximum size of stones should generally be % in. to I in. 
In arches a good size, if no small meshes are emfiloyed in 
the steel reinforcement, is 2 in. to 2% ia The reason 
that the stones should be small is so that they will {Midc 
around the reinforcement and not leave voids. In walls 
and heavy work large sized stones are not objectionable. 
Rubble concrete, sometimes called eydopean concrete, is 
concrete in which large stones are embedded. These may 
be almost any size convenient to handle. They should 
not be placed near the surface or close to each other. 
Rubble concrete is used in massive work. In some con- 
crete work large boulders are placed against the forms 
for appearance, to give a rustic look. 

The weight of broken limestone per cu. ft. is about 85 
to 95 lb. or about 2300 to 2600 lb. per cu. yd. Gravel and 
broken trap weigh 2800 to 3000 lb. per cu. yd. 
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Cinders are often ma<k use of in eooctvte. Onder con- 
crete is very useful in filling in between the sleepers in 
buildings. It could also be made use of in filling in the 
spandrel of a stone or concrete arch. If the cinders arc 
well burned and free from lumps of coal, cinder concrete 
makes an excellent fire protection. It is light in weight 
and porous and a very poor conductor of heat. It has 
the further advantage that nails can be driven into it 
with ease for a month or two after it has set Cinder 
concrete is not very strong. Cinders usually contain much 
sulphur. Steel kid in cinders, if moisture be present 
will rapidly corrode, on account of the formation of sul- 
phuric acid, due to oxidation of the sulphur and addition 
of water. Iron or steel pipe laid in a cinder fill should 
be surrounded by concrete or at least by clay. Cinder 
concrete i :2 -.4, mixed wet, is probably as good a protec- 
tion for steel as stone concrete. Cinders for concrete 
should be clean. It is sometimes necessary to wash them 
and to sift out the ashes as well as to break up the large 
clinkers. 

In some localities there are large deposits of shells, 
which, mixed with sand and cement, make a good con- 
crete. Tests of any such substances should be made to 
determine the best mixture and the strength. 

Slag is used to some extent in making concrete. Or- 
dinary broken slag does not seem to be a desirable aggre- 
gate on account of its unstable chemical composition. 
This is especially true of fresh slag. Seasoning may dis- 
solve out the tmdesh-able chemical compounds. When 
molten slag is run into water, it is granulated, and much 
of the objectionable sulphur is wa^ed out. Pulverized 
and miKed with slaked lime alone this granulated slag 
can be made into bricks or blocks. 

Crushed marble is employed in the manufacture of some 
brands of artificial stone. This may be mixed i*itti de- 
ment alcme. 
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Mortar. 

Mortar may be lime and sand, neat cement, cement and 
sand, or cement, lime and sand. 

Lime mortar is made of one part of lime paste to about 
3 or 4 parts of sand. The New York Building Code gives 
1 :4 as the proportion. The volume of the resulting mortar 
is about equal to that of the sand. Common lime mortar 
will not set in water. It takes a long time for it to set 
in a damp place. If air is excluded, it will never set 
Nevertheless some water is required in the setting process, 
and lime mortar suddenly dried will be killed. Hence 
it is well to moisten bricks before they are laid in lime 
mortar, especially if they are porous. Lime mortar should 
not be used in very thick walls or in very thick joints; 
also it is unsuitable for making concrete. The reason for 
this is twofold: in the first place air must have access to 
the mortar to harden it; in the second place the small ten- 
sile strength of the mortar makes it weak to resist lateral 
flow, and it is consequently of little use in overcoming 
compression in a mass. The ultimate tensile strength of 
lime mortar is about 20 to 50 lbs. per sq. in. The com- 
pressive strength depends largely upon the thinness of 
the joints. Cubes of mortar, when tested in compression 
stand but little; but, when the sand is confined in joints 
between bricks or stone, the adhesive strength of the ce- 
menting lime is taxed less, hence a greater crushing 
strength can be withstood. The report of tests made in 
1884 at the Watertown Arsenal show cubes of lime mor- 
tar to stand 120 lbs. per sq* in. in crushing. The same 
report shows brick piers built with lime mortar to staad 
from about 1000 lbs. to 2000 lbs. per sq. in. The streoflUk 
of a wall laid in lime mortar will be gaged note scr muck 
by the strength of the brick as t^ that of ibtt mortar, 
since lime mortar, even confined in ioii^s, is only aJbout 
one-tenth to one-fifth as strong as ordinary l>ri<^ Lime 
mortar requires about a month to set sufficiently to re- 
cdve any considerable load, but it continues to hardtn 
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indefinitely. In plasters, gypsum of plaster of Paris is 
often added to hasten the setting. Dry and thoroughly 
set lime mortar weighs about no lbs. per cu. ft. 

Lime mortar is greatly improved by adding cement, 
either Rosendale or Portland. The strength is increased, 
and the time of setting is shortened. On the other hand 
cement mortar for brick or stone work is improved by 
the addition of lime. It is made easier to work with the 
trowel; it does not set up so quickly, giving more time 
to place it; the adhesive value is improved on such sur- 
faces as concrete blocks. A common mixture is that of 
equal volumes of i to 3 lime mortar and i to 3 cement 
mortar. The mixture of the two mortars is called cement 
and lime mortar. Lime paste or hydrated lime may be 
added to cement mortar without being first mixed with 
sand. The addition of 10 to 25 per cent, of lime paste 
to cement mortar will decrease its permeability and makes 
it more adherent to old concrete and to concrete blocks. 
Lime paste is used in making some artificial stone, of 
sand and cement, to increase the density. 

The addition of 10 to 20 per cent, of hydrated lime docs 
not destroy the hydraulic property of Portland cement. 
Cement mortar to which lime is added will attain greater 
strength when stored in water, after a day or two in 
air, than when kept in air only. Mr. H. B. Nichols, in a 
letter in Eng. News, Dec. 5, 1907, describes some tests 
on adding lime paste to i -.3 Portland cement mortar and 
1:2 natural cement mortar. It was found that from 4 to 
20 per cent, of lime paste added to natural cement mor- 
tar increased the strength on an average 25 per cent. 
Percentages of lime below 20 did not seriously weaken 
Portland cement mortar; greater percentages did weaken 
it The briquettes required to be kept in air 48 hours 
before being stored in water. Lime increased the adhesion 
of mortar very materially. 

L Tests from the Government report above referred to 
for blocks of cement and lime mortar, one part cement 
mortar and two of lime mortar, showed a strength in 



compression of 175 to 200 lbs. per sq. in., Portland and 
Rosendale cement showing about equal strength. Brick 
piers in similar mortar showed a compressive strength of 
about 1500 lbs. per sq. in. 

Cement without sand, or neat cement, is not very often 
made use of. It is, however, useful in setting anchor 
bolts in drilled holes in stone work and is considered bet- 
ter than lead or sulphur for this purpose. The ultimate 
adhesive strength is about 400 to 500 lbs. per sq. in. of 
surface of bolt in contact with cement Blocks of neat 
Portland cement about 2 years old showed a compressive 
strength of about 5000 lbs. per sq. in. Broad, flat blocks 
showed a strength two or three times as great (Govt. 
Report, 18S4), showing that in joints between bricks the 
crushing strength of neat Portland cement is ten to fif- 
teen thousand pounds per sq. in., or about the strength 
of good hard brick. 

A series of tests that serve to show not only the ten- 
sile strength of neat cement of the average American 
brand but also the quality of the cement and the strength 
of 1 :3 mortar is that made in 1900 by the Dept. of Public 
Works of Philadelphia on 8 different brands of Ameri- 
can Portland cement. In all over 4000 tests were made. 
The averages of the results from the different brands are 
as follows: — 

99.4% passed through a No. 50 sieve. 

90.3% passed through a No. 100 sieve. 

75-6% passed through a No. 200 sieve. 

Speciifk gravity, 3124. 

Time of initial set, 73.6 minutes. 

Time of hard set, 358.2 minutes. 

Rise of temp, of paste in setting, 5.4 degrees. 
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Ultimate Tensile Strength. 



1 day 
7 days 

28 days 

2 mos. 

3 mos. 

4 mos. 
6 mos. 

A later summary of average results of cement tests 
made in the Philadelphia laboratories is the following 
given by Mr. E. S. Larned in a paper read before the A. 
A. P. C. M., Atlantic City, N. J. Sept. 1907. 





Pounds 


per Square Inch. 
1 :3 Std. 
Quartz Sand 


Neat 






449 




88 


724 




234 


792 




311 


792 




323 


803 




327 


831 




329 


818 




333 



Proportions 




Tensile Strength, lb. 


per sq. in. 




7 


28 


2 


3 


4 


6 


12 




days 


days 


mos. 


mos. 


mos. 


mos. 


mos. 


Neat cement 


710 


768 


760 


740 


n^ 


758 


768 


I to I mortar 


590 


692 


690 


680 


680 


685 


695 


I to 2 mortar 


370 


458 


460 


455 


453 


458 


460 


I to 3 mortar 


208 


300 


310 


310 


310 


310 


308 


I to 4 mortar 


130 


2T0 


230 


230 


230 


232 


232 


I to 5 mortar 


80 


150 


185 


195 


19s 


195 


197 


The above tabulation was 


inter 


•polate 


d from the 


dia- 



I 



gram of cement mortar tests prepared by Mr. W. Purves 
Taylor. The results of the neat tests and the 1 13 mortar 
tests (i. e. one part cement to three parts crushed quartz, 
by weight) are averaged from over 100,000 tests, while the 
other results are based on from 300 to 500 tests. (Sec 
Concrete, Oct 1907.) 

One volume of Portland cement, measured loose, mixed 
with one-third of a volume of water will shrink to .78 
of a volume of stiff cement paste. A volume of Rosen- 
dale cement and .4 of a volume of water will make about 
the same amount of paste as the Portland. It takes 6.75 
bbl. of cement to make one cu. yd., measured loose, hence 
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a cu. yd. of cement paste would require 8.65 bbl of ce- 
ment This is on the basis of 4 cu. ft to a barrel of ce- 
ment A bag or quarter barrel of cement is accepted by 
nmny engineers as a cubic foot Sample bags should be 
measured and weighed to sec thut this holds true. 

The office of cement in mortar is to till the voids in 
the sand and at the same time cement the particles to- 
gether. The voids in sand are about one-third of the vol- 
ume. A mixture of one part of cement to three of sand 
will therefore give a correct proportion on this basis and 
result in a volume of mortar not much if any, more than 
that of the sand. This is the common mixture for ce- 
ment mortar. The richer the mortar in cement the great* 
er will be its tensile strength. The compressive strength 
does not increase m the same proportion, but depends some- 
what on the thinness of the joints. For brick work or 
cut stone work there is no advantage in using richer mor^ 
tar than i 13 if the waU is to be in compression only. In 
concrete or rubble work richer mortar by its greater ten- 
sile strength prevents lateral failure under compressive 
stresses. 

Richer mortar than i :3 will occupy more space than the 
volume of the sand. One volume of average sand can be 
estimated to give one volume of 1:5 mortar ; 0.9 volume 
of sand can be estimated to give one volume of T \2 mortar ; 
07 volume of sand will give one volume of r:r mortan 
One cu. yd, of i :3 mortar will require about 2H bbl. of 
Portland cement; one cu. yd. of 1:2 mortar will require 
about 3 bbl. of cement; one cu. yd. of I :i mortar will re- 
quire about 4.7 bbl of cement 

Mortars are generally mixed by volume in actual con- 
struction. In laboratory tests^ for greater accuracy, the 
quantities are usually measured by weight. 

Brick work with W* joints requires about one-eighth 
of the volume in mortar. For %" to W joints about 20 
per cent, will be mortar. Ashlar masonry requires about 
6 to 8 per cent, of the volume in mortar^ and rubble ma- 
sonry requires 25 to 40 per cent, of mortar* 
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The amount of water required is about one-fourth the 
volume of the cement in neat cement or about one-half 
of the volume of the cement in sand and cement mortar. 

Portland and Rosendale cements may be mixed in any 
proportion in mortar. If equal quantities of each be used, 
the strength will be about the mean between that of the 
separate mortars, but it will set in about the time rc-< 
quired for Rosendale cement. 

As in the case of lime mortar, mortar made of cement 
and sand will stand much greater crushing load in the 
thin joints of a brick wall than in cubes. The strength 
in the thin joint is sometimes many times as much as the 
same mortar in a cube. Good 1 13 Portland cement mortar 
in thin joints will generally withstand the pressure that 
will crush the strongest brick or stone. 

Mortar made with crusher dust, that is, stone dust that 
results in the crushing of stone, was found by Govern- 
ment tests to be superior in tensile strength both to sand 
and crushed quartz. In the report of the Chief of Engin- 
eers, U. S. A., for 1902 (See Eng. News, Apr. 2, 1903) 
the following results of tests are shown. 
First Series of Tests. 



0. c 


►f No. of Tests 


» 




1:3 






and 


Each Period 






Age 










24hrs. 7 da. 


I mo. 3 mo. 


6 mo. 


I yr. 


I 


14 


103 


370 


397 376 


381 


355 


2 


36 


105 


241 


274 294 


290 


291 


3 


12 


79 


397 


544 607 
1:4 


628 


602 


I 


14 


S3 


243 


282 266 


259 


227 


2 


36 


65 


169 


198 207 


192 


185 


3 


12 


37 


267 


395 494 


512 


484 


I 


14 


31 


187 


221 211 


190 


161 


2 


36 


36 


132 


155 159 


145 


144 


3 


J2 


25 


211 


336 428 


421 


416 



40 



Second Series of Tests. 



No. o 


f No. 


of Tests, 






^t^ 






Sand 


Each 


Period 






Age 












24 ^T5. 


7 da. 


I mo. 


3 TTIO. 


6 mo. 


X 




12 


fe 


30^ 


425 


449 


43<* 







12 


58 


224 


28g 


310 


3T0 


4 




12 


III 


399 


1:4 


60J 


593 


'1 




12 


n 


IS3 


283 


329 


32s 


,#■ 




12 


23 


136 


193 


220 


234 


t 




j2 


60 


287 


41 1 
I -5 


453 


SOI 


t 




T2 


9 


ro3 


189 


244 


^3 


s - 




12 


7 


85 


TJO 


168 


184 


3 




12 


34 


2T2 


322 


377 


429 



Notes, No* r, standard crushed quartz; No. 2, Plum 
Island sand; No, 3, cru^^her dust. Proportions are of 
Portland cement to sand by volume. In first series of 
tests mortar was quite wet; in second series consistency 
was medium. Values in table are ultimate tensile strength 
in lbs. per sq, in. 

Some tests given by Mr. G. J, Griesenatier in Eng. New I, 
Apr. 16, 1903 show limestone screenings to be superior 
to sand in bricquettes tested in various periods from 
seven days to one year. Bricquettes made of screenings 
as lean as i :3 showed greater tensile strength at the end 
of one year, in some cases, than neat Portland cement. 

Unlike lime mortar cement mortar will set in fresh 
water or sea water or entirely excluded from air or water^ 
except the water used in mixing. Some substances, how- 
eve r, will catise cement mortar or concrete to disintegrate 
while setting. Water containing the discharge from a 
pulp mill was found in one case to cause setting concrete 
to become absolutely worthless. (See Eng. News, Feb. 5, 
1903). Manure^ especially if it be wet, will rot concrete 
irhile it is setting, but does not seem to affect concrete 
that is set and hardened. (See Eng. News, Jan. 1, 1903. 
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p. ii; Jan. 29, 1903, p. 104; Feb. 5, 1903, p. 127). Manure 
is sometimes used and recommended to prevent concrete 
from freezing. This is bad practice, if the manure is 
placed in contact with the concrete. It is not only liable 
to rot setting concrete, but it will discolor it. Weak acids 
will attack the lime in mortar or concrete that is setting. 

The effect of oil on concrete is not well understood. 
In Eng. News, Vol. 53, p. 279 and Vol. 58, p. 16, some 
tests are reported which show that most oils have a de- 
leterious effect on concrete. Concrete or mortar that is 
setting is especially susceptible to the weakening influ- 
ence of oils. Animal and vegetable fats and oils are the 
most harmful, excepting such drying oils as boiled linseed. 
This latter, while it penetrates concrete to some extent 
does not appear to weaken it. Petroleum does not seem 
to injure concrete. Mr. H. T. Poe, Jr. in Engineering 
Record, Vol. 55, p. 222 tells of a reservoir painted inside 
with coal tar which was used for fuel oil and gave satis- 
faction. An experimental tank of i :2 -.4 concrete, not 
treated, with fuel oil in 9 months showed no disintcgfra- 
tion and no leaks, only discoloring of concrete for 1% in. 
(Eng. Record, Vol. 55, p. 9.) Tanks not treated were also 
found to be unaffected by petroleum and petroleum pro- 
ducts by Mr. J. L. Gray (Eng. Record, Vol. 55, p. 313.) 
See Eng. News, Vol. 57, p. 13, where test of i :2 14 con- 
crete tank filled with fuel oil gave satisfactory results. 
Oil penetrated concrete less than % in. See also Eng. 
News, Vol. 53, p. 279, and Eng. Record, Vol. 51, p. 357. 

Alternate freezing and thawing during setting destroys 
weaker mortars, such as lime mortar or Rosendale cement 
mortar. Some experimenters have reported that it doe» 
not affect the strength of Portland cement mortar. It 
is the general oplnioo, however, that it is harmful to any 
setting mortar or concrete. Freezing delays the setting 
of mortar, but if thsiwing does not occur until the mortar 
is set, it does not seem to weaken it. The setting of mor- 
tar is sometimes entirely suspended due to its being 
froetn. Upon thawing the setting resumes. Ccmcrete in 
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foundations has been ktvtnd, after having stood for some 
time in freezing weather, to quake; then, after having 
time to set in watmer temperature, it has become good 
and hard. Freezing is particularly harmful when there 
is a mortar finish on concrete poorer in cement, or where 
the facing is a richer mixture than the body of a wall. 
The ridi mortar is apt to break off from the main body. 
Brick walla in noortar should not be run up too fast in 
freezing weather* The heavy load ccmiing upon the lower 
parts of walls thus built have caused many failures on 
account of the fact that the mortar had froecn and not 
set. When the frozen mortar thawed it was almost in the 
condition of fresh mortar. Failures have also occurred 
in concrete work on account of the fact that centers were 
removed from work that was frozen and not set. 

In a paper by Messrs. P. h. Barker and H. A. Seysionds, 
published in £ng. News» May 2, 1895, ^ number of tests 
are given on the strength of cement mortals subjected to 
freezing temperature. These experimenters found that 
Portland cement mortar suffers no surface disintegration 
under any condition of freezing, but the strength is di- 
minished* sometimes very materially; Rosendale cement 
mortar disint^prates on the. surf ace, but seems to acquire 
greater strength in the part not disintegrated; tiie cohesion 
of Rosendak cement mortar is destroyed by immersion 
in water which freezes around it; salt used in mixing 
water (about 7 per cent.) helps Rosendale cement mor- 
tar to resist surface disintegration, but appears to dimin* 
ish the strength; a mixture of Portland and Rosendale 
cements was found to comk^coe the good points of each» 
namely^ to resist surface disintegration and not to lose its. 
strength due to freezing; lime mortar kept frozen until 
it had time enough to set was -not injured, but when al^ 
temately frozen and thawed it disintegrated. 

Salt in the water is sometimes ussd to prevent freezing 
of mortati On exposed walli sah is liable to jH-oduce 
effl^resenee and to disfigure the wall. Moist salt it 
known to c6rro4e steel, so ihat concrete in which steel is 
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embedded, if it contains salt and becomes wet, may cor- 
rode the steel. Whether or not the sted is safe from cor- 
rosion if the concrete is kept dry is a matter of uncer<- 
tainty. Heavy walls in plain concrete do not need salt 
in the mixture, unless it be in extremely low temperature, 
for the cement in setting generates heat. Salt may be 
found useful in such thin unreinforced work as sidewalks. 
The use of such substances as salt, sugar, soft soap, etc., 
sometimes resorted to for various purposes, seems to be 
of doubtful benefit. At least the effect of these substances 
is not clearly understood. 

Heating the materials of mortar or concrete before mix- 
ing is very often practiced and is very often recommended 
to prevent freezing. Experiments have shown that it is 
harmful to use hot or even warm materials. Mr. Wm. 
M. Maclay, in Trans. Am. Soc. C. E., Vol. VI, 1877, de- 
scribes tests in which the heating of ingredients of cement 
mortar to 100 deg. F. reduced the strength to only 7 to 30 
per cent of that of specimens made at 40 deg. F. Experi- 
ments made by the Austrian Society of Engineers and 
Architects (See Eng. News, Vol. 31, p. 253) led to the con- 
clusion that mortar mixed witii warm water shows about 
the same deterioration in freezing temperature as when 
cold water is used. 

The only warrant for the use of hot materials seems to 
be the very doubtful one that it is often done. The only 
evidence that it is not harmful as practiced appears to be 
the negative evidence that no failures have been traced to 
the use of hbt materials. Heat increases the activity of ce- 
ment, and quick setting of mortar, that is, setting during 
the process of placing, is detrimental to its strength. 
Heat drives off water the presence of which Is necessary 
to the proper hardening of the cement. G>ncrete bricks 
or blocks are sometimes steam cured, but in this case, 
the heat is ajqilied after the concrete is placed in the 
forms and not before it is handled in a plastic state. The 
steam immersion would not take away #ater from the 
I concrete, but would rather add to that already there by 



condensalion, unle&a the blocks were heated by other means 
hotter than the ateam. In doinff cancrete work in hot 
weather it is desirable to keep the materials cool and the 
concrete protected from the direct rays of the sun. These 
adverse conditions should not be artificially produced in 
coM weather. 

The safest and best materials for concrete arc good^ 
clean, hard broken stone or gravel, good clean coarse 
sand, finely ground Portland cement of known quality, 
and good clean fresh water. The best temperature for 
these materials is as cool as they can be kept without 6e- 
ing below freezing. 

As stated, water for use in making mortar or concrete 
should be clean. It should not be water from coal minea. 
It should not contain sewage or rotting substances. It 
should not contain waste from pulp mills and should not 
be acid in reaction. Sea water for concrete is doubtful. 
It should not be used^ if fresh water can be obtained. 

The mixing of mortar shodd be thorough. If done by 
hand, the sand should be placed on the mixing board and 
spread out to an even thickness of about z or 3 inches. 
Upon this the cement should be evenly spread and the 
dry materials turned over three or four times with shovels. 
Water is then added. It should not be dashed on so as 
to wash away the cement. After the addition of the water 
the mortar should be turned until the pile is uniform 
throughout both m color and in consistency. 

Machine mixing, both of mortar and concrete, generally 
results in a more uniform product than hand mixing. 
There are two general classes of mixer s, namelyj batch 
mixers and continuous mixers. In the batch mixer the 
materials for one-half to one cubic yard are put in at 
once, and this is turned over until all are uniformly mixed, 
then the whole is discharged. In a continuous mixer the 
various materials are fed regularly into the mixer, and 
concrete is discharged continuously. 

Thorough mixing and uniformity of product are the 
prime essentials. There should be in any given quantity ^ 



say a shovelful or a wheelbarrow full, just the amount 
called for of the several material*. If 1:2:4 concrete is 
called for, there should be on^ part of cement, two parts 
of sand, and four parts of broken stone or gravel -in 
each such quantity throughout This is true of the amount 
of water used as well as other ingredients* Each batch 
and every part of the batch should be of the same con- 
sistency. If this thoroughness and uniformity are not 
maintained, the resulting concrete will not be homogene- 
ous. 

In a batch mixer it is not difficult to secure uniformity 
as to amounts of ingredients in each batch, if a careful 
man is placed in charge. There are, however, practical 
difficulties in measuring the materials. One of these is 
the fact that the most convenient thing to haul sand and 
stone from the pile is a wheelbarrow, and it is very diffi- 
cult to gage the capacity of a wheelbarrow or to g^ work- 
men to load one the same amount at each trip. 

It is quite evident that to make three or four different 
streams discharge proportionate amounts of materials, as 
must be done in a continuous mixer, is fraught with 
many difficulties and difficulties that arc harder tjo over- 
come than the measuring of material before th^ are put 
into a batch mixer. Continual vigilance is necessary in 
order to make sure that none of the various streams be- 
come clogged or fail to discharge their proper amounts of 
material. 

Cement mortar should not be mixed in large batches, 
if it will require long to use up the batch. It ^ould be 
fresh mixed and used as soon after mixing as possible, 
as it begins to take on its mitial set in a short time. If 
it is necessary to leave mortar stand a while, it shotild be 
re-vempered, adding a little water if nocKsary, before it is 
used. It is said that re-tempered mortar will adhere bet- 
ter to oM concrete surfaces or to concrete blocks than 
fresh mortar. For the same reason re^empered concrete 
might be found useful in joining to old work or to con- 
crete that has partially set 



Re-tempering of mortar and concrete are tisually pro- 
hibited because of the uncertatnities attending the prac- 
tice. 

Rosendale cement mortar and concrete are injured to 
a greater extent by re-tempering or by delay in placing 
than Portland cement mortar and concrete. This is be- 
cause Rosendale cement takes its initial set in a shorter 
time than Portllmd. Ejcperiments reported by Mr. Thos. 
S. Qark and published in Eng. Record, Dec. 27, 1902, show 
that Rosendale cement, neat and with sand, if re-tempered 
by adding water, after allowing to stand for one hour, is 
reduced in tensile strength about 50 per cent, for long- 
time tests. For tests which set but a few days greater 
weakness than this was shown for heat cement though 
not sa much difference for tests with sand. The same 
report states that no marked difference was shown in the 
case of Portland cement re-tempered after one hour. It 
is probable, however, that Portland cement re-tempered 
after several hours standing would show similar weak- 
ness. 

Continuous mixing of cement mortar for several hours 
seems to cause it to retain its life, that is ; it seems to re- 
tard its setting. Some experiments reported by Mr. G. 
Y. Skeels, in Eng. News, Nov. 6, 1902, show that the ten- 
sile strength of Portland cement bricquettes of 15 days 
standing, after continuous mixing for 9 or 10 hours was 
reduced only about one-quarter from the freshly mixed 
cement. Similar results were found both for neat ce- 
ment and I to 2 mortar. 

Concrete deposited under water has been found to be 
better if allowed to stand a few ht)|irs after mixing, as 
the cement will not leech out so readily. 

One part of brick dust, one -part of quick lime, and two 
parts of sand, mixed dry and tempered with water will 
make a hydraulic mortar. 

Grout is the name given to thin or liquid mortar. It 
is used for filling in joints or spaces which cannot other- 
wise be reached. Cast bases for columns are usually left 
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rough on the bottom surface, and holes are provided in 
the bottom plate for grouting. The grout is prevented 
from running away by banking up sand around the edge 
of the base. Grout may be used to strengthen walls in 
which the mortar has washed out It may also be used 
in making concrete by first placing broken stone or gravel 
and then pouring the grout into the interstices. A fill of 
broken stone or a gravel bed in which there is little or no 
sand may be consolidated by filling the voids with grout. 

The method referred to in the last paragraph of pouring 
grout under the base of a column may be used to ad- 
vantage also for bridge shoes. It is a good plan to wedge 
up a bridge shoe an inch or two above the surrounding 
masonry (allowance being made for this in the plans), 
and then after having built a dam of sand around the 
edge, to fill in under the shoe with grout. This keeps 
water from lying around the bridge shoe. 

In Eng. News, Aug. 8, 1907, p. 145, there is a short de- 
scription of repairs made on a bridge pier in Germany 
that had been cracked horizontally below the water level 
and displaced by the action of an ore steamer. The outer 
edges of the crack were sealed by means of wooden wedges 
and oakum, and in addition a strip of canvas was placed 
around the pier and bound thereto. Grout was pumped 
into the crack, by means of air pressure and grouting 
drums, through pipes provided for this purpose. The 
grout was a i to i mixture of Portland cement and sand, 
mixed dry and then tempered with an equal volume of 
water. 

Concrete. 

Concrete is a mixture of mortar and some aggregate, 
hence what has been said concering mortar and its char- 
acteristics has application in a large measure to concrete. 
The mortar with its contained cement, acts to hold the 
aggregate together making of the whole an artificial stone. 
An ideal concrete is one in which the cement fills or more 
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than fills the voids in the sand to form the mortar and 
the mortar fills the voids in the broken stone or other 
aggregate. Proportions in this country are nearly always 
given in bulk or volume. 

The voids in broken stone are about 40 to 50 per cent, 
of the bulk. Concrete composed of one part of mor- 
tar to two of broken stone would therefore be about right. 
The volume will be practically equal to that of the broken 
stone. A common mixture for walls and other heavy 
work is one part of cement, 3 parts of sand, and 6 parts 
of broken stone. For reinforced concrete a richer mortar 
is desirable, because of the fact that the covering of the 
steel with cement must be assured, and because the small- 
er size of broken stone demands more cement to cover the 
parts of the aggregate. The standard mixture for rein- 
forced concrete is i part of Portland cement, 2 parts of 
sand, and 4 parts of broken stone or gravel. 

Leaner mixtures are sometimes used in heavy work 
where large sized aggregates can be employed. Such pro- 
portions as 1:3:7, 1:4:8, or even 1:5:10 could be used 
where strength is not an essential characteristic. In- 
cluded in the volume of the stone there could be large 
stones, say a foot or so across. These should be separated 
from each other and from the surface. 

In general as few different mixtures of concrete as pos^ 
sible should be specified on one contract, and the line of 
separation should be well defined, so as to avoid confusion. 
The body of a pier or abutment could be of 1:3:6 con- 
crete and the coping, because of the need of stronger con- 
crete to take the bridge scats, could be of i :2 .4 concrete. 
Some steel reinforcement in the coping of such a pier 
would not be out of place, to tie it together and prevent 
cracking in^the entire pier. It would not be well to call 
for beams of one mixture and slabs or columns of an- 
other, though column footings and columns might be of 
different mixtures if one were plain and the other rein- 
forced. 
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In ordinary work it Is best to specify standard mix- 
tures for the concrete and to see that the materials are 
regular, the sand and aggregate well graded in size and 
uniformly mixed. It would not be discreet to leave to 
the contractor the determination of tiie proportion of in- 
gredients. On special work or very large conti'acts, where 
the engineer is given discretion, he may determine the 
mixtures that suit more accurately the materials to be 
used. The percentage of voids may be ascertained by 
taking a vessel of known capacity and filling it with the 
aggregates. Then by weighing it before and after filling 
level full of water the volume of water may be found 
from the known weight per cubic foot of water, namely, 
62.4 lb. The percentage that this volume of wa±er is of 
the full capacity of the vessel is the percentage of voids in 
the aggregate. The same may be done with the sand. By 
using about 10 per cent, more cement than the voids in 
the sand and lo per cent, more sand than the voids . in 
the broken stone a mixture will be effected that is most 
economical for the given materials. 

For quartz sand the voids may be found by weighing 
a known volume. The specific gravity of quartz is 2.65, 
and the weight per cu. ft. is 165.4 ^bs. If then a cu. ft. of 
sand weighs say 100 lbs. the difference, or 65.4 lbs. repre- 
sents the voids. Dividing 65.4 by 165.4 we have 40 as fhe 
percentage of voids. 

One way that is recommended for finding the proper 
mixture of sand and stone or sand and gravel is based 
on the fact that, other things being equal, the denser the 
mixture the stronger will be the concrete. The operation 
is that of finding the mixture that has the maximum 
weight for a given volume. A common galvanized iron 
pail and spring balances may • be u^ed for the purpose. 
The bucket is filled half full of water, and a batch of the 
sand and aggregate at a trial proportion is thoroughly 
mixed and slowly dropped from a shovel. The surplus 
water is allowed to flow over. Without tamping the 
bucket is filled level full. The mixture that weighs the 
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most will give the densest and strongest concrete, and on 
account of having the least percentage of voids it will re- 
quire the least amount of cement. 

Sometimes concrete is made of cement, sand, gfravel, 
and broken stone, the gravel being intermediate in size 
between the sand and the broken stone« Good dense con- 
crete may be made of this combination, if stritable propor- 
tions are determined. 

Concrete is sometimes made of sand and cement only, 
there being a large quantity of sand in proportion to the 
cement, say i of cement to 7 or 8 of sand. This does not 
make good concrete. The voids in the sand cannot be filled 
by so small a proportion of cement 

Concrete may be mixed by hand or by machinery. 
When hand mixed the following is probably the most ap- 
proved method. First the sand is dumped on the mixing 
board and spread out to a thickness of about three inches. 
Over this the cement is dumped and spread out evenly. 
This dry sand and cement is then turned over with shovels 
two or three times, and the pile is leveled off. On this 
the -broken stone or gravel, previously wetted, is dumped 
and spread out evenly so as to cover the sand and ce- 
ment. The full amount of water is then measured and 
poured on. As only the aggregate is exposed, the water 
may be poured or dashed on without particular care, since 
the danger of washing out the cement is removed. The 
whole should now be turned over with shovels two or 
three times. 

When concrete is mixed by machinery, all of the in- 
gredients, including the water, are carefully measured and 
placed in the mixer. For mixtures in which little water 
is to be used it may be necessary, in order to get a uni- 
form mixture, to mix the dry ingredients without any 
water first and then add the water and continue the mix- 
ing until this is incorporated in the mass. The number 
of turns of the mixer, or the time required to effect an 
intimate and thorough mixture will depend somewhat 
upon the kind of mixer. This can be well judged by the 
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uniformity of the product in color and by inspection to see 
if the grains of sand and the stones are covered with ce- 
ment. The whole mass should have the color of the ce- 
ment Concrete not well mixed will have patches of bare 
sand and stones. Regularity both in the proportion of 
the ingredients and in the amount of mixing are very im- 
portant in any concrete work and are of special moment 
in reinforced concrete as well as any work that is to be 
watertight. When the time of mixing required to give a 
thorough mixture is ascertained, this length of time should 
be allowed for each batch. 

Usually about lo or 15 turns of the mixer are required 
to give a thorough mixture. The time required is from i 
to 1% minutes. It requires about two to three minutes 
per batch to put in the materials and take out the con- 
crete, if the handling of materials can be expeditiously 
done. 

Lean mixtures require more mixing than rich ones, be- 
cause it is more difikult to distribute the smaller amount 
of cement thoroughly through the mass. Dry mixtures 
require more mixing than wet ones. 

It is well to mold a small cube of concrete from the 
batch occasionally. These cubes will be useful in gaging 
the kind of concrete turned out, and by the time required 
for them to set the hardness of the work may be judged. 
When concrete is placed in unusual conditions such a sam- 
ple placed in the same conditions and accessible for in- 
spection furnishes an index to the character of the placed 
concrete. 

Concrete should not be too wet or too dry. If too wet 
it will shrink an excessive amount from drying out; if 
too dry when placed, it will not be dense, as the mortar 
will not run into the spaces. Formerly, when mass con- 
crete was about all the kind made, very dry concrete was 
generally specified, just enough water being used to satisfy 
the needs of the cement in setting; and this was heavily 
rammed. This is not very objectionable in mass concrete, 
and it has some advantages. One of these is that the drier 
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concrete will attain its strength sooner than wet concrete. 
Wet concrete is generally considered to be best for al- 
most all purposes, though the amount of water which 
should be used is not the same in all cases. 

The chief advantage in dry concrete is its faculty of 
setting up in a shorter time than wet concrete. When 
a piece of construction is to receive its load soon after 
placing the concrete, it is best to use a dry mixture* if the 
conditions are not such as to render such a mixture harm- 
ful for other reasons. Some concrete block manufacturers 
take advantage, in making their blocks, of the fact that 
dry mixtures hold up in a short time better than wet ones. 
They use a mixture that is simply moist, so that blocks 
can be removed from the molds about as soon as they 
are molded. The result is that the blocks are spongy, and 
we see houses built of the blocks turn dark gray in a 
rain because of the absorption of water. Such use of 
dry concrete can only serve to discredit concrete itself. 

Another advantage in dry concrete is that it is less lia- 
ble to freeze in cold weather than wet concrete. It should 
be borne in mind that much water in concrete in cold 
weather renders it more liable to the action of frost. 
However, other means of preventing freezing should be 
employed rather than the use of concrete that is too 
dry for the purpose intended. On the other hand in very 
warm weather an excess of water is advantageous, be- 
cause it prevents the concrete from too rapid drying out 
due to the heat. 

Dry or mealy concrete has many disadvantages. It is 
unfit to use in walls that are to keep out moisture. A 
meal}' concrete wall allows water to flow through it very 
freely. It is unfit to use in clycopean or rubble concrete, 
because it will not flow around the large stones and coat 
them with cement. For similar reasons it is totally un- 
fit for use in reinforced concrete work, as it will not flow 
around the steel and coat it with cement. Because dry 
concrete is porous there will be voids around the rein- 
forcing steel as well as in the other parts. The steel is 



thus deprived of the protection which the concrete must 
afford, if the combination is to be lasting. Concrete must 
be wet to pack around the reinforcing steel or embedded 
stones and to cover them with cement. Both of these 
requisites are of prime importance in reinforced concrete. 
Steel rods will not be gripped as firmly in a porous con- 
crete as in a dense concrete. Dry concrete lacks cohe- 
sion, and the cohesion of concrete has much to do with 
the gripping of the steel. It is of special importance in 
cinder concrete, reinforced, that a wet concrete be used, 
so that the cement will coat the steel and protect it from 
sulphur or other harmful agents in the cinders. 

Dry concrete requires tamping; the drier the concrete, 
generally, the heavier the tamping necessary. Dry concrete 
for this further reason is unsuitable in reinforced concrete 
work. Tamping around reinforcing steel is apt to displace 
the steel as well as to disturb or spring the forms. The 
concrete around the reinforcement should be worked into 
the spaces by puddling rather than by tamping, and the 
consistency of the mixture should be such as to admit of 
this operation. As near a liquid as possible is evident- 
ly the best consistency to effect this end, but other con- 
siderations must be taken into account. If concrete is 
too wet it will shrink an excessive amount on setting and 
drying. This may give rise to shrinkage cracks or other 
trouble that such change of volume would naturally lead 
to. 

With concrete too wet, unless the forms are very close, 
approximating water-tightness, liquid mortar will be 
wasted through the crevices. This is a fault sometimes 
met with in concrete work, namely, the mortar being of 
too watery a consistency, or the forms lacking the proper 
tightness, not only results in a waste of mortar but leaves 
the concrete spongy, where Ae mortar has leaked out. 
This may give the appearance of dry concrete, whereas 
thi cause is just the opposite. 

Another danger that may attend the use of sloppy con- 
crete is the formation of laitance. This is a milky or 
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slimy substance that sometimes gathers in the excess 
water on the surface of concrete. It is composed of about 
the same ingredients as the cement, but it does not hard- 
en as the cement, remaining rather in a gellatinous state. 
Besides taking from the cement useful elements needed in 
the concrete, the laitance, if not removed, leaves a film 
in the concrete where it is not bonded together as it should 
be. 

For reinforced concrete work there must be found a 
mean between too wet a concrete and too dry a concrete 
that will meet the conditions; The proper mean is not a 
mixture medium in constancy, but a very wet mixture. 
The concrete should assume a nearly level surface. It 
should flow sluggishly around the reinforcing steel and 
require little or no tamping. A little shrinking in rein- 
forced concrete is an aid rather than a detriment, because 
the shrinking of concrete acts to grip the steel. 

Other works than reinforced concrete do not generally 
require such wet mixtures. Work that is to be water- 
proof or nearly so should be made of a wet mixture and 
should be puddled, as in the case of reinforced concrete, 
to work out air bubbles and to solidify the mass. 

There should not be an excess of water in the con- 
crete base for a sidewalk, where a richer mortar finish is 
to be put on subsequently. Tamping will bring this water, 
and probably accompanying laitance, to the surface and 
the finish coat will not bond well to it. Pavers usually em- 
ploy a rather dry mixture for the base and tamp it well. 
However it is believed that a better pavement would re- 
sult from the use of a wet mixture and little tamping, 
with the finish coat floated in at the same time and with 
as little troweling as possible. 

Wet mixtures do not require as much mixing to distrib- 
ute the cement through the mass as dry ones. However 
the liquid state 6f the concrete may make an insufficient 
amount of mixii^ s^pear to be enough; so tiiat just as 
much vigilance is required to insure the proper miadag. 
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Dry mixtures are more liable than wet ones to ball in 
the mixer, that is, to gather in lumps, as the materials 
will not flow well without the lubricating water. With no 
water whatever in the mixer there would be no cohesion 
and the materials would mix, whereas a little water would 
give a cohesion that may result in the balling referred ta 
It may be necessary in some cases to mix the materials 
dry and then add the water giving the mixer a few more 
turns. While hand mixing in general is less satisfactory 
than machine mixing, it is possible that in some cases for 
very dry mixtures hand mixing will produce a better con- 
crete. 

As to the strength attained by wet and dry mixtures, 
it is found that given a number of samples of different 
consistency the drier mixtures will at first show greater 
strength. After a few days the mixtures having more 
water will attain the strength of the drier ones and be- 
gin to surpass them. In general the more water used in 
the mixture the longer it will be in attaining its full 
strength. Medium and wet mixtures, after many months, 
reach about the same strength. Very wet and very dry 
mixtures are both weaker on long time tests than those 
in which the consistency is not excessive. 

The amount of water required in concrete depends upon 
the porosity of the aggregate, the proportion of the in- 
gredients, the wetness of the sand and aggi-egate before 
being brought together, the fineness of the sand, (fine 
sand requires more water than coarse sand.) and to some 
extent on the brand of cement. If the sand and stone 
were thoroughly wet before mixing, the amount of water 
would depend largely on the amount of cement in a batch, 
as moistening of these will lessen the amount of water 
required to be placed in the mixer. 

Dry concrete is usually understood to be of the con- 
sistency of moist earth. It will retain its shape when 
squeezed in the hand. No water will flush to the surface 
on tamping. 
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Medium concrete is of such consistency that it will not 
quake in handling and will not quake under light tamp^ 
ing. When well or heavily tamped, the concrete will quake 
and water will flush to the surface. 

Wet concrete will quake in handling and cannot be 
tamped very mudi. 

In ordinary concrete mixtures dry concrete will require 
about 5 to 6 per cent, of water (based on total weight of 
dry materials), medium cc«icrete will require about 6 to 8 
per cent, of water, and wet concrete will require about 
8 to 10 per cent This is an average of about i, i%, and 
1% gallons per cubic foot of concrete for the three re- 
spective grades. Per bag of cement it takes about 3 to 4 
gallons of water for dry concrete, 4 to 6 for medium, and 
6 to 8 for wet. The amount of water should not be 
specified in any case, unless the proper consistency and the 
amount of water required therefor have been previously 
determined by trial with the materials to be used. Some 
materials will require amounts of water differing consid- 
erably from the foregoing. 

It is important to wet the aggregate before it is nrixed 
with the other ingredients especially in the drier, mix- 
tures and in hand mixed work, and particularly when the 
aggregate is porous or absorbent. This wetting of the 
aggregate in the pile allows it time to absorb water that 
might otherwise be robbed from the cement of the con- 
crete, if the stone is not wet previous to the mixing. 

The following table gives approximately the amounts 
of materiab of average quality required to make one 
cubic yard of concrete of the three most common mix- 
tures. 

Proportion Bbl., P. Cement Cu. 
1 :2 :4 1.44 

1 :3 :6 1.04 

1:4:8 .78 

The measuring of the ingredients of concrete is not very 
satisfactorily done on the average job. This is because 
of uncertainty as to the capacity of a wheelbarrow, the 
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commonly used means of carrying the sand and stone to 
the mixer. An average wheelbarrow contains from 2 to 
3^ cu. ft., depending on the amount it is heaped. One 
method of proceedure is to make a box just one foot each 
w^y, inside dimensions, and fill this twice with the bro- 
ken stone and dump it into the wheelbarrow. By observ- 
ing the amount it is heaped each wheelbarrow load can be 
heaped (or struck off) to the same extent. The same is 
done with the sand, so that the appearance of two cubic 
feet of sand may also be noted. Then two bags of ce- 
ment are called one part, or two cubic feet, and each 
wheelbarrow of sand or stone is called one part For 
hand mixing of a 1:3:6 mixture there would be used 2 
bags of cement, 3 wheelbarrows of sand and 6 of stone 
or gravel. Four to six men with shovels would be needed 
to turn this over. A half yard batch mixer could take in 
the same quantities. 

This way of measuring in wheelbarrows is not very ac- 
curate and not very satisfactory on any but mass work, un- 
less the loading of the wheelbarrows is carefully watched. 
If there is an incline from the stone and sand piles to the 
mixer, the men are less apt to overload their wheelbar- 
rows, as two cubic feet is about all they will care to push 
up the grade. 

A more satisfactory and more accurate method of meas- 
uring the ingredients consists in the use of a bottomless 
box having handles projecting from the ends. Such a 
box made of the proper size to contain a unit quantity, 
for a batch of concrete, can be laid on the mixing board 
and filled level full of sand once and of stone twice (or 
two boxes could be used where the volume of stone is not 
double that of sand.) This serves to measure the mater- 
ials accurately, but it requires more handling to dispose 
them, after this measuring, in an advantageous position 
for mixing. This adds to the expense of mixing the con- 
crete. 

One method of using the bottomless boxes mentioned 
in the last paragraph is to measure the sand first in such 
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a box and then spread it over the board and mix in the 
cement dry. After this mixing the surface is leveled oflF 
and the box placed upon it and filled with the stone. Thei 
the stone is spread over the mixed sand and cement to 
cover it and the water thrown on and the final mixing 
done. The sides of the boxes should not be high. A 
wheelbarrow could not be dumped over the sides of a high 
box, and a flat box would not necessitate as much spread- 
ing of the materials after the box is lifted as a high box. 
The bottomless box method of measuring the materials 
cannot be used in this same way in batch mechanical mix- 
ers; a dumping square box, however, could be rigged up 
from which to load wheelbarrows, and exact measurement 
could be effected in this way. 

There are other ways in which the problem of measur- 
ing the materials is solved. The chief points of the prob- 
lem are to effect the maximum accuracy of measurement 
with the minimum amount of handling. It is desirable to 
avoid high lifts of the sand and stone, either in the shovel 
or in the wheelbarrow. It is also desirable to accomplish 
these preliminaries to the mixing in the shortest time 
possible. 

The measuring of the cement is fortunately greatly sim- 
plified on account of the way in which standard cements 
are packed. A barrel of Portland cement of the stand- 
ard size weighs 375 lbs. and contains, when well com- 
pacted, about 3.8 cu. ft. When put in a measure and well 
shaken, this quantity will occupy just about 4 cu. ft. 
Hence a standard barrel can be taken as four cubic feet 
Cement usually comes in bags, four of these being a bar- 
rel of cement* A bag of cement can then be taken as a 
cubic foot. It is important, however, to measure and 
weigh some sample bags of the cement used on any work 
to see that they contain a cubic foot and weigh close to 
94 lbs. each. If the bags are found not to contain a full 
cubic foot, the other measures should be made on the 
basis of the actual volume of cement in a bag. 
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A bag of cement will sometimes contain lumps. These 
should be broken up, or, if they are too refractory, they 
should be thrown out and good cement used to make up 
the deficiency. 

A pile of stone in cold weather may sometimes contain 
lumps of ice. These should be watched for and eliminat- 
ed. 

It is very important to have an inspector to watch the 
mixing of concrete. He should count the bags of ce- 
ment; keep tab on the amounts of materials; see that the 
mixer runs long enough; see that the consistency and 
fluidity is right; see that no blocks of wood, lumps of 
mud or clay, paper from sacks, ice, lumps of hard ce- 
ment, etc. go through; see that lumps of hard cement are 
compensated for with good cement; see that the concrete 
is well mixed, that it is uniform, that it has not balled in 
the mixer, etc.; see that the mixer is clean before start- 
ing; see that the materials are running uniform, regular in 
size and not mixed with dirt, no single wheelbarrows com- 
posed entirely of large stones or of small stones, etc. 

Materials should be moved by power wherever practi- 
cable. They should be stored high where possible. If 
raised to bins when delivered on the job, they may be 
drawn out with use of little labor. This storing of the 
materials may often be done by use of cranes. It is 
better to handle the materials in this way than to dump 
them on the ground and shovel them up. They will be 
cleaner, and the stone is less liable to run irregular. 

One method of raising materials to the mixer is to use 
an incline with a gravity dumping car to material pile. 
This is drawn up to the mixer by cable from the mixer 
engine or other power and allowed to return by its own 
weight 



steel for Reinforced Concrete. 

Steel for reinforced concrete should preferably be opta 
hearth steel, though Bessemer steel may safely be used for 
rods and for plates and shapes that are punched if the 
punched holes are reamed. 

The ultimate strength of the steel is not a matter of 
much importance, neither is the elastic limit, except as 
these properties indicate uniformity in the product It 
should be a good grade of soft steel. It is of more import- 
ance that it stand the bend test of soft steel than that its 
ultimate strength and elastic limit be high. The reason 
why high elastic limit and high ultimate strength are not 
essential characteristics of steel embedded in concrete is 
the simple fact that these qualities cannot be made use 
of in proper design of reinforced concrete. This is di- 
rectly contrary to a great amount of trade literature and 
some technical literature. Commercial soft steel is almost 
universally of an ultimate tensile strength of from 50,000 
to 6aooo lbs. per sq. in. and a strength at elastic limit of 
30,000 to 40,000 lbs. per sq. in. This latter is about three 
times the safe value that ought to be allowed on the steel, 
because above this value cracks begin to appear, and there 
can be no justification for a design that anticipates cracked 
beams and slabs. There is therefore ample margin of 
safety in any good soft steel. 

If high steels showed smaller elongations for a giren 
unit stress (for stress within the elastic limit) than soft 
steels, there would be some justification for their use, as 
they would then not stretch out as much under a given 
stress, and the concrete would be less liable to be cracked. 
But the modulus of elasticity is one property that is prac- 
tically constant for all grades of steel. Even soft wrought 
iron has a modulus of elasticity almost as great as the 
hardest steel. The simplest Conception of the modulus of 
elasticity, designated as £, is a unit stress that would 
stretch a piece of steel out to double its original length, 
at the rate at which it stretches within the elastic limit 
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The modulus of elasticity of steel ts about 30poo/X)0, if 
then a piece of steel is stressed to 10,000 lbs. per sq. in., 
it will stretch one-three-thousandth of its length. Beyond 
the elastic limit diflFerent grades of steel exhibit different 
characteristics. Soft steels stretch out more before fail- 
ure, while high steels and soft steels that have been rolled 
or drawn cold or twisted cold, break without much 
stretch or reduction of area at point of fracture. This 
lack of stf etch beyond the elastic limit is held out as a ben- 
efit in trade literature. It is a positive detriment. If fail- 
ure occurs in steel that will not stretch, it will be sudden 
and without warning, whereas if the steel stretches out, 
it will allow a beam or slab to sag before failure. Be- 
sides giving warning of failure the sagging will jn many 
cases reduce the stress in the steel very materially. The 
author has seen tests of slabs reinforced with soft steel 
that sagged enormously and could not be broken. 

The reason why it is important that steel stand the cold 
bend test is because rods are very often curved and bent 
in construction. This bending should be done cold, for if 
the steel is heated, its internal structure is changed, and 
annealing would be necessary to restore it. Soft steel of 
ordinary manufacture will, in general, stand more punish- 
ment than harder grades of steel. The threading of rods 
and punching of plates or shapes are less liable to cause 
incipient cracks or hardened metal in soft steel than in 
high steel. These are also processes to which the embed- 
ded steel may be subjected. 

Special steel, while it has a high sound, does not possess 
any needful characteristics, as an element in reinforced 
concrete, that are not possessed by the cheap commer- 
cial article. This is true because of the limitations of the 
concrete. Good soft steel is not a special steel but is the 
commonest product of the steel furnace. It is important, 
however, that it be good and that it be soft, that is, not a 
high carbon steel. 

There should be a wide margin of safety in the amount 
that a steel rod will bend. A piece of steel of high tilti- 
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mate strength may stand a bend of loo degrees and ^1 
if bent 10$ degrees. It is clear that this steel would not 
be fit to use where it is bent at an angle anywhere near 
approaching this. 

The best carbon steel for structural purposes is found 
to possess an ultimate strength between 55,000 and 65,000 
lbs. per sq. in. Formerly two grades of steel were rec- 
c^;nized in most specifications for structural steel work 
with allowed limits that overlapped two or three thousand 
pounds around the 60,000 mark. The result was that 
manufacturers usually succeeded in making nearly all of 
their structural steel within the overlap, so that it would 
fill either specification, though a wide difference in allowed 
unit stresses was sometimes permitted. The allowed lim- 
its given at the beginning of this paragraph represent a 
steel that is a mean between the ol^r grades of soft and 
medium steel. It is also about midway in tensile streng^th 
between the very soft steel now used for rivett and the 
higher steel used for eyebars and other forgings. It has 
been found by experience to be satisfactory for structural 
purposes. For reinforced concrete it satisfies every struc- 
tural requirement, and because of its availability it is the 
most economical material that can be used. 

Tests made to see that the ultimate strength lies between 
these limits are very useful to ascertain that the steel is 
regular in quality. Dead soft steels may be ruined in the 
manufacture. High steels will not stand bending. 

The elastic limit of the steel should be not less than one- 
half of the ultimate strength and the stretch in a measured 
length of 8 inches should be not less than 24 per cent. It 
should stand the cold and quench bend test, 180 degrees 
flat, without fracture. In the quench bend test steel is 
heated to a cherry red, as seen in the dark, and quemihed 
in water at ordinary temperature, before bending. 

The proper use of steel in concrete is in small sectioiis 
well distributed throughout the mass. The bars should be 
separated from each other to givfe the gripping efiEect of 
the concrete full play. If they are placed in a layer do* 
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together, a cleavage joint is formed and the concrete is 
liable to break off. This would be the case in a close coil 
or set of rings close together or in a set of rods lying 
close together near the bottom of a beam. Plates or 
sheets of steel should not be used as separators or spacers 
for rods, as these will also form cleavage planes. If heavy 
rods are used, surrounded by comparatively little concrete, 
the concrete is unable to grip the steel and the differen- 
tial expansion due to change in temperature will crack the 
concrete. Pyramids of concrete surrounding the bases of 
out-door steel columns seldom last through a winter with- 
out being cracked. Girders covered with a shell of con- 
crete would be subject to the same detrimental effect of 
differential expansion. 

The steel should not be placed close to the surface of 
the concrete. It cannot be gripped properly unless it is 
deep enough in the concrete for the latter to take hold. 
It cannot be protected from rust and fire unless there is 
some concrete between the steel and these destroying ele- 
ments. It is bad practice to lay the steel on the forms 
and then the concrete on this. The steel is neither properly 
protected nor gripped by such means. The depth to which 
steel should be buried depends upon the size of the sec- 
tion. It is manifest that the heavier the section the more 
concrete is needed to grip it and to overcome differential 
expansion. If rods are bedded deeper they will be less 
affected by external change of temperature. Heavy rods 
are of more importance in a structure, hence their protec- 
tion is of more vital importance than that of light rods. 

Standard sizes of rods or shapes should be used as 
much as possible, so that they can be obtained without 
delay from the mills. Also as few different sizes as pos- 
sible should be employed. Simple details are essential 
A complex structure will be difficult to surround properly 
with concrete. There should be no broad flat surfaces to 
work the concrete under. 

The steel work should be designed with a view of its 
being easily placed in proper position and held there 
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against the displacing tendencies due to the placing of the 
concrete. Where rods cross, they should be wired to- 
gether, and this should be done before the forms arc 
erected to the point that they will interfere by preventlnff 
free access to the rods. Extra wires may often be used 
to advantage to tie the rods in place. Tliese wires may 
serve the further purpose of holding the sides of the forms 
from spreading. They can be cut off at the surface when 
the forms are removed. 

Rods in the bottom of a slab can be kept from lying on 
the bottom of the form by placing small stones under them 
just before the concrete is placed. 

^ There is nothing better than round rods for reinforced 
concrete for the reason that positive end anchorages can 
be made by means of nuts and v/ashers, or large square 
plates having threaded holes, and because splices can be 
made by means of sleeve nuts. Both the anchorage and 
the splice will take nearly as much stres? as the full sec- 
tion of the rod. No other kind of anchorage or splice hat 
the same efficiency. The thread and nut detail comes into 
play immediately without any slip. Rods laid together 
and bound would have to slip before receiving much stress. 
End hooks and curves are no doubt of some aid as a 
precautionary measure ; they may show strengfth, after par- 
tial straightening of the rod, before ultimate failure. A 
hook cannot be seriously considered as an efficient end an-> 
chorage for a rod taking practically its full strength near 
the end. 

Wire cables in concrete are faulty from every standpoint 
considered. The stretch in a wire cable, as compared 
with a solid steel rod, as shown by tests made at Water- 
town Arsenal in 1896 may be as much as four times that 
of the plain steel rod under the same unit stress. The 
safe unit allowed on wire cables (to be economical) would 
be about four times as much as that on plain steel. Hence 
the stretch in the steel cable may be sixteen times as much 
as in the plain rod when consistent unit stresses arc em- 
ployed. The placing of initial tension in the cable can 
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scarcely do more than take out the curving tendency due 
to the winding of the coil. A stress of any magnitude on 
the cable could scarcely be resisted by the supporting walls 
w beams. 

Sharp bends should not be made in steel rods under 
stress, as the concrete cannot resist the stress at the 
knuckle. Curves with a radius 20 times the diameter of 
rod are permissible. 

No welds should be allowed where the steel is tmder 
stress approaching that allowed on the full section. If 
rods were found to be a little too short to reach between 
supports, it would not be harmful to weld a short piece on. 
In general all welds in steel should be avoided. 

Steel that is to be placed in concrete should be free from 
scale and thick rust. A thin coat of rust is not objection- 
able. It is well to let new rods rust so as to loosen the 
mill scale. The scale should then be scraped off or brushed 
off with wire brushes. Thfe coating of steel with g^'out 
to preserve it from rust is a doubtful expedient. The thin 
layer of cement dries out and does not set properly. It 
may not bond with the cement of the concrete. It is bet* 
ter to have the fresh concrete come in contact with the 
steel. A more intimate union is effected. 

No paint should be used on any steel embedded in con- 
crete. Grease and dirt are objectionable and should be 
removed before the steel is placed. 

Steel should be placed well in advance of the concrete, 
so that any delay in placing it will not hold up the plac- 
ing of the concrete. 

Vertical reinforcement in hooped columns should be of 
smooth rods so that when the concrete shrinks in setting 
it will not be prevented from settling down. 

No reliance should be placed on a short length of a rod 
ttidier plain or deformed to act as anchorage. Where two 
ihiii walls intersect they should be reinforced with steeL 
li there is no special stress acting on the walls it is 
enough to curve or bend rods around the corner. I( 
iiowever» there is pressure on the walls, as in the case of 
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the Walls of a rectangular cirtem or the atialogoos di^ 
of the bottom slab and rib or counterfort in a retaininft 
wall, the bend in the rods would be too sharp to be effec- 
tive. In such case a short length even of a deformed rod 
is entirely inadequate as an anchorage. The best form of 
coBstruetion is probaUy e steel angle in the comer punched 
to receive rods with nuts on the ends. 

Steel rods are sometimes laid in the ground, as in the 
case of those used to tie the shoes of steel arches together 
in sudi structures as train sheds. To protect these from 
corrosion a good plan is to wrap them in canvas soaked in 
Portland cement grout and then to paint the canvas thick- 
ly with grout. 

Handling^ and Placing Concrete. 

After concrete is taken from the mixer or the mixing 
platform it should be placed as soon as possible in the 
forms. As a rule the sooner it it placed the better. Thero 
is, however, a possible exception to ^diis rule. It Is found 
that concrete that it placed under water is less liable to 
have the cement washed out of itt if it be allowed to stand 
even for a period of two hours or more before being 
placed. It should, however, be mixed again before being 
deposited. Concrete placed under water would in general 
be in a thick mass, so that any weakening due to partial 
setting before being placed would not be of so much con- 
sequence as it would be in such work at reinforced con- 
crete. 

It has been fouttd also that retempered concrete will 
ac&ere better to concrete that is set or partially set than 
freshly mixed concrete. 

Generally concrete should be placed in less than H hour 
after mixing. It should not be disturbed more than abso- 
lutely necessary after being put in place. If a receptade 
is used to hold the mixed concrete temporarily, the coi^ 
Crete should be taken out of it in the order in which it is 
put in. li delay occurs in the i^dng of the concreu 
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that results in leaving a batdi nnxed but not placed be- 
fore the end of half an hour, generally the mixed concrete 
should be rejected. However, if it is thoroughly re-mixed, 
adding a little water, if necessary, it may be made quite 
good for the purpose. It is found that retempered con- 
crete is almost as good as freshly mixed concrete, if the 
second mixing is well done. For walls and heavy work, 
re-tempered concrete would not be objectionable. In col- 
umns and floors the uniformity should not be disturbed by 
using an occasional batch of concrete that has received a 
different treatment from the rest of the work. 

Jarring of the concrete in wheeling from the mixer to 
the forms should be avoided. This jarring will tend to 
separate the stone from the mortar. The runway for the 
wheeling should be smooth. The concrete s}KSUld not be 
dropped far from the mixer, to the wheelbarrows or carts, 
as this also separates the ingredients. 

The mixer should be placed high and the ingralients 
raised to it, so that the concrete will not have to be lifted 
after it is discharged from -the mixer. The concrete should 
be handled as little as possible after leaving the mixer. 

After the concrete is placed it should be left undisturbed 
until it has received a hard set. To this end care must 
be used in placing concrete beside other concrete that is 
partially set. Jarring the projecting steel rods with the 
buckets or carts in placing fresh concrete will impair the 
bond of work that is partially set. Wheeling carts over 
newly laid floors will have the same result. The work 
should be planned so that concrete farthest from the mix- 
er will be deposited first so as to avoid this. 

Jarring the forms by the buckets or carts in whidi the 
concrete is handled must also be avoided. In putting in 
concrete piles the driving of the core for a pile near one 
that has lately been placed may disturb the latter. Walk- 
ing over newly laid concrete should be avoided as much 
as possible. 

The amount of concrete that should be placed at once 
depends upon the kind ol construction and th^ kind of 
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concrete. Comparatively dry mixtures, which, in general, 
should only be used in massive, unreinforced work, should 
be placed in layers of about 6 inches of thickness and ram- 
med. In such work concrete may be carried in half cubic 
yard or cubic yard buckets, handled with a derrick. • 

In reinforced concrete, where semi-liquid concretes must 
be employed, it is important that the concrete be poured in 
such way and in such amounts as not to cause air pockets 
to form. The same is true of any concrete that is to be 
impermeable. Ramming is not essential in such concretes. 
In fact, if the concrete is of such consistency that it can 
be rammed, it is unsuitable for the purpose. In narrow 
forms only small quantities should be dumped at a time. 
The liquid concrete should be stirred and worked around 
so as to make it flow into the comers and around the rein- 
forcing steel. 

If large quantities of concrete are placed at a time or 
in oiw place in reinforced concrete work, it may cause 
springing of the forms, or it may bend or displace the re- 
inforcing rods or any rods that are used to brace the 
forms. 

Columns more than about twelve feet high should be 
poured from a point half way up, so that the concrete will 
not have so far to drop and so that puddling of the con- 
crete around the reinforcement can better be effected. Then 
the doors left for this purpose can be closed and the re- 
mainder of the column poured. Special care is needed in 
puddling the concrete in columns to make it flow around 
the reinforcing rods. 

Large quantities and thick layers of wet concrete may be 
placed at once in mass work, if it can be done without' 
leaving air pockets. The reason for comparatively thin 
layers in rammed work is so that the ramming will be 
effective. 

Cinder concrete should be tamped lightly if at all, as 
heavy tamping or ramming will break the cinders. A wet 
mixture is most suitable for concrete made with cinders. 

It is often necessary in exposed work to spade the con-^ 
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Crete against the forms so as to work back the large stotMS 
and to bring the mortar to the surface. If thick layers 
are deposited at once, this cannot well be done, and the 
appearance will suffer. 

If* one or more batches of concrete arc too wet, as ex* 
hibited by free water on the concrete after being placed, 
a comparatively dry batch or more should be mixed to take 
up the surplus water. 

Rammed concrete should be placed in layers approxi- 
mately horizontal. If this kind of concrete is used in 
arches the layers ought to be normal to the line of thrust. 
This is difficult to do without setting up temporary forms 
normal to the arch ring and tamping beside these. This 
is an argument for the use of wet concrete in arches. 
With wet concrete it is not important to have the layers 
normal to the line of thrust except at quitting time. Where 
it is possible, the work should be planned so that the en- 
tire ring of an arch can be poured without intermission. 
Another satisfactory plan is to lay successive rings end- 
ing each against a temporary vertical partition. This could 
be removed in a day or two, when the concrete would still 
be green enough for the next ring to adhere pretty well 
Another plan is to pour half of the arch ending it with a 
vertical surface at the crown. 

In exposed walls the layers should be kept higher on the 
face especially where there is any tamping. Tamping 
brings the cement to the surface and this makes a relative- 
ly impervious layer. If this layer slopes out toward the 
face, any water in the concrete will be shed outward, car- 
rying with it any dissolved salts to the face of the wall. 
The evaporation of this water leaves the salts as an cfflor* 
escence on tiic wall. 

It is important that cotrcreting be stopped, when discon- 
tinued, at a joint where the strength is not impaired. To ef- 
fect this the finishing surface, as stated, should be normal to 
the line of thrust and it should not be where there is any 
considerable shear. In a column the surface should be 
horizontal and below the line where beams join in. It is 
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preferable to poar the cohimns some hours before the 
beams and girders so as to allow some time for settlement 
and shrinkage. It is better to pour an entire floor at once* 
but if stops must be made» they are best made at the mid- 
dle of the span of a beam or slab the latter being on a line 
parallel with the beams; both should be against vertical 
surfaces. A beam should not stop off near the support, 
as the shear is great at such sectioa Where a beam and 
slab are figured as a T beam, both should be poured at 
once. Where the beam is figured as rectangular, it is not 
so important that both be placed at once; however, it is 
better, as the full depth of beam includes part of the slab. 
A notch could be left for the support of the slab, and thus 
nearly all of the beam would be placed at one time. 

Some engineers advocate splitting a beam or girder in 
two in the middle, longitudinally, by a temporary vertical 
bulkhead, when it is necessary to stop in the neighborhood 
of a beam or girder. The author would not recommend 
chis, but would rather leave a step the depth of the slab, 
an inch or two wide, at the top of the beam. TTie slab 
would find support on this step, and if the beam is fig^ired 
as a rectangular beam as it should be and not as a T 
beam, it can borrow from the other slab for what may be 
lacking in bond at the step. In a properly designed beam 
carrying slabs there will* of necessity, be an excess of com- 
pression area. It is better to rely upon tiiis than to go to 
the trouble and expense of fitting a bulkhead alcmg the 
center plane of a beam, with all of the added difficulties 
this entails, such as narrowing up the space to work in, 
possible dbplacing of the steel, different degrees of shrink- 
age contraction in the beam, etc 

In enclosing steel work concreting should not be stopped 
at or near a broad horizontal surface of steel, as the con- 
crete will shrink away from the steel, and the thin crack 
cannot be €dled up. It is best to stop several inches be- 
low or above such surfaces. 

In waHs, where possible, the stop shocdd be made at 
a horizontal or vertical bead or groove, so tiiat tiie fine 
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at the junction of two days work will not show. There 
are several advantages in placing walls in short lengths 
at a time. Vertical joints do not show up so bad as hori- 
zontal ones, especially when these are made by use of a 
bulkhead and are true to line. The contraction of the con- 
crete due to setting will be equalized as the wall progresses. 
These vertical joints will often be sufl&dcnt to take up ex- 
pansion and contraction due to change in temperature. 
The mixing plant can be moved from section to section, 
thus lessening the distance through which mixed concrete 
must be carried. 

Before starting to place concrete it is important to see 
that the forms are clean. The bottoms of boxes for beams 
and girders and the bottoms of columns should be cleared 
of all dirt, sawdust, shavings, blocks of wood, etc. Blocks 
of wood may have lodged among the reinforcing rods of 
walls or columns. These must be removed. 

It is important to have the forms finished far enough 
in advance of the placing of the concrete to insure continu- 
ity of the concreting. 

When leaving off the placing of concrete for the day 
care should be taken to see that the finishing surface is 
left so that the conditions of continuous woiic are approxi- 
mated as near as possible. The bonding of the next days* 
work should be made as good as the conditions will permit 
It is better, in general, to leave the surface rough than 
smooth. In heavy work a bond may be made in several 
ways. One way is to make steps in the top by setting up 
vertical boards and tamping against them. Another way 
is to bed large stones half in the last layer of concrete 
allowing the other half to project into the new concrete. 
Still another method is to lay wooden blocks in the con- 
crete to form recesses and remove them before the next 
da3r*s woric begins. 

In reinforced concrete work and in impermeable con- 
crete dependence must be placed more upon treatment of 
the surface before starting to lay concrete than on rough- 
ening it at quitting time. It is important in any work that 
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the surface be clean. Also the forms should be cleaned of 
any concrete that has been spattered on the day before. 
Picking over the surface with picks, if it has stood long, 
is recommended to remove the top skin. Washing the 
surface with a hose and brooming or brushing it would 
be sufficient, where it has not stood very long. This wash- 
ing of the surface of the last day's placing of concrete is 
very useful to get rid of the laitance or slime that comes 
to the surface.^ It serves to lessen danger of efflorescence 
and to make a better bond. The bond will be strengthened 
by brushing over a thin coat of grout of neat cement or by 
sifting neat cement on the previously moistened surface. 
Bond to old and hardened concrete is effected by this same 
means. 

Much cement pavement work is being done in Pittsburg 
by picking over the worn-out flag stone pavement to two 
inches or so below the desired new level, moistening the 
surface, dusting on neat cement and spreading the same 
with a broom, and then laying cement mortar to the de- 
sired level. 

When concrete is placed in contact with bricks or porous 
tile, these should be thoroughly saturated so as to im- 
prove the bond and to prevent the absorption, by the por- 
ous substances, of the water in the concrete. 

A very good grade of concrete blocks or artificial stone 
can be made by casting the blocks in sand as iron cast- 
ings are made. The mixture must be very wet, a consist- 
ency that would be called soupy. The surplus water is 
absorbed by the sand, and this serves to keep the block 
moist during setting. By using a well selected aggregate, 
such as crushed marble, crushed granite, white sand, etc., 
excellent artificial stone can be made. The product is 
dense and uniform, because the concrete is not dry and 
tamped, and because varying atmospheric conditions have 
no effect upon it while it is setting. These artificial stone 
blocks are usually cast smooth and then tooled on the sur- 
face by tools operated by power. A pleasing surface is 
made by the use of carborundum wheels. If reinforced 
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with steel, the blocks may be made quite thin, even down 
to 1% or 2 ins. Blocks not reinforced, used for veneering, 
are usually 3 or 4 in. thick. The blocks should remain 
in the sand 4 to 6 days, and should then season for about 
two weeks before being used. 

Fine details in ornamental work will be more satisfactory 
if cast in sand with very wet mixtures than in many other 
kinds of molds or with dry mixtures. 

Concrete blocks can be made of a medium mixture, mold- 
ed under heavy pressure. Because of the pressure they 
can be removed from the mold immediately. The blocks 
are denser and better in every way than the hand tamped 
blocks made from a dry mixture. 

Large concrete blocks are often cast near the point where 
they are to be placed in a structure in suitable forms of 
wood or sheet steel or other material. When hardened, 
they are lifted into place. Very heavy blocks can have 
rings cast in them to facilitate handling. These blocks 
may be used for breakwater construction, sea walls, arches, 
etc. In sewer construction curved blocks can be cast and 
the necessity of expensive arch forms and lagging avoid- 
ed. The arch blocks can be held in place by the side 
blocks, and little or no centering is required. In like man- 
ner reinforced concrete slabs can be cast separately for 
the top of a sewer, and as these exert no thrust the side 
walls can be thinner. 

The casting of reinforced concrete slabs may often be 
found to effect a saving in the construction of sidewalks 
and floors. These can be cast one over the other with 
some kind of a separating medium and lifted into jklace 
when hardened. 

Beams and columns have likewise been cast on the 
ground and lifted to place. In general this is a doubtful 
expedient The importance of the beams and columns of a 
structure being tied together as a unit is very great, un- 
less the walls of the structure supply all of the lateral 
rigidity. 
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Concrete piles are made both by casting tfaem in {dace 
or casting them on the ground and then driving. In the 
first method the hole for the pile may be made by driving 
a wDodtti pile and withdrawing it; or it may be made by 
driving a collapsible core with a shctt metal shell and fill- 
ing this shell with concrete; or it may be made by driving 
a steel tube with a removable driving point and filling the 
hole with concrete as this tube is drawn up. In any of 
these methods the concrete should, in general, be well ram^ 
med so as to insure filling of the hole and the ability of 
the pile to take a load without settlement Piles that are 
cast before being driven should be cast upright, if made 
of dry concrete, so that the joint between the layers will 
be normal to the direction of the driving. In wet concrete 
it is not important whether the piles are cast horizontal 
or vertical. However, unless they are well reinforced it 
is difficult to raise long piles to the vertical position. As 
far as practicable, the length of these piles should be 
known before they are driven, as it is not practicable to 
splice them, and it is difficult and expensive to cut them. 
In driving concrete piles a hammer weighing nearly as 
much as the pile and having a short fall is needed. The 
blow of a light hammer will be absorbed locally and shat- 
ter the pile. Concrete piles should stand two weeks or 
more of good weather before being driven. Concrete 
piles should be larger in diameter and generally fewer 
in number than wooden piles for the same structure. 

In placing concrete under water it is important that 
it be treated in such way that the cement of the concrete 
will not be washed out Dropping concrete through a 
depth of water will not only wash out some of the cement 
but will tend to separate the ingredients. Concrete should 
not be rammed under water, as the stirring of the water 
will carry away cement It should not be deposited in 
running water. 

If concrete is to be placed in water, it should be placed 
in as large batdies as possible. It should be wet concrete, 
so as to require no ramming. It should be mixed long. 
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Concrete that is mixed and allowed to stand several hours 
and then mixed again is said to be preferable to freshly 
mixed concrete for placing under water, as the cement is 
partially set and is less liable to be washed out. It is 
well to use about ten per cent, extra cement for the con- 
crete that is to be placed under water to allow for loss. 

The concrete may be lowered in steel buckets with bot- 
tom doors that are opened when the bucket reaches the 
bottom. Canvas sacks may also be employed. These sacks 
are lowered with the mouth down. This is tied shut in 
such way that it may be tripped open with a line. A bet- 
ter way to place the concrete is to let it down through a 
tube or tremie. This should be kept full of concrete, the 
lower end resting on the bottom and being moved about 
so as to distribute the concrete. 

Reinforced concrete should, in general, not be placed 
under water. Any concrete reinforced with steel that will 
be submerged during setting and subsequently should be 
designed so that no dependence will be placed upon the ad- 
hesion or grip exerted between the concrete and steel. Con- 
crete setting under water does not shrink and grq) the steel 
as that which sets in air. The rods should have nuts on 
the ends and washer plates or some other effective end 
anchorage. A riveted structure under water embedded in 
concrete for its protective value, is legitimate construction, 
if the concrete is of sufficient mass not to be cracked by 
differential expansion. 

When grout is to be used under water, as in filling inter- 
stices in stone work, cracks in concrete, etc., neat cement 
should be employed, as sand will separate from a mixture 
of sand and cement in passing through water. 

Concrete should not be deposited in polluted water, as 
that containing sewage or discharge from pulp mills or 
refuse from other washing processes. Such water com- 
ing in contact with fresh concrete will destroy it by at- 
tacking the setting cement. 

In constructing inverts, soch as the curved bottoms of 
filter beds, sewers, etc., it is often best to omit the lag- 
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ging as- far up the side of the curve as the concrete will 
permit without sloughing. The arch forms, however 
should be in place to serve as guides in finishing the sur- 
face. By omitting the lagging the concrete can be com- 
pacted better, and a better surface finish can be obtained. 

Much time and labor could be saved in the making of 
concrete if the broken stone or gravel could be placed with- 
out having to pass it through the mixer or having to pick 
it all up in shovels and turn it a half a dozen times or 
more. Such a process would not be productive of the 
best grade of concrete because of the many chances of 
air pockets being left and of lack of bond with the stone 
due to failure of the grout to flow beneath the stones. 
There are some situations, however, in which the kind of 
concrete resulting from this process would meet all of the 
requirements. This method of laying concrete for street 
pavements is described in Concrete Engineering, Apr. 15, 
1907, in a paper written by Mr. Walter E. Hassam. The 
method there described is as follows. First the subgrade 
is rolled to an elevation, for ordinary street paving in 
concrete, about 6 inches below the finished surface. Then 
broken stone of the tgg size is spread to a sufficient depth 
so that after rolling it will be 2 inches below the finished 
grade of the street The following is quoted from Mr. 
Hassam's paper. 

"This foundation stone is rolled or compressed until 
thoroughly compact, and the voids reduced to a minimum. 
It is then treated with a grout, composed of one part of 
cement to 4 of sand. This grouting and rolling is contin- 
ued, until all the voids are completely filled. This pro- 
cess gives an exceedingly dense concrete, which is very 
strong. 

"For the wearing surface* there is spread upon the 
foundation, before it has set, sufficient stone, of the stove 
size, to bring the street to the required grade after roll- 
ing. This stone is uniformly r(rfkd or compressed, until 
^mb^ded in and united with the foundation. Then it 



is given a thin grouting of Portland cement and sand, 
mixed in the proportion of i cement to 2 sand. 

"The voids are thoroug^y filled with grouting, and then 
the surface is rolled until the grout flushes to the top of 
the stone. As a finish, there is then applied a thin layer 
of creamy cement and pea stone mixed in the propor- 
tion of I cement« i sand and i of pea stone. 

"This surface is poured on, brushed and rolled to an 
even surface. The street is then allowed to set for at 
least 6 days, when it is ready for traffic. The layers fol- 
low each other so closely that the foundation does not set 
until the whole is complete. When complete, the entire ^ 
road is a. solid, homogeneous mass of rock and cement, 
that will resist anything that can possibly come in contact 
with it. 

"The finished surface of the pavement presents to the 
casual observer a smooth and fine appearance, but, on 
close examination, it is found to be somewhat rough, so 
there will be no slipping of horses or skidding of auto- 
mobiles." 

The above is the method of laying concrete used with 
success in Worcester, Mass. It may be used for the con- 
crete foundation of a brick or block pavement of any kind 
or alone for solid concrete pavement. In a note regarding 
these same pavements, in the Engineering Record, Vol. 
S3y p. 625, it is stated that for a cement wearing surface a 
thick grout of sand and cement is poured over the founda- 
tion (of rolled stone) and immediately filled with fine 
crushed stone and rolled. 

It is certain that concrete made as above described, with 
thorougly mixed grout, would be equal to if not superior 
to the half mixed commercial concrete that often goes 
into our city streets. The rolling and consequent compact- 
ing of the broken stone before applying the grout produces 
a foundation that is capable of supporting consicterable 
load without the aid of the cementing grout 

Other cases where concrete may be nmde in {date, witii^ 
out handling the broken stone in the nnxer are in roiigii 

87 



retaining walls or breakwaters. In these the grout may be 
introduced by inserting steel pipes at intervals and forc- 
ing the liquid mortar into the Totds, either by gravity or 
by air pressure. 

The Settiiis^ and Hardening of 

Concrete. 

It is important that concrete be free from jar or disturb- 
ance during setting. It should not be subject to Intense 
cold or high heat Water in small interstices, as in the 
body of concrete, will not freeze at 32 degrees; but it vrill 
freeze at a somewhat lower temperature. If the mater- 
ials can be kept above the freezing temperature until the 
concrete is placed, danger of freezing is lessened by the 
heat evolved in the cement during the process of initial 
set; so that temperature higher than about 25 degrees can 
be worked in without much danger. This is especially true 
of concrete in thick mioses. In thin walls or slabs the heat 
generated will be quickly lost and protection is needed. 

Protection of setting concrete may be afforded by the 
use of tar paper or canvas or boards laid over it A foot 
or so of hay is good for this purpose. Two layers of can- 
vas or tar paper, separated by boards, will give very ma- 
terial protection. If only a single layer is used, it should 
not be allowed to toudi the concrete* but should be kept 
out by boards. If manure is used, it should not be al- 
lowed to come in contact with the concrete, and it should 
not be allowed to become wet Water that has absorbed 
elements from the manure is apt to be injurious to the 
setting concrete and to cause it to rot and be useless. Ce- 
ment bags or tar paper used for protection should be well 
lapped* 

Placing of concrete in temperatures below 25 degrees 
should be avoided where possible. If it must be done, the 
best thing to do is to enclose the work with canvas and 
heat the enclosed space with salamanders, or better with 
steam. The concrete should be protected from the direct 
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heat of any kind of stoves, so that it will not be dried out 
too soon and prevented from setting. 

Though concrete that has been allowed to freeze and 
afterwards to thaw has, after having had time enough to 
set, taken on apparently the strength of properly treated 
concrete^ it is not safe to rely on concrete thus treated 
in any structure where strength is an essential feature. 
Freezing should be avoided and prevented by means that 
will mot heat up the concrete and cause drying out. The 
use of salt in the water is not recommended. Anything 
short of a strong brine would freeze at a temperature not 
much below 32 degrees, and the possibilities of efflorescence 
and of corrosion of end)edded steel make the use of salt 
an undesirable risk. 

While thoroughly seasoned limestone concrete may stand 
400 to 500 degrees F. without any detriment or change of 
structure, and other concretes may stand more, it is not 
safe for it to be subject, while setting and hardening, to a 
heat that will evaporate the contained water. The pres« 
ence of water is necessary to the hardening of the cement, 
and, if it be robbed of this water, it will sufiFer in strength. 

Concrete that is setting will suffer from other than 
thermal conditions which would not effect seasoned con- 
crete. Water containing decaying organic matter, sewage, 
the discharge from pulp mills, etc will rot setting concrete, 
though these substances will not, in general, have a dele- 
terious effect on hardened concrete. Some oils will weak- 
en setting concrete whidi- could be safely stored in con- 
crete tanks. 

Water is necessary to the hardening of cement The 
water of mixing, if it be a liberal quantity, is sufficient for 
this purpose in some cases, as when the concrete is in a 
damp place; but it is generally best, and sometimes neces- 
sary to the safety of the structure or the integrity of the 
concrete, to add water during setting. Concrete should be 
covered and protected from the rays of the sun and from 
wind to prevent evaporation of the water. Concrete 
blocks (the kind that are made of a concrete having the 



consistency of ''moist earth" and tanked in nk^ds, and 
from which the molds are immediately removed) are 
greatly improved and made to approach the condition of 
good concrete, if they are immediately soaked, upon re- 
moval from the forms, by allowing a smooth stream of 
water under no pressure, to run upon them until they will 
take in no more. Gienerally these blocks are kept sprink- 
led with a little water for several days to "cure" them. 
It would be better to use i^^ventive measures and fore- 
stall the ailment by mixing them with plenty of water and 
allowing the mo^ds to remain until the concrete will stand 
up. Not much can be expected of a block so porous as 
to turn dark gray after a rain, even if cellular construc- 
tion does keep the inside of the wall comparatively dry. 
Disintegration is almost sure to get in its work. No nat- 
ural stones that are not compact would be acceptable for 
building work. 

Rich mixtures of concrete need (especially to be kept 
moist during setting, as these are more apt to shrink and 
crack on the surface or in the body of the concrete. A 
rich mortar finish or a troweled surface should be kept 
wet for nearly a week and protected from winds and sun 
to insure its solidity. 

Any thin coating of mortar or grout should not only be 
put on a thoroughly saturated surface, but should be lib- 
erally wetted for a day or two. Such coatings are apt to 
have their water absorbed by the wall or evaporated and 
to lose their cohesion. 

When a concrete wall or pier is placed in a cofferdam* it 
is well to let in the water around it a day after the con- 
crete is placed. Concrete requires longer to set under 
water than in die air, but it acquires greater strength. 
Specimens that have hardened in water will show much 
greater strength than those that have hardened in the air. 
Immersion in water should be delayed until initial set 
takes place. Moistening concrete will delay the setting to 
some extent. This should be taken into account in gag- 
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ing the time to remore the molds. Htimi^ty in the at- 
mosphere acts in some degree like immersion in water. 

The time that should elapse between the placing of con- 
crete and the removal of the forms depends upon a num- 
ber of things, among which are the consistency of the con- 
crete, the richness of the mixture, the load sustained, and 
the temperature and atmospheric humidity. Wet concretes 
require longer to harden than dry concretes. Lean con- 
cretes require longer than rich ones. Concrete hardens 
more slowly under water or in a saturated atmosphere 
than in dry air. Low temperatures delay the setting of 
concrete. If die temperature be below freezing, the sett- 
ing may be suspended. Failures have resulted on account 
of forms being removed from concrete that was frozen 
and appeared to be hardened due to setting. 

Anodier error apt to be made is to mistake drsdng for 
setting. Drying is not a necessary accompaniment to the 
hardening of concrete. In fact if the concrete is too warm 
and the air too dry the early drying of the concrete that 
will result will be detrimental to its strength. Concrete 
should not be allowed to dry out until it has stood for 
several days. Sidewalks should be sprinkled for four 
or five days. They should be covered and protected from 
currents of air. Plastered work and reinforced concrete 
need special care in the matter of maintaining moisture 
on the surface; otherwise shrinkage cracks will develop. 

Concrete blocks need frequent and copious sprinkling, 
which should be continued for a week or more. 

Concrete receives its set when it reaches the state where 
a change of shape cannot be produced without rupture. 
This requires from a few minutes, in rich mortars of quick 
setting cement, to several hours, in lean mixtures. A com- 
mon way of determining when concrete has set is by pres- 
sure of the thumb nail. After the set has taken place the 
concrete continues to harden and gain strength for months 
and sometimes for years. In ordinary weather nearly the 
full strength is attained in six or eight weeks. Loadin^T 
tests may be made at this stage. Strength necessary to 
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isupport its own weight is reached at yarying periods de- 
pending upon several conditions. 

In counting the time that concrete should stand before 
removing the forms days when the temperature is at or 
below freezing should be counted out, or at least allow* 
ance should be made for almost total suspension of the 
hardening process. 

It is safe to remove the forms from mass woric, receiv- 
ing at the time no load except its own weight, in ^om one 
to three days ; in warm weather with dry concrete, one day, 
in cold or wet weather or with wet concrete, more time. 
When the concrete will bear the pressure of the thumb 
nail without indentation^ it is ready to support itself in 
this class of work. Thin walls should stand two to five 
days. Slabs of reinforced concrete should stand about one 
to two weeks of good weather before being called upon to 
support their own weight Slabs of loi^ span may require 
more time than two weeks. At the same time that the slab 
centering is removed, or even before it is taken down, the 
forms on the sides of beams and girders can be removed, 
leaving the supports of the bottoms in place for a longer 
time. This will afford an opportunity to inspect the sur- 
face of the beams and girders and to plaster up any cavi- 
ties before the concrete is too hard. Where practicable 
it is well to leave the shores under beams and girders for 
three or four weeks. Large and heavy beams should be al- 
lowed to stand longer than short ones, because the dead 
weight is a greater fraction of the load they are designed 
to carry. 

Column forms can be removed in a week or so, if the 
entire weight of the beams is supported by shores dose 
to the columns, otherwise three weeks or more should be 
allowed. 

Arches of small span can have the centering removed in 
one to two weeks. Large arches should harden a month or 
more. Where practicable it would be well to leave the 
concreting of the spandrel wall of an arch span until the 
arch ring has hardened and the forms are removed. The 
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sfettling of the arch often crackis the spandrel wall and 
gives an unsightly appearance to the bridge. 

Ornamental work should have the forms removed as 
soon as possible, so that defects can be plastered up and so 
that swelling of the wood will have less time to act 

Falsework should be removed carefully, without jar to 
the concrete either by hammering on the boards or drop- 
ping heavy pieces on the floor below. The supports should 
not be removed when any unusual load is on the floor. 
Materials should not be stored on floors that are not thor- 
oughly hardened and self supporting. 

Concrete in reinforced work should ring when struck 
with the hammer, before the supports are removed. 

Finishing Concrete Surfaces. 

One of the chief difficulties in connection with the use 
of concrete is to get a surface finish that is pleasing h* 
appearance and at the same time economical. The various 
methods, in use will be taken up with a view of showing 
their good and bad features and their limitations. 

Surfaces that are wrought in other materials than con- 
crete will first be considered. 

A common and acceptable surface finish is a veneer of 
brick. Brick work in 4 in. thidcness may be laid against 
a concrete wall. For example, if a 13 in. wall would be 
required, an 8 in. wall of concrete may be put up in the 
regular way, using wooden forms, then the brick may be 
laid outside of this. Metal bond is often used, small pieces 
of wire or other metal being bedded in the concrete and 
projecting out to be built into the brick work. An other 
than metal bond is preferaUe. The metal is not thorough- 
ly protected in a brick wall because of the porosity of the 
wall. Occasional belt courses of cut stone projecting out 
for the support of the brick work would serve to lessen 
the height of the unsupported brick veneering and thus 
lessen dependence on metal bond. A good method of bond- 
ing -would be to leave vertical recesses, at intervals, about 



the width of a brick. Into these headers could be laid and 
thus a very satisfactory bond secured. 

Another way to have a brick surface is to lay up the 
brick wall and use it as the outside of the form pouring 
the concrete behind it. 

Cut stone and artificial stone veneers may also be used 
in the same way as brick. This is satisfactory for a wall 
not taking much vertical load. It may lead to structural 
weakness, if used for a pillar taking a concentrated load. 
More than one case could be cited in large buildings, 
where reliance upon a combination of a stone shell and a 
core of other material in a pillar, to take a load, necessi- 
tated the removal of the pillars and the insertion of steel 
columns after the walls were completed. Cracks in the 
stone veneer showed that it was taking the load, and that 
it was not capable of withstanding it In one building 
the core was of rubble masonry and the shell was of cut 
stone; in another the core was of concrete and the shell 
was of artificial stone. Both rubble masonry and con- 
crete will shrink on account of the large proportion of 
mortar. The cut stone and the artificial stone, with their 
deep courses and thin mortar joints, do not shrink any 
perceptible amounts. The result is that about all of the 
load must be carried by the veneer. The same fault has 
been observed, where tile facing was backed with brick. 
In this case the cracking of the tile was attributed to 
failure of the mortar to set because of the cold weather. 
Settling of the brick work behind the weak tile would, 
however, be apt to produce the same result in work set up 
in warm weather. In construction of this sort no depend- 
ence whatever should be placed upon the veneer in sup- 
porting the load, and it should be built in such way as to 
allow the core to shrink in setting. This might be effect- 
ed by using wooden blocks a trifle higher than the stones 
for one or more courses and removing these later and sub- 
stituting the stone or tile. It might also be done by leav- 
ing out the top course of stone or tile facing. Or a number 
of the joints in the facing might be raked out, soon after 



the concrete backing is placed, and, after the concrete has 
set and shrunk, these joints could be pointed. The use 
of dry tamped concrete would lessen the shrinking. In a 
long wall brought up slowly the shrinking will not be so 
harmful. In a small pillar a cast iron or steel column 
should be used in the middle. 

In the present state of the art artificial stone or cut 
stone facing is probably the best surface treatment for 
concrete in such construction as residences and office build- 
ings. This is partially due to the fact that concrete work- 
ers have not developed the skill that workers in the other 
materials possess. Brick work with the outer % in. or so 
of mortar ''raked out" (or blocked out with wooden cleats, 
as is done in practice) makes an appropriate and pleas- 
ing surface finish for rugged styles of architecture. 

Blocks in glazed tile are made use of for external fin- 
ish of buildings. With these it is even more important 
that but a short height be laid at once, if concrete is poured 
behind them, or some other precaution be employed to pre- 
vent their receiving any of the load of the walF. These 
tile are brittle and unreliable in supporting loads. 

Thin tile can be used as an external finish by pasting 
them on paper, as they come for pavements, and then past- 
ing the paper, with bill posters* paste, on the inside of the 
forms before concrete is placed. Before the forms are 
removed they must be thoroughly flushed with water. 

Boulder facing may be made on rustic walls or arch 
spans by placing the boulders against the forms and then 
the concrete behind them. 

Of the surface finishes that are made in the concrete 
itself there may be mentioned those that are made in the 
concrete by aid of the forms, while it is being placed, and 
those that require subsequent treatment. 

If the concrete is simply placed against the rough sur- 
face of sawed boards, it will have the impression of the 
saw marks and grain and knots as well as the cracks or 
joints. This is far from pleasing for any surface above 
the ground. When the forms against the exposed face are 
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made of planed boafUs; toflgued and grooved, and neatly 
jointed, thp ^urfoce is g^eatjy improved A broad surlace 
can he relieved oi its monotony by paneliiig. The larger 
and rougher thp surface the bolder the panels should be. 
Long retaining waUs should preferably have panels to re- 
lieve tl|e d^ad flat surface. 

If the concrete i^ thrown indiscriminately against the 
forms, the surface will not present a smooth appearance, 
especially if dry concrete is used- By manipulating the 
concrete with spades or shovels it can be given a richer 
and smoother jufface. As a layer of concrete is placed 
a shovel is. rundown against the form and the larger stones 
shoved back. This allows the mortar of the concrete to 
flow against the lomv and a 9)irface of mortar results. 
Sometimes a perforated shovel or spade is used for this 
purpose, and the mortar passes through the perforations. 
With riftmn^ed or dry concrete, the spade may be used to 
shoye back the ccmcrete and a wetter mortar poured in. 
Of course the smoother the forms for this class of work 
tlfie better will be the appearance of the work. 

Iq narrow forms it is recommended by one engineer 
that instead of a spade a hoe be used with the blade bent 
nearly ip line with the handle. 

Another way by which a mortar fini^ may be made is to 
planter the forms with cement mprtar in, advance of plac- 
ing th^ concr^. The mortar and <xmqrfitfi are united by 
tamping. 

* Anothei: way to ohtum a on^rtar^imsh is tp place a loo^e 
board against th^ foi^ns and tamp the concrete behind the 
board. The board is then removed and mortar run into 
the space that it occupied. This is of course only, ai^i- 
cable to comparatively, dry concrete. 

Still atnother method is to use a sheet of steel on !the 
one side of :^hich are rivejted i"xi'' angle irons to act 
as runners a^d spacers. The sheet may be any convenient 
width and length, 4epending on the nature and. size of the, 
work. . Jt is flared out at the upper edge to act as a hopr. 
per. The contrivance is placed with the angle irons, against 



the surface to receive the mortar finish. Mortar is placed 
oil one side and concrete on the other. Then by means 
of handles the sheet is drawn up and the concrete tamped 
to unite the mortar and concrete. It should not be drawn 
quite out of the concrete. There is difficulty in carry- 
ing up a long line of this kind of concreting, espiecially at 
comers and at the junction of two sheets. It cannot he 
worked well in a narrow space. 

Of the foregoing methods the manipulation with the 
spade or other similar tool against the forms is probably 
the most satisfactory for the reasons that it can be done 
with wet concrete and in a narrow space, and because it 
results in a more uniform concrete. The mortar of the 
entire mass is uniform, the only difference at the sur- 
face being that the stones are not exposed. Separate itior- 
tars do not bond so well. It is especially true of work dbne 
in freezing weather that a mortar of a different mixture 
from that of the concrete is apt to break away from the 
body. 

Concrete of small aggregates, as that used in reinforced 
concrete, does not need to have the mortar brought to the 
surface, as a rule. The churning and puddling, which 
should be done in any case to work out the air bubbles 
and to work the concrete into comers and around the 
steel, will serve to give the concrete the smooth surface 
desired, if the mixture is the proper richheM and cott- 
iistency. 

In order to cover up the roughness of the boards ahd 
to prevent them from adheririg to the concrete, as well 
as to prevent the knots from discoloring the concrete, a 
filling coat is sometimes used oft the wood. Soft soap 
may be used for this purpose, applied with a brush. lin- 
seed bil may also be used. Fatty oite should not be used, 
as they act on fresh concrete disintegrating and diseolOT- 
ing it Hot'paraffine is sometimes used. Crtfde oil is a 
very good substance to prevent adhesion of the concrete 
to the wood. A mixture of crude oil and kerosene also 
gives good results. 
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If the wood is thoroughly ««t with water betoe the 
concrete is hud, there is not much danger of concrete ad* 
hering. This wetting is to be reconuaended lor the fiir* 
ther reason that the wood will not then absorb water from 
the concrete. 

Paper, ynliess. it is oiled, will stick to Uie concrete and is 
hard io rempve. Burning maj have to be resorted to. 

One method used successfully to cover up the grain id 
the wood was to paint the surface with a gloss oil and to 
blow sand into this with a bellows* 

The author does not know of ^uiy case where canvass 
painted with linseed oil has been used as a<x>ver for rough 
forms, but he believes it would be an admirable material 
ior th^ purpose. It is waterproof and would therefore 
not absorb water from the concrete ; it would dso prevoit 
the leaking of the liquid mortar that occurs at cracks or 
joints in the wooden forms. It would probably be econom- 
ical for the reason that it does not require planed boards 
in the forms, and it could no doubt be use'd repeatedly* 
It would further help to keep the frost out of the concrete. 

With all the means used to cover up the irregularities 
of the wood- and to make the surfa^ smooth there will 
still be smne roughjaess not commercially avoidable. Some 
treatment after removal of the forms is generally neces- 
sary. Air pockets may occur in places where the holes 
will be exposed. These should be plastered with a rich 
mortar. Comers may break off in removing the forms. 
These should also be plastered. If large chunks of con- 
crete break away in an important part of the structure, 
the best thing to do may be to remc4d the piece. Any 
sign of extended weakness in the concrete may show 
that a bad batch of concrete was used or that the con- 
crete has been mistreated during setting. 

II made right, the concrete surface will have a skin of 
neat cement. It t^ generally desirable for appearance sake 
to remove this, and there are several ways to do it, de- 
pending upon the length of time that the concrete has set, 
before it can be made accessible foi; treatment. The time 
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that dapses from the pladng of the concrete until the 
surf ace can be exposed depends upon the kind of concrete 
and the nature of the part of the structure in question. 

If the surface can be exposed a few hours after the 
concrete is placed, this cement may be removed with clean 
water applied by means of a hose. The hose shbufd be 
used without a nozrfe, as the pressure would gouge out 
stones. Water may also be applied with buckets. HeaVy 
walls in dry concrete could probably have' the forms re- 
moved in half a day or so after concrete is placed, and' 
the surface could be thus treated. The forms should not 
be removed so soon on a bigh' section of wall. 

If the concrete has set for about 24 hours, ckan water 
and 9crtrt)bing brushes will remove the outside skin of 
cement. If about two days have elapsed, wire brushes 
may be needed, using water to wash away the loosened 
cement If the concrete surface is hard, more Vigorous 
work is required to make it smooth and to take Oif the 
skin of cement* Blocks of sandstohe, or of concrtte of 
cement and sand, or of carborundum, with water, may be 
used to scour the surface. These art rubbed with a cir- 
cular motion. When a sand blast is available, this is an 
excellent means of accomplishing the desired result 

Some preliminary treatment will usually be found to 
be necessary, such as chipping off rough projections, as 
those left by cracks in the mold, filing off the arrises, etc. 

These scouring processes have for their objett the se- 
curing of a smooth surface. Sometiitics, after the sutfece 
is washed and scoured reasonably smooth, some grout of 
cement and sand is brushed on, and by the same circular 
motion with the bricks, this grout is worked into any 
pores in the surface. The result, after the setting of the 
grout is a very smooth surface. 

A smooth surface is not always desirable. Some rough- 
ness is more in keeping with the nature of the concrete 
and is more pleasing in appearance in mafiy situations. 
The washing or scrubbing off of th^ skirt bf neat cement* 
above described, will expose the surface of tfte aggregate 

9d 



and leave the desirable dull or rough surface without any 
further treatment The appearance will then depend upon 
the selection of the aggregate. If a mortar of sand and 
cement be exposed on the finished surface, the washed 
surface will resemble sandstone. By using white sand the 
appearance will be that of nearly pure white sandstone. 
Other colors can be obtained by using diflFerent colored 
sands. 

Totpedo sand, a sand having large grains, used in the 
surface mortar, will, when the surface is washed clean of 
the cement skin, give a good appearance. The same is 
true of small regular sized pebbles or of small sized 
crushed granite or limestone, screened to % in. or so. 
Colored granite can be used with good effect to obtain a 
red, black, or gray surface. Colors obtained in this way 
are more durable and uniform than those made by use 
of coloring pigments. 

The surface treatment by use of regular sized particles 
in the aggregate and subsequent washing off of the skin 
of cement may be carried to any size of stones, even tcf 
that of cobble stones. This style of finish in pebble size 
is especially appropriate in park pavilions, concrete fences, 
etc. If a dense impervious concrete is not essential, a 
dry mixture can be used and the washing away of the 
mortar skin dispensed with. This sort of finish on rein- 
forced concrete arches can be employed by using the dry 
concrete with coarse sand, or small pebbles, or % in. bro- 
ken stone for a depth of an inch or so against the forms 
and a wet impervious concrete surrounding the steel. 

Where the concrete is molded and not plastered, there 
is an advantage in using a stiff mixture in preference to a 
wet mixture, as the forms can be removed in a shorter 
time, and the washing off of the cement is easier and 
cheaper of accomplishment than when it has a harder set. 
The lack of density and impermeability due to the dry 
mixture would make this method less applicable to build- 
ings whose character demands that the walls be not ab- 
sorbent of water. 
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Concrete of materials not affected by acids, such as sand, 
gravel, granite, and trap can be treated to a surface scrub- 
bing of a 20 per cent, solution of hydrochloric actd. This 
will remove the cement skin, even after a hard set The 
acid must be immediately neutralized with alkali to pre- 
vent penetration into the concrete, and all must be washed 
off with clean yrater. The disadvantages connected with 
this method are the high cost and the difficulty of hand- 
ling the acid to apply it and the fact that the acid that 
wastes and is not neutralized may penetrate into the base 
oi the structure and destroy the concrete. 

This acid wash may also be used to remove efflorescence 
from concrete surfaces. 

Coloring of the surface of concrete may be effected, as 
stated, by using naturally colored aggregates and washing 
^e surface. Pigments are also used. These are not apt 
to be very permanent. If used in large quantities they will 
weaken the concrete. If used in the entire body there is 
a waste of material in that which is not exposed, and it is 
difficult to get uniformity by any other means, unless it 
is a case where plastering is permissible. If pigments are 
used, it is best to mix them thoroughly with the dry ce- 
ment. A little lamp black can be used to advantage in 
ordinary concrete to relieve the dirty color of the concrete. 
This could be placed in the mixer with the cement, a given 
quantity for each bag of cement 

Concrete surfaces will not hold oil paint very well; the 
washing off of the skin of neat cement will make them 
more retentive. In any event oil paint is not appropriate 
to the nature of the concrete except for interior walls and 
ceilings. A wash of neat cement can be applied to a wall, 
or the cement may be mixed with plaster of Paris or bet- 
ter with marble dust Either of the latter will give the 
appearance of marble. In applying these the mixture 
should not be too thin or it will crock. If it is too thick 
it cannot be worked with the brush. An ordinary white- 
wash brush is used in its application. It is necessary that 
the surface be thoroughly drenched with water just before 
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the application, otherwise the wall wilt absorb the water 
in the cement and prevent settii^. The surface nittst be 
ke^ wet lor a day or so. 

Some of the tilings that contribute to unsightly appear- 
ance in concrete work are the foUowit^. Their remedy 
is evident (i) Irregularity in the natt^-e of the ingre- 
dients. This applies to the stone, sand, and cement. It is 
evident that unless the first two run uniform, there will not 
be a uniform surface on the concrete. It is also true that 
different brands of cemei^ may give different colors. (2) 
Lade of uniformity in the amoonts of ingredients in each 
batch. (3) Insufficient mixing in any or all batches of 
concrete. (4) Dirt on the forms. (5) Want of care in 
placing* tamping, spading, etc. 

Of surfaces that face upward, vertical surfaces, and 
those that face downward the latter are the most difficult 
of treatment This is of course because of tiie fact that 
generally from two to lour weeks must elapse after plac- 
ing the concrete before these can be safely exposed, because 
of the necessity of sui^x)rting the setting concrete. The 
difficulty of reaching such surfaces makes their treatment 
doubly expensive. A sandblast or scouring with bricks for 
imerior exposed beams and ceilings would be best. For- 
tunately in arches and exterior girder work the under 
Mde does not show up to any extent and can often be left 
fxyug^. 

Pavements and floors are in a class by themselves and 
offer the most satisfactory conditions for surface finish. 
Ordinary sidewalks as commercially made are often put 
down in the following way. After the sub-grade is tamped 
and the layer of cinders or broken stone for drainage is 
laid down and tamped (generally a thickness of 4 to 6 
inches) a layer of stiff concrete is placed and rammed. 
This is about 3 or 4 inches thick and is usually a gravel 
concrete of about 1 13 :6 mixture. This concrete base is 
blodced off and sand joints used to separate the Uodcs. 
Then this concrete is left until the next day, when a top 
coot of cement mortar is laid, usually a 1 12^ or i :3 mixture 
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of cement and sand or crushed granite Vl" size and under. 
This finishing layer is generally a rather stiff mixture. 
When placed, it is troweled smooth and cut into btodcs, 
the cuts being directly over the sand joints in the concrete 
base below. After hard troweling to a smooth surface a 
toothed roller is passed over the surface, to give it a some- 
what roughened surface. The advantages in this kind of 
pavement are largely on the contractbr's side. He does 
not waste any cement that wotdd be in extra mortar, if 
wet concrete were used, and some of it should flow down 
into the base of loose stone used for drainage. Without 
a rich top coat he obtains a rich skin on the tc^ of the 
pavement by troweling. Why the pavement is allowed to 
stand a day before the top coat is laid, and the union of 
the top coat with the base endangered, is not clear. 

A better method (and the method employed by some 
pavers) is to use a moderately wet concrete and to pkce 
on this without any intermission the finish coat and to re* 
duce the troweling to a minimum. Work expended on 
troweling would often be better employed, if it went to* 
ward a more tiiorough mixing of the mortar. If the mor- 
tar be placed on the fresh concrete before the latter has 
time to take on an initial set, a good bond will be effected, 
and in no other way can such bond be assured. 

Some of the faults that are very common in sidewalks 
are pitting of the surface, mapping and hair cracks or 
even large and growing cracks, and breaking off of pieces 
down to the concrete base. The latter sometimes exhH>- 
its itself in the splitting away of tbe top coat from the 
concrete base, and the pavement has a hollow sound. 

These faults arc largely the result of tiie method of mak^ 
ing pavanents above described. Excessive troweling, es- 
pecially in a mortar not rich in cement, draws to the sur- 
face a skin of cement and leaves just below it sand or 
screenings partially robbed of their cement. This neat 
cement does not possess much resistance to wear, and when 
it is worn off the insufficiently cemented sand or screenings 
^low up in spots or iMts. Another restdt of much trowel-* 
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ing is that the skin of cement thus formed shrinks in set- 
ting smd causes hair cracks or mapping of the surface. 
Sometimes large shrinkage cracks are fomred, which con- 
tinue to increase in size. Lack of proper provision for 
expansion and contraction at the regular joints intended 
CO take up the motion may be the cause of some of the 
large cracks observed. It is not enough to make a groove 
at the surface of the lavement to relieve the tension. There 
should be a complete Separation of the blocks. 

The splitting away of the mortar coat is the natural re- 
sult of insufi^dent bonding between the concrete base and 
the mortar finish. 

In contrast with the method of laying pavements above 
referred to tfie author recently observed the la3ring of con- 
crete in the floor of one of the largest reinforced concrete 
buildings in the world. While the body of the concrete 
was fresh, the surface being quite rough, no attempt what- 
ever having been made to make it even approximately 
horizontal, the mortar for the top finish was poured. This 
was of the consistency of soup. Men waded in concrete 
6 or 8 inches deep to spread the mortar about with shovels. 
Then the top surface was leveled off by working a straight 
edge bade and forth. In this work the concrete of the 
body of the floor slabs while it was soft enough to allow 
die taien's feet to sink into it, did not show any water on 
the surface for the reason ^at it was not tamped. 

If there is an excess of water in the concrete base in 
pavement work the bond may be impaired between this 
and the finishing mortar. Concrete in the base almost wet 
enough to flow, spread out to^ a uniform depth with rakes 
rather than tamped to a smooth fiat surface covered with 
laitance, would present a much better opportunity for the 
bonding of the finishing mortar. 

In steps and ol^er parts where vertical surfaces must be 
finished off it is necessary in the ordinary methods of mak- 
ing sidewalks,' to tfse stifiF concrete and to plaster on the 
tnortar, also a stHf mixture, ^s soon as the molds can be 
removed. The necessity for using stifif concrete is to allow 

104 



of early removal of the nK^ds, so that plastering can be 
done on the surface before the concrete has a hard set. 
Generally steps are troweled to a smooth &iish, though the 
treads would be better to have a rough surface to prevent 
slippmg. 

The rough surface on pavements, so desirable on steep 
grades and in fact desirable most anywhere to overcome 
slipperiness in cold or muddy weather, is obtained in sev- 
eral ways. A steel trowel must not be used in the finish- 
ing process, if any kind of rough surface is to be made. 
In fact a steel trowel should be used sparingly in pave- 
ments. If a smooth glossy surface is wanted, it should be 
made by using a rich mixture and fine sand in the finish- 
ing mortar rather than by rubbing with a steel trowel. 

In the process of leveling off the pavement when the 
mortar coat is laid a wooden straight edge is used. This 
is worked back and forth on the side boards forming the 
mold for the pavement until all of the high places are 
brought down and all of the hollow places filled in. If 
the mortar is uniform in consistency and well mixed* the 
work could stop here, so far as the gfreater part of the 
surface is concerned, and the rounding of corners and 
marking and dividing into blocks would complete the pave- 
ment. A strip about i^ in. wide rubbed smooth with 
a tool for the purpose is usually made around each bk)ck. 
The surface can be given a kind of regularity, if in man- 
ipulating the straight edge it be moved back and forth two 
or three inches as it is pushed forward making sinuous 
lines along the pavement A wooden float may be used, 
after iht surface is made horizontal by the straight edge 
or by a trowel, where a straight edge cannot be employed. 
The desired roughness can be made in this way. What 
is probably the most pleasing surface appearance for pave- 
ments is obtained by use of a wooden plate. The surface 
is stippled with this, and by suction agaii^t it a most woflc- 
manlike and artistic finish results. Another way to pro- 
duce the rough surface is to throw the last half indi or 
so of mortar with the trowel, a little at a time. 
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It is a mistake to sprinkle dry cement on the surface 
af a pavement 

To overcome the tension due to troweling, where the 
pavement is troweled, and to roughen the surface it may 
be broomed or brushed with a corn brush just after trow- 
eling. 

Where a smooth troweled surface is desired the final 
rubbing should be done a half an hour or so after the 
mortar is laid. Less cement would then be drawn to the 
surface, and the surface tension will be less. For smooth 
troweling the mixture should not be very wet. 

It is best to lay pavements in alternate blocks against 
bulkheads or vertical boards placed temporarily where joints 
are to be. Where this is not done, the concrete base should 
be marked off in blocks and separated, while the concrete 
is green, by making joints % inch wide or so, filled with 
sand or tJkr paper or other filler. The location of these 
must be marked before the mortar finish is laid, and when 
the latter is finished off it should be cut with a thin trowel 
making a complete separation and not merely a groove. 
Very little if any space is needed between blocks to take 
up expansion and contraction due to change in tempera- 
tare, but the contraction due to shrinkage in setting may 
be enough to spKt the block at some other section than 
in the groove, unless a complete separation is made. 

Pavements that are not on a grade are generally given 
a slope of ^A in. to the foot for drainage. 

There is a difference of opinion as to the proper mix- 
ture for a mortar finish on pavements. Some engineers 
would not use a mortar richer than l :2 or i rj because of 
the fact that with troweling a rich mortar will check. 
Others specify mortar coats as rich as i:i. If the mortar 
is of the same richness as that used in the concrete (e. g. 
a 1 :2 mortar for a 1:2:4 concrete) there ought to be equi- 
librium in the mass. Mixtures of 1:1% to 1:2% with 
granite screenings that will pass through a sieve having 
% in. meshes give satisfactory' results. The former is 
much used in high class pavement work. Particularly 



glossy surfaces are obtained by richer mixtures, using as 
rich as i :i. Such pavements, while they may be good in 
the interior of buildings, are too slippery for out-of-doors. 

For hard smooth surfaces fine sand may be used. Fme 
sand should only be used in a rich mixture. For a rougli 
surface or in leaner mixtures use coarse sand or screen- 
ings. 

Plastering on vertical surfaces of concrete should be 
avoided where practicable. It is often necessary, however, 
and when it is done, special precautions should be taken 
to make the plaster adhere. If it is not important that the 
body of the wall be dense and impermeable, plastering 
will adhere better, if the concrete be made dry, on account 
of the rough surface. There is a further advantage in 
using dry concrete, if other considerations do not demand 
wet concrete, namely; the forms can be removed soon 
after the concrete is placed and before the cement has a 
hard set. It would be well in some cases to wash or scrub 
the surface or to pick it before applying the plaster. Lime 
paste mixed with the cement and sand for plastering in- 
creases the adhesion and lessens the tendency for hair 
cracks to form on the surface. Lime delays the setting of 
the cement and makes it easier to work. Lime paste can be 
used in quantities up to an equal amount with the cement 
If a hard surface is desired, less Hme would be used. In 
this plastering, as in pavements, it is well to go over the 
surface with a brush or broom after troweling to relieve 
the tension of the cement. In plastering piers and abut- 
ments the trowel marks can be removed by brushing hori- 
zontally with a whisk broom. The surface appearance is 
greatly improved by this means. 

A simple, and inexpensive mode of plastering is what 
is called a splatterdash coat. The mortar is thrown or 
splashed against the surface with a paddle.' An effective 
rough surface can be made in this way. The methods 
used on pavements to produce a rough surface, by means 
of wooden floats and stippling, can be employed to good 
advantage on walls. A rough surface is generally 'better in 
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aiftpiearancc an4 l^s \\Me to crack than a smooth surface. 

A method recommended to secure a good bond is as fol- 
lows» First the ^ur^ce is washed, then after thorough 
drenching with water a coat of seat cement grout is brush- 
ed on. While this is still wet a coat of plaster about % 
in. thidc is put on* Succeeding coats of the same thick- 
ness are applied about an hour apart until the desired 
thickness is attained As a finish the last mortar may be 
thrown on, to give a rough surface. 

Plastering should, in general, be resorted to only to fill 
in holes and to smooth over rough places. A plaster coat 
should either be very thin, that is, just enough to fill ir- 
regularities, or it should be one to three inches thick, so 
that it will have some strength in itseli 

In maki^ steps the forms should be of planed boards. 
The mortar of the concrete should be worked up against 
the forms in a manner heretofore described Upon re- 
moval of the fonps the surface can be made smooth by 
plastering up saxy holes with a i:i or i;2 mortar and by 
using the same in a wash over the surface, rubbing it 
smooth wjth a wooden float or with a scouring brick. 

"ifi s^a w^lls it js well to have as smooth and dense a 
surface; as possible* This is to prevent penetration of the 
salts. 

It is s^id that mortar that has set i^ for 3 or 4 hours 
will adhere better as a plaster and shrink less than fresh- 
ly mixed mortar. 

'On a di;y> hard surface a plaster coat or floor flnish 
sbpuld be 9 or 3 indies thick. 

On a t^k wall or on cinder concrete nails can be driv- 
en in t9L. anchor the plaster, or expanded me^I or ^ther 
metal lath can be nailed on and plastering done on this 
base. Old brick buildings can by this means. be given a 
9tm^nt^shi which, wh^ properly done, enhances their 
^ppeana^ice very greasy. _ / 

0}d' wooden, floors can be covered with a flnish of ^ 
in. cor niCMPc of a cx^ncrete n:iade with saw dust as one of 
*h<B >M^eg9^te3. Xh^s, too, is anchoi:ed to the floor by 
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means of nails driven into the wood. The use of this kind 
of floor finish on i^ew concrete floors has not received the 
attention and trial it deserves, possibly on account of the 
lack of workmen skilled in its manipulation. 

Common sense and artistic judgment are probably vio* 
lated more in the matter of the finish for cast blocks than 
in any other line. There are probably more "rock face" 
blocks made than any other kind, and there is nothing more 
absurd than an imitation of rock faced stone blocks in cast 
stone work. Cast stone or concrete blocks can never have 
any standing so long as their very appearance holds them 
out to be what they are not. It is legitimate to tool dress or 
finish concrete blocks or artificial stone, but it is not legiti- 
mate to cast in them an imitation of a dressing which they 
do not receive. Rock faced Is the name given to the finish 
of stone that has been rough dressed. The surface is the nat- 
ural fracture of the stone. No mason would attempt to pro- 
duce this appearance by carving the entire surface. It 
would not be economical in concrete blocks to break off 
enough of the surface to produce this effect, even if the 
concrete should possess the property of fracturing in this 
way. Its sole beauty lies in its irregularity and in the fact 
that H is a natural and not an artificial result. In con- 
crete blocks regularity is necessary and painfully manifest. 
It would be as rational to carve a human face in the rugged 
side of a mountain of rock to enhance its beauty as it is 
to cast a rugged face in a molded block. 

A very satisfactory surface is obtained in concrete by 
tooling. For rough work a pick may be used to break off 
the outer skin. Light pidcs may be employed on the stir- 
facc while the concrete is rather green. A cheap artd effec- 
tive finish can be obtained in this way. This is especfaHy 
suitable for factory buildings. The picking is done, light- 
ly, and it is said that a workman can fihish i,ooo sq. ft 
a day. A pointed chisel may be used for the surface of 
heavy walls. Smaller work may be crandalled. Btish ham- 
mering is another method employed; this may be done by 
an unskilled workman. To avoid a broad expanse of flat 
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Otirface the wall should be laid off in pjaaels. A good way 
is to .divide the surface into Uocks hy nailing triangular 
str^ on the forms. The V shaped grooves would not be 
di:essed, but only the flat part 

For chisel dressing allow % to % in. to be removed by 
the tool. Bush hammering on a good flat surfeice need not 
cut in aiqr measurable depth. All arrises should be round- 
ed to about %. in. radius. A file can be used for this pur- 
pose. Dressing with hammers should not be done before 
the concrete is a month or two old. Small stones are apt 
to be dislodged by the process, unless they are firmly ce- 
mented in. 

On some kinds of artificial building stones a tooling ma- 
chine of carborundum wheels is used. This can be used 
on very tgreen concrete, as it grinds soft and hard spots 
alike and does not jar the stone. The surface finish is very 
good. 

Where compressed air is available, pneumatic tools for 
crandalli^g . or otherwise dressing the concrete surface 
would be economical and satisfactCMry. 

It may be found difficult to dress the surface of a con- 
- Crete made of a hard gravel. The stones may be gouged 
out of the cenient before they will break. 



Forma for Concrete Work« 

Fotms should be designed so that they will retain their 
shape, until the concrete has hardened sufficiently to be self 
sup^rting. Hemlock should not be used, except in the 
roughest kind of work. Spruce and pine are preferable. 
Kiln dried lumber or thoroughly seasoned lumber is not de- 
sirable, because the dry wood will swell Green wood is 
also undesirable on account of liability to check and warp. 
Par^ aeafened lumber is best 

Whether or not lumber should be planed will be deter- 
mio#d britht kind of surface desired. Dry concrete does 
not r««ttire tight forms, since there will be no liquid mor- 
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tar to ron out of the cracks. For wet concrete the ^Mrms 
should he as tight as possible. Cracks majF be filled, ^hefe 
necessary, with putty or clay or plaster of Paa4s. In: ^/titr 
to prevent excessive pressure and heaving ol fottns tliae 
to swelling the boards can be planed beveled on One edge, 
the fun width being against the concrete. The narrow edge 
of a board will then be brought in contact with the wide 
edge of the next. Closer fit can also be secured. ■ 

For fine work it would be well to shellac the wood to 
prevent penetration of water and consecjuent swelling; If 
end grain is in contact with concrete* it slto^ld be covered 
with shellac to prevent absorption of water. 

Tongued and grooved boards are best -for a smoo^ sur- 
face, though they are more expensive. Boards surfaced 
on one side and on the edges are good enough for most 
work. 

The thickness of boards used for sheathing or lagging 
should be such as to keep deflection within Hmiltf. The 
thickness will be determined more by* the amount of deflec- 
tion than by the extreme fibre stress produced by the lo*d. 
In general, to avoid springing, i in. boards shotdd not be 
used on wider spacing than 2 ft. between studding. The 
span for 1% in. plank should be not moi^ 1§ian 3 ft. and 
that for 2 in. plank not more than 4 ft. for vertical loading. 
Wider sp^cing^Jhrin this can be .used, where the pressure is 
lateral, a^ in walls up ^ klidW 4 f5if<ir f%'iA.' pmnk and 
6 ft. for 2 in. plank. 

For the under side of floor slabs generally one inch 
boards are used, with studding 16 to 24 in. apart. For col- 
umns and the sides of beams one inch boards may also be 
used running lengthwise and held in place by outside forms 
made of 2 in. x 4 in. or larger sized pieces. These may 
be spaced at intervals of about two ft. and Jielii hi place 
by nieans^ of bolts in the case of columns or be wedged 
against those of the next Beam in the case of beams^ A 
heavy plank along the bottom of a beam would serve to 
support the weight on the shores $nd aHoW tbt tmXkd^^l 
of the side sheathing itt advance of the bottom 8U)^i*ts. 
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Nailing should be recKicfedto a mitAanm, as the Jar ih 
knocking off the forms, if nailed, i» injurious t6 the cdn- 
sffeM, aim tfte wood vrlM be rendered wifH for eondmied 
use by repeated nailing. Bolt» and wedges should be used 
where possible to hold the studding in place. 

Thidc plank will be found more economical than linn 
boards, if used many times, as they will hold their shape 
better and last longer. In sewer, culvert, and arch wotic 

'thiek lagging, sa!y 2 in. plank is generally used. 

Cutting of ^e wood should be avoided as mudi as pos- 
sible. 

' Where there is much duplicate work, great saving can be 

^effected by making the forms in such way that as large 
sections as can be conveniently handled can be made up 
into units. These units will consist of frames, say of 2 
in. X 4 in. pieces, to which the boards are nailed, the frame 

to be rigid enough not to warp in handling. In high walls 
these units are very useful. In a retaining wall, for ex- 

i ample, if one side only of the wall has studding, the other 
side may be brought up by use of these units. If two 
sets are employed the work can proceed as follows. First* 
one set is placed in position, being blocked the proper dis- 
tance from the back sheathing of the wall and held there- 
to by means of bdhs passing through or by means of wires 
drawn up taut by twisting. Then, when die concrete is 
nearly up to * the top of this r6w of frames, another row 
is phiced above in the same manner. Whetl the space thus 
formeid is fified, the concrcfe bilow will proteWy be self 
supporting. The fiiist row of units can th^n be removed 
and pluted above the second^ ahd so on. In the same wiy 
the ionris of a chimney or tank can be made iit segfmental 
units for both inside and outside. With two or more sets 
of these, say 3 or 4 ft. in depth, the woi*k Can proceed con- 
tinuously. One set only of the units requires guides or 
bracing to bring aAd hold them to fifte. It is generally 

' beit to brace the Inside. 

Forms foi» floor tlabs may also tie made in units, say 

• 3 or 4 pieces to a panel, or more fteeef#if the ^anels^ate 
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;large. Designiiig the. flopr so.tbat ^e ptaels are unilbrm 
in size will greatly facilitate ^e constmctioii. 
.Beams and girders sbould be given a small <^mbeiv «^ 
an inch for every jojfo. of span*! 

Wires are very often uaicd to hold forms asainst ^iread- 
inf. , These can be cut o0 with cutting pliers at the sur- 
face of the concrete, or, to prevent rust staiiis, they^naaiy 
be cut with a chisel below ^be surface and the hole plas- 
tered up. Bolt^ ar^ sometimes uf e4 for the same >tupo9e 
and removed with the forms. To prevent SBMlhesion to the 
concrete these may be run through gas pipe or tin ttibes, 
which remain in the; concrete^ If the gas pipe or tin tube 
i^ brought out nearly to the surface and the end atuiM 
with cloth or waste to prevent admission of con^ete, the 
bolt may be drawn out. The ws^ste packing can be i^- 
moved and the hple plastered up. 

Wooden,blocks used as spacers must be restovedas om- 
crete is placed. No wood should be left ia concrete, either 
by accident or for any structural feason* Wood buried 
in concrete will su0er dry rot, as it «axmQt season. 
. Tie rods or bolts should not be close to the edge of the 
concrete, a^ they, are liable to break out pieces of con- 
crete in removing. 

. In sewer work for sewers of sul]|<;ienit diameter for men 
to work in, it is a good plan, as stated, elsewhere, to omit 
lagging on the invert ,up to a point where it is needed to 
prevent flowing of concrete* This aifords better Qppor- 
[tunity to place and compact the concrete as weU as to 
trowel the surface to a smooth finish. The ribs would be 
in place just the same to guide in forming the sewer. 
I^oose. lagging can be used on the upper part of the sewer. 
This aUows. easy removal as the , work advances. Loose 
lagging 09 culverts and arcdies is often 4^irab)e. 

Vertical props should, in general, be braced together. 
Tt^s prevents accidental dialodgeifiept atj^ preveht9 sway- 
ing of the structure. The props or shores should rest on 
solid footings and should be, so designed thaA they ea« be 
the last pieces r«noyed.^md that th^ can be left in place 
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even after the concrete is self supporting. Sudi a coikB- 
tion is often desirable in a building where a floor is support- 
ed by prop» to a floor bdow» the latter being just capd>k of 
self support. It may be necessary to allow the shores to 
remain in the successive stories dowti to the foundation^ 
in order not to strain these floors with load they are not 
designed to carry, until the top floor is self supporting. 
There should be pn^s under the girders close to columns 
so as to relieve the green concrete of the columns of the 
weight of the floors. 

Props should have double wedges of hard wood under 
them, so that they can be removed without jarring the 
concrete and so that they can be eased off without removal, 
in case it is tiot positively known that the concrete is thor- 
oughly hardened. Very heavy posts as ^ those supporting 
long span arches could rest in sand bi^es arranged with 
gates to let Out the sand and lower the posts by this means. 

For a unit compression on posts i,ooo lbs. per sq. in. 
is recommended for pieces whose unsupported length is 
ten times the least width or less, and 400 lbs. per sq. in. 
for pieces whose unsupported length is forty times the 
least width. For other ratios proportionate values axe to 
be used. Lengths more than 40 times 1^ least width 
^ould be avoided. 

For beams a unit of 800 lbs. per sq. in. is recomifiended. 
If the span in feet be divided into the coeflicient C, in the 
f<41owing list of common sizes, the result is the total weight 
in pounds that the beam will carry as a uniformly distribut- 
ed load. 

2x 4, 0=3840 

ax s» V C=4440 

2x6.... C= 6400 

2X 8, 0=11400 

2 X 9, €s:t440e 

2 X 10, €=17800 

2 X f2, 0=^5600 

3x14, .^,...,i C3^;2a7o 
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.3x15, ..-» C==a6oooo 

4 X i6, ; C=591020 

As >an icxample, sujipose it is. 4e8ir«d to know tf^e size 
of joists required to ctrry a 6 ia. slub oi concrete on joists 
spaeed i8 in. apart, the spaa being lo ft and an acoidei^al 
load of 75 lbs. per sq. it being provided for. The total 
load carried, by a joist is (75 "+"75 or 150) x 10 x 1.5 = 
0250 lbs. Reversing the rule above given and multiplsring 
this by the span length we have C = 22500. Hence 2 x 12 
joists would be needed. 

The depth of beams $hould generally be between one- 
tenth and one-twentieth of the spaa Beams deeper than 
one-tenth will be overstressed in shear, when strained to 
their capacity in bending ; beams shallower than about 
one-rtwentieth will deflect too much under lo«d. 

In profMortioning the forms allowanoe should be made 
for aiccidental load that may be placed upon the floors in 
the processes of xxtnstructjon. A uniform load, of 75 lbs. 
per sq. ft. ior slabs and of ^ lbs. per sq, ft lor beams and 
girders oug^t to cover this jcontingency* as well as the 
weight of forms, except where, t/je .forms are unusually 
heaify. . . ' , 

The lateral ^essure of the' green concrete may be taken 
as equal to that of water, keeping in view the amount ol 
concrete that will be placed at one. time. 

There should be a door at the. bottom «f column fonwi 
to aHow clisaning out before concrete is placed. Also the 
bottom board in wall forms and girder forms should be 
placed last where practicable. 

Collapsible fotms for tunnels* culverts, find sewers are 
often ma4e use lof. Sheet steel is sometimes used in place 
of lagging of wood. Forms that are not collapsible may 
often be removed by revolving about the ' vertical axis ; 
then if the Istgging is loose and not uailed^ the form can 
readily be removed and placed forward. 

A good and economical form for circular columns can 
be made of sh^t steel. It may be made of two semicircu- 
lar sections, flanged and bolted together. 
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In bracing forms wooden pieces should be used, generally 
2x4 scantling. Wire ropes shoukl not be employed ior 
this purpose in any case, as the stitch in these may be 
disastrous to the structure. 

In heavily battered walls, as the wing waHs for an abnt- 
ment, a cover on the sloping part of the wall is generally 
necessary. This should be removed as soon as possible 
so that the top surface can be plastered and made inper- 
vious. If much wet concrete is poured at a time in such 
wall, it may be necessary to tie down the cover of the slop» 
ing portion to prevent its being lifted by the pressure of 
the concrete. It could be anchored by wires into the body 
of the wall. If secured only to the side forms, the pres- 
sure mig^ lift these. 

In footings and retaining walls, instead of having a heavy 
batter, steps are usually preferable, with the trbad slo^d 
So as to shed water. This is especially true when 'dry con«- 
crete is used, as it allocs acce^ to the concrete for tamp^ 
ing. 

Lateral pressure of wet or of tamped concrete must not 
be overlooked in the building and bracing of forms. The 
sides of beam and "wall forms should be held against spring- 
ii^ by bolts and wedges, where practicable, or by stiff 
t»*aces. 

A suggested sdiekne for slab and beam forms is as fol- 
lows. Use a heavy plank under the girder 4 in. wider than 
the girder. On tc^ of this nail a one inch planed board, 
the width of the girder, along the middle of the plaidc 
There will be a 2 in. margin oneadi side* One incfe of this 
will be taken .up with the side boards ior the girder. The 
other inch wiH be used as a ledge to support the joists for 
the slab which can be blocked up by nailing them to the 
vertical stodding for the sides of the girder. If strips be 
nailed liglrtly to these Joints and Prodding, and if the 
sheathing ior slabs and girders be xmiled - together yriA 
cleats tfk form units, there will need to be but little. nail^ 
ing into the wood in contact with the cohcretiB. The heavy 
pla^ und» the girder should be sitptK>rted by ^ropt J 
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to 6 ft ai>art. For heavy girders it may be stiffened by 
knee braces to the props or by a pair of joists nailed to the 
•tide of the props. By the above described arrangement 
the forms under the slabs and on the sides of girders may 
6e removed and used elsewhere while the weight of the 
girders is still on the shores. 

It is important that columns be plumb and that beams 
be straight and true to line. Before beginning to place the 
concrete all forms should be 'brought to correct position 
and true to line and seairely braced. Warped and inclined 
surfaces of walls, intended to be i^ane and vertical, and 
wavy copings are very unsightly. 

Sharp comers in the concrete should be avoided. The 
arrises should generally be either chamfered off in the 
mold or trimmed rounding when the forms are removed. 

In dividing a ¥rall into blocks the joints should be V 
shaped, either sharp or truncated. The recess should not 
have parallel sides, as the withdrawing of the molding 
pieces would break off spalls of concrete; also the con- 
crete will not as readily fill in around the squared recess. 
The same is true of moldings. These should not have re- 
cesses with parallel sides. Surfaces that face upward 
should in general, have a slope outward so as not to bind 
on the forms and so as to allow concrete to be more easily 
Worked under the form. Further, such surfaces will turn 
the water and absorb less. 

The design of the work should be made with a view of 
reducing to a minimum the difficulties inherent in the hand- 
ling and placing of concrete and with an appreciation of 
the skill of the workmen executing the plans. Moldings 
vhotiki be as' simple as possible and in conformity with the 
construction. Small arches and buildings should have 
light moldings and balhistrades, where any are used. Mas^ 
sive structures should have bold and massive ornamen- 
tation; Fine details should not be attempted on out*door 
work. These can be executed by use of Ihne or plaster of 
Paris in conjunction with cement for indoor ornamenta- 
tion* Ihntatimis should be avoided. Broad pktn surfatcet 
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should be broken up by paading wbere pra^^Ue; the : 
heavier the work the more massive and bold the paneling 
should be. 

The Properties of Concrete 

Contrete partakes of the properties of the stone or othet 
aggregate from which it is made, though these properties 
are affected by the mortar with which the aggregate is ce- 
mented together. The property of greatest importance is 
the compressive strength, 'the compressive strength of .the 
concrete is in general less than that of the stone of the 
aggregate. The unit compressive strength tested in eubes 
is generally less for small cubes than for large ones. It 
is greater for flat discs than for cubes, the flatter the disc 
tiie higher .the unit 

On account of the many factors that enter in the manu- 
facture of concrete affecting its uniformity, and on account 
of the very nature of concrete, being a non-homogtneous 
substance, laws that are even approximately exact cannot ' 
be written that will tell the compressive strength without 
allowance for a liberal variation. If the dimensions of the 
specimen were greatly in excess of the largest piece of the 
aggregate, unit results would no doubt be more uniform. 
Sand and cement in ordinary sized specimens give more 
uniform units than concrete, because the grain of sand 
bears so small a ratio to the size of the specimen that It is 
possible to test. 

The best that can be done in the matter of establishing 
a unit value for concrete in compression is to take average 
values of a large number of tests made under different 
conditions, and in design to use a liberal factor of safety 
to cover irregularities and imperfect work. A standard 
concrete shotdd be used in reinforced concrete, and uni- 
form conditions should be striven for. The cube is prob- 
ably the best standard for compressive streiq|th» and its 
size should be from 8 to 12 in. so as to minimize the , 
effect of non-uniformity. 
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When deposed to or<fittary eondftiofis of weather, i :i 14 
concrete will attflin in two or titree nlontfts a unit strength 
of 2,000 to 2,sc>o lbs. pef sq. itt. Carcfnlly treated specimens 
placed in water^ or kept under «over and damp, attain 
strength of 2,500 to 3,500 lbs. per sq. in. or even 4,000 lbs. 
It is not possible to realii^ this latter in ordinary work. 
The former represents more nearly average conditions in a 
structure. 

The table of tests on concrete cubes in the five pages 
given herewith are taken from Municipal Engineering, 
January, 1903. The specimens were nearly aft 12 in. cdbes. 

The strength of concrete in cribes has only limited ap- 
plication in the proportioning of the parts of a structure. 
In plain con<irete column^ of even a few diameters in 
length, and in cohnnns having small longitudinal steel rods, 
a safe unit, if based on the strength of a cube in compres- 
sion, should have a large factor of safety to cover the un- 
certainties. A factor of safety of eight or ten for concrete 
in such cfondition would be about equivalent to a factor of 
safety of four for concrete confhied as in a reinforced con- 
crete beant or slab, using in each case the unit determined 
by the cube as a basis. Carefully prepared specimens load- 
ed exactly centrally, as near as it is possible to effect this 
condition, are not safe guides to the design of members 
made by unskilled labor, whether or not that labor has 
competent supervision, when the facts are such that a lit- 
tle variation from perfect conditions makes a great varia- 
tion in the unit stress. In beams and slabs the concrete 
under stress is confined and braced in such a Way that a 
bad batch of concrete or poor work has not a very defri- 
mental effect on the compressive strength. Many design- 
ers fail utterly to appreciate the fact that in columns oi 
plain concrete, or Concrete and longitudinal rods, ihe con- 
crete is under entirely different conditions than in a beam 
or slab; and that these unfavorable conditions in the con- 
crete column are in parts of the strticture whose "fkilftre 
means a menace to the entire structure. 

The tensile strength of concrete is from one-tenth' to 
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one-fifth as much as the compressive strength* It is a 
more uncertain property than the con^>res8ive strength* 
In , general the tensile strength of concrete does not enter 
in the computation of the structural strength of reinforced 
concrete. It is not thereby eliminated from the problem. 
It has an effect on the location of the neutral axis^ a fact 
very generally ignored by manufacturers of fine fqrmu^ 
las. It has further an important bearing on the calculated 
deflection of a beam. The tensile strength of good concrete 
suitable for reinforced concrete, well aged, is from 200 to 
500 lbs. per sq^ in* If a reinforced concrete beam be de* 
signed for 500 lbs. per sfi. in. extreme fibre stress in com- 
pression, and the concrete would stand 500 lbs. per sq. 
in. in tension, the beam could be coi^eived to act for safe 
loads entirely as, a concrete beam. Assuming a modulus 
of elasticity of an average, valuer equal for both tension 
and compression, the deflection could be computed as for 
a timber beam. For example if the modulus of elasticity 
is 3,000*000, the deflection at 500 Iba per sq. in. would be 
(by the ordinary deflection formula), for uniform load, 
the square of the span in inches divided by 28300 times 
the depth of slah or beam out to out^ in inches. If then 
the depth of slab or beam, out to out, is one-twentieth of 
the span, the maximum deflection would be the length of 
the span divided by 1440. If the depth is one-tenth of the 
span, the maximum deflection would be the length of span 
divided by 288a 

The foregoing rule will give the deflections that may 
be looked for in reinforced concrete floors that are carry- 
ing their loads safely without cracks on the tension side of 
beam or slab. This is seen to be small. It will be inverse- 
ly as the modulus of elasticity. Thus for a modulus of 
6,000,000, it would be half as much as for 3*000,000, and 
for 1,500,000, twice as much. If cracks occur" in the con- 
crete, the deflection will be greater. Also if .cracks occur, 
the steel will, at the crack* carry all of the tensile stre^. 
This is doubtless what takes place in many heams, namely, 
the concrete carries all or nearly all of the tensile stress 
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u^ to the point of its tiltimate atretqgtH; but there is die 
pbssilHHt^» always {Mresent, of the concrete craddng and 
throwing' the enttre tenskn -on die steel. This asiiiii^^tion 
of the alction of the ^itiressesih a rithforced concrete beam 
does not carry with it warrant for using any kss steel 
than would be used ti* the concrete were totally widiont 
tensile strength, neither from the stand^int of the unit 
stress that the steel niay take nor from that of the allowed 
stretch. One crack in a beam will throw all of the stress 
on the steel, and; if 'the elongation of the steel is excessive, 
other cracks would be a natural consequence^ 

In the matter of the shearing strenifth of concrete ex- 
perimenters have reported widely different results, varying 
all the way f^om equality with the tensile stTetigth to equal- 
ity with the concessive strength. This wide variation 
in the unit shear iomMl by dilFer^it obsenmpt is jtt9t what 
might ht expected In a materia such as concrete, but the 
failure to grasp its melining on the part of engineers gen- 
erally is not so easily Understood; Elsewhere in diis book 
(Shear on Concrete and Its Bearing on the Design of 
Beams) the author has pointed out that, according to Mer- 
riman's well-knowtt formula -for combined shear and ten- 
skMi, if the tension on a section in ^iear be zero, the ten^ 
siU unit stress due to shear alone is eqnei to the shearing 
unit stress. It is iht simplest Idnd loi reasoning to deduce 
the proportion ^at. unlctss a section in shear is in com- 
pression at the same time to overcome the tension resulting 
from the shear„ the shearing strength of the 8ftctk>n cannot 
exeeed the tensile str^gth of the concrete. 

Hie modulus ol transverse strength of concrete, or the 
calculated extreme fibre stress of a plaitl concrete beam in 
bending at rupture; cannot be much more than the tensile 
strength per sq. iti. Experimenters have found it to be 
between one and one and one-half times the nniti^ tefisile 
strength. A safe value, where stone concrete is to be in 
bencitng is about 50 lbs. per sq. iti. 

The modulus of elastieitv of concrete is the subject of 
this paragraph. Modulus of elasticity is sometimes defined 



as the ratio of stress to strain^ -with s|re»s^ further deteed ; 
a^, .^ dxiftl Joad ^^d 3tr^ ;the deforrnation (stretdj of , 
shortening-) The stress would h^ jmppiXMls per sq.. in.', 
and ^he "strain*' in iine^r dimensions, it is elementary 
arithmetic that there can/ex^t no .»u^ ithii^g as a ratio be- . 
tween pounds and inches, or lietween any m^sure of 
weight and another ol leng^h« . Evefi, 11 a liJ^ral meaning -• 
is applied to the ratio, it necessitates an explanation as to 
the terms in which the "strain" must be given. This 
forced meaning of the word strain is totally unnecessary 
and does not possess the rede^ning feature c^ being con* 
venient The language is rich enough in terms to express 
the pai:Uci^Ur so-called strain relerred to to dispense with 
a blai^cet term that must be further defined to make its 
meaning clear in any particular case. Deflection^ for beams, 
stretch or elongation, for tension mfeosber^, and shortening^ 
for K:ompi:e^ion members, are sulBciently succinct to need 
no explanatory notes. The. modulus of elasticity is de- 
fined 'under the heading of Steel lor Reinforced Concrete, ; 
and its definition will not be repeated here. The modu- 
lus of elasticity of concrete varies from one million or less 
to five or six million. It varies with the intensity of stress ; 
it varies with the kind of aggregate used ; it varies with the 
amount of water used in mixing; it varies with the atmos- 
pheric condition during setting. An average value may 
be 100 per Cent. too. freat or 50 per cent, too small. Added 
to the absolute uncisrtaiaty of its value as d^rmined in 
plain concrete te^ shf inkage of the concrete vitiates as- 
sumptions as to relative extensiotis of concrete and steel 
jointly. stressed. The workability of formulas is immense- 
ly hampered by introduction of the modulus of elasticity,. 
If this brought in any iieeded factor or. tended to accuracy, 
it mis^t be justifiable. It does neither. It is merely a use- 
less refinement <d absolutely no valu^ from any standpoint 
whatever^ 

The adhesion of concrete to steel is: generally stated as- 
one of the useful pro|)erties in the combination of cqn- 
Gvete and steel Concrete plastered on flat surfaces of steel 
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will adhere, only indifferently. When a steel rod is embed- 
de4 in concrete,, and the concrete is allowed to set in the 
air, the shrinkage which results causes the concrete to 
gn:ip the steel rod, and the combination of adhesion and 
friction due to the gripping makes the rod hold in the con- 
crete. The force necessary to pvill a rod out of concrete 
of I :^ :4 mixture, properly made,, will be found to average 
abput 500 lbs. per sq. in. of the surface of the rod em- 
bedded. This is the unit found on ordinary commercial 
steel. On su?h surfaces as that of cold rolled steel the 
adhesion is not so great, but cpld rolled steel has no place 
in reinforced concrete construction. The surface of hot 
rolled s^eel isv su&i^ ntly rough to give the above value in 
adhesion. In the ca^e of, a unit such as this a liberal fac- 
tor of safety shquld be en^>loyed,, because of the fact that 
imperfect concrete or poqi; work will greatly diminish the 
available strength^ A safe unit for this adhesion is 50 
lbs, per sq. in. Rou^d or square rods embedded 50 diame- 
ters in concrete at this unit would require a force of 10,000 
lbs. per sq. in, to strain the adhesion to. 50 Ibs^. per sq. in. 
Fifty diameters is therefore a proper depth to anchor a 
plain round or square rod beyond the point where its full 
stress occurs. 

The coefi&cient of exp^ansion of concrete, for temperature 
variations, does pot differ much from that of steel. Its 
value ranges between .oopooss and .0000065 per degree F., 
while that, of steel is ^bout constant at the higher value. 
The approximate agreement between the coefficient in steel 
and concrete is of great value in reinforced concrete con- 
struction. If there were a large difference, change in 
temperature would disrupt, a concrete member of a. struc- 
ture in which steel were embedded. 

Con<?ret^ has* the useful property of being probably, the 
best, preservative of st^el knpwn.^ Even ^teel that is son>e- 
what rusted will, after being buried in concrete for some 
time, otten.be found to be, freed of its rust . It has been 
thoroughly established 1;hat steel buried in, gpod wet con-. 
cr^. will h^ permanently preserved. To. insure the pre- 
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servation of the steel a wet concrete is needed and one 
that has a liberal proportion of cement. Dry, rammed con- 
crete is porous and not a suitable constituent of reinforced 
concrete construction. It cannot be expected to preserve 
embedded steel. 

Another valuable quality of concrete is the capacity to 
resist fire and not only to retain its integrity and the great- 
er part of its strength through fire, but also to act as 
protection to steel work. There is perhaps no better fire 
protection commercially available for steel or cast iron 
columns than a few inches of cinder concrete, preferably 
held together with rods or a mesh of steel of some sort. 
Not all concretes have the same fireproof qualities. Cinder 
concrete is one of the best, if the cinders be completely 
burned, for the reason that the aggregate itself being un- 
affected by heat and the sand being practically so, there 
remains only the cement that can be attacked by the fire. 
Also, on account of the cinder concrete being porous, its 
conductivity is low. The concretes that are best for fire 
resisting are those in which the aggregates are least affect- 
ed by heat. Sand and gravel are among the best of the 
hard stones. Broken brick would make a good fireproof 
concrete. Sandstone and trap are also good. Granite is 
not so good, though with the granite broken in small 
pieces, granite concrete would stand fire better than solid 
granite. Limestone and marble are not good fire resistants 
on account of the fact that the heat calcines them, turn- 
ing them into quicklime. Under the heat of a fire solid 
stone cracks and spalls off in large chunks. Concrete, and 
especially reinforced concrete, acts quite differently. The 
sharp corners will spall off for a small depth, but the 
broad surfaces will be affected by a calcination acting from 
the surface in. The depth to which this calcination acts 
will depend upon the time the fire lasts. It is a slow pro- 
cess and is rendered more so by the lessened conductivity 
of the calcined stone. A long continued fire may only affect 
the concrete an inch or so. The driving off of the water 
chemically combined with the cement absorbs a large 
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amount of the heat of a fire. The water does not separate 
from the cement until a temperature of about 500 to 700 
degrees F. is reached^ and it requires a much higher tem- 
perature than this to complete the dehydration. G>ncrete 
conducts heat so slowly that a column of ordinary size 
would have to be in a hot fire for many hours in order 
to have the high temperature of the fire penetrate to its 
center. 

Concrete may be used for flue linings where the tempera- 
ture does not exceed about 600 deg. F. Neat cement tests 
made at the Watertown Arsenal in 1902 did not show any 
decrease in strength up to a temperature of 600 deg. F. 
Small specimens of concrete heated in an oven until the 
heat penetrates the interior begin to lose strength at about 
600 deg. F. for trap concrete and at about 500 deg. F. or 
less for limestone concrete. 

In Engineering World, Jan. 4, 1907, some tests are re- 
corded that purport to show the benefit of tile as a fire 
protection and the fallacy of depending on concrete for the 
purpose. As these tests have been given wide publicity^ it 
is pertinent to examine them and weigh their value. Leav- 
ing out unimportant details and giving results in close ap- 
proxiraations» the testes were as follows. A column about 
10 in. square, of limestone concrete, at the age of 2^ months 
stood a crushing load of about 3500 lbs. per sq. in. Another 
column, identically made, and surrounded with 3 in. of solid 
porous tile, laid in cement, with metal fabric in the hori- 
zontal joints> was subjected, at the same age to a heat of 
1500 deg. F. for three hours. Without applying any water 
to cool the column, presumably, as no mention is made of 
applying water, it was. tested the next day and stood sub- 
stantially the load carried, by the column that was not sub- 
jected to the fire. 

Another column, identically made, was subjected to the 
same ' heat test as the second, without protection, and at 
the same age. After the fire test water was applied. This 
column failed under about 700 lbs. per sq. in. 
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The points about these tests that ' deserve mention are 
these: 

Xa) The columns were of limestone concrete, a 1ma- 
terial acknowledged to be poor as a fire resistant 

(b) The tile used for protettion was solid and not, as 
"^'ery generally used, hollow. 

(c) The tile was reinforced in the joints with steel 
mesh, a very unusual and expensive construction. 

(d) The tile covered column was not, apparently del- 
uged with water to test its integrity, while the concrete col- 
umn was so treated. 

(e) One hundred by 700 equals 20 by 3500 ; hence, if we 
consider that a shell of concrete was totally destroyed by 
calcination in protecting the inner core, an area of 20 
square inches remained good for the full unit load. This 
means that a thickness of 2% in. of concrete was needed 
to protect the inner core, as against 3 in. of tile. To in- 
crease the dimensions of the concrete column by 3 in. each 
way would be very much cheaper than to add 3 in. of tile 
of any sort, arid the result is a coluriln that is vastly more 
rigid than would be the tile^overed column. 

(f) If we make allowance for the slenderness of the 
core remaining sound in the bare column subjected to fire, 
the comparison in (e) would be still more favorable to 
the concrete as a protection; since the slender column 
would not be expected to stand as high a unit stress as 
the original column. 

If one of these columns had been made 16 in. square, and 
had been tested on the same basis as the tile-protected one, 
it would no doubt have shown that much less than a 3 
in. thickness, eveh of limestone concrete, would serve to 
preserve the core. This is on account of the fact that the 
larger core would retain for a longer time a low tempera- 
ture, not destructive to the concrete, and would take up 
more of the heat that wbuld otherwise be conducted to the 
interior. 

Concrete is superior to tile as a fire protectioh. Tile, on 
account of excessive expansion under high heat, will break 
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ap, when m long elemetrts, as snrrbuncfing columns or in 
floor archts or in partitions. This was strikingly exhibit- 
ed in the Baltimore and San Francisco fires. In hollow 
blocks of tile or concrete, on account of the fact that the 
thin shell becomes heated in a short time, the expansion 
will tend to crack this outer shell off. It is a nice theory 
that an air space will act as an insulator to keep excessive 
heat from the vital structural parts, and it would hold true 
for moderate heat A hot fire, however, or fire and the sub- 
sequent application of water, demands something better 
than would be required for insulation against moderate 
heat. In the Baltimore and San Francisco fires tile arches 
suffered very greatly from the breaking off of the soffit or 
the under part of the arch. Reinforced concrete, if it be 
rationally proportioned, that is, with the beams as rectan- 
gular beams and not T b^ms, as advocated in this book, 
will have ample protection of the steel by the concrete in 
the lower part of the rectangle, where the heat of the fire 
is most destructive. The amount of the protection will be 
in agreement with the sire, and hence with the importance 
in the structure, of the steel protected. 

It is more economical to add an inch or two of concrete 
m the beam or column than to fasten tile to concrete. In 
any event the latter is easily broken off by expansion, ex- 
posing the thinly covered steel. It is immeasurably better 
to add concrete, even if it were not absolutely needed from 
the standpoint of strength, for the fire protection it affords, 
than to load a structure with material that has no other 
use than fire protection. Such foreign material is an extra 
load on the structure with no compensation in the way of 
added strength, whereas a little extra thickness in the con- 
crete adds greatly to the strength and rigidity and longevity 
of the structure. 

It is true of reinforced concrete beams in a greater 
measure than of columns that concrete added for fire pro- 
tection is cheaper and better than tile, because the rigidity 
of the beams is increased in a greater proportion by a small 
increase in thickness than would be a column. Also it is 
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more difficult to make tile hold on the under side of a beam 
than to make it stand up against a columa Hanging tile 
ceilings have proven, in recent fires to be specially subject 
to the destructive action of the heat. 

Columns need protection in greater amount near the ceil- 
ing of a room where the temperature is the highest The 
practice of making knee braces or brackets to the girders, 
as often followed, is an excellent one; as these serve the 
double purpose of laterally bracing a building and of add- 
ing concrete about the head of a column, where it is most 
needed for protection. Ornamental caps, molded in the 
concrete, also serve this purpose. 

Reinforced concrete partitions are ideal as barriers 
against the progress of fire. They will confine a fire in a 
room as the sides of a stove confine the fire within, pro- 
vided, of course, -.that the fire does not go through door 
openings. 

There are systems of floor construction that make use 
of hollow tile in a rational way. In one of these rows of 
tile are laid on fiat forms at the ceiling level, and between 
the rows ribs or beams are formed in reinforced concrete, 
the tile serving to fill the space between the ribs and to 
present a flat surface for the ceiling plastering. In such 
construction the destruction of the tile would be of little 
consequence. 

Another system makes use of tile to fill in part or all 
of the space between a bottom layer of rich concrete an 
inch or two thick, reinforced with wire mesh and steel 
rods, and a top layer, two or three inches thick of plain 
concrete. Sometimes the tiles are separated and concrete 
poured between them to form ribs, and other times the 
tiles are laid close. The tiles in this construction carry the 
horizontal shear, and the concrete above them takes the 
compression. Being completely enclosed the hollow tiles 
are protected from fire by the concrete with its embedded 
wire mesh and rods. 

A variation in the above described floor construction 
omits the top layer of concrete. Such a "floor" might be 
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suitable for a sloping roof, where the live load is not ex- 
pected to be realized. It is lacking in a prime essential 
of substantial construction in that the top flange consists 
solely of a thin sheet of tile, made up of a great number of 
pieces indifferently joined together by a little mortar used 
in laying the tile. It would require an inspector watching 
the laying of every tile to insure the filling of the joints 
with mortar. Flushing would not fill these joints, as the 
liquid mortar would be wasted by running into the hollows 
of the tile, if flushing were attempted. The difficulty in 
securing filled joints lies in the fact that the joints that 
count are where the thin edges of the tile meet. These 
remarks apply also to ordinary tile arches, though not with 
equal force, since the thrust in an ordinary tile arch does 
not approach in intensity the compression in a system of 
hollow tile, say ^W deep with %" "metal" having i" of 
concrete or mortar underneath, with its embedded steel, 
on a span of sixteen feet. These are the dimensions of a 
floor measured by the author. 

The ability' of concrete to resist the passage of water 
though it varies all the way from that of a sieve to that of 
a good cork. The way to make concrete that will allow the 
flow of water through it with little impediment is to mix 
it dry, that is, with a minimum amount of water, and then 
to ram it or not to ram it in place, as the ramming has lit- 
tle to do with it. Ramming will bring the stones together 
and help the adhesion; it will not get rid of the general 
porosity. The only way to make concrete of itself water- 
proof is to mix it Very wet Two or three inches of wet 
concrete Will hold water back better than ten or twenty 
feet of dry rammed concrete. This would appear quite ex- 
travagant, if it were not a fact proven true by experience. 
The fact that by using a wet mixture in the thin walls of 
a tank water can be completely retained is sufficient refu- 
tati6n of the charge so often made that concrete is inher- 
ently porous. 

If a little cement mortar be mixed in a tumbler, the 
water being slowly added, it will be seen that while the 
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mixture is dry, or the consistency of "moist earth," there 
will be bubbles in it. Ramming or compacting the mortar 
will not serve to eliminate these bubbles but may break 
them up. The air is imprisoned and has not the buoyancy 
to force its way to the surface. Some of it may be forced 
out on account of the porosity of the mortar, but the ulti- 
mate result is only a reduction of the magnitude of the 
pores. When more water is added, the mortar assumes a 
liquid consistency, and the air bubbles will rise to the sur- 
face. It is urged against liquid concrete that the excess 
of water above that which the cement absorbs in the hard- 
ening process, when it evaporates, will leave voids in the 
concrete. By this reasoning it is concluded that wet con- 
crete will be porous, and by reversing it, it is contended 
that the proper consistency for the ms^ximum watertight- 
ness is that in which there is just enough water for the 
needs of the cement in hardening. Reasoning like this 
would make a cork a very poor thing to keep back water. 
Cork is quite porous. It can be made to absorb hot water, 
and it will give it off again in .drying. Its substance can 
b^ compressed to a fraction of its normal volume- And 
yet it is practically perfectly water tight, while other woods 
or barks, weighing much more and apparently much more 
dense, do not possess this property. The best way to keep 
water out of concrete is to put lots of water in it in the 
manufacture. A rich concrete is necessary, for water tight- 
ness, and a mixture that will compact well. Small gravel 
is good for this purpose because of the density of the stones 
themselves and because gravel has the property of packing 
well on account of the comparatively small friction between 
the stones. Thorough mixing is another necessity, to in- 
corporate the cement and water and to distribute it uni- 
formly throughout the mass. 

Some clay in the sand in a finely divided state oi: added 
to the mixture, if it can be thoroughly mixed through fhe 
mass, or clay in a semi-liquid state has been known for 
some time to add to the density and watertightness of con- 
crete. In Eng. News, Sept 26, 1907 Mr. Richard H. Gaines 
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describes some tests in which $ to io% of the cement of 
mortar was replaced with an equal quantity of dried and 
finely ground colloidal clay intimately mixed with the ce- 
ment The result was a watertijB^t product much stronger 
than the cement mortar. 

Some concretes become more impermeable with age. 
Concrete which when new may not be quite watertight, 
may become so by the action of water passing through it. 
This may be due partially to uncombined silicates being 
dissolved by the water and re-deposited, or to the dwell- 
ing of the fine cement particles in the presence of water. 
Possibly also solid matter in suspense in the water clogs 
up the interstices as a filter becomes clogged. 

It is true that even with wet concrete pockets are lia- 
ble to form, and poor batches may find their way into a 
wall or tank. These can be stopped up or remedied by 
rich mortar filling all of the pores. In a cistern built under 
che author's supervision perfect watertightness was attained 
by the use of wet concrete and careful plastering of all 
holes with neat mortar while applying a wash of neat mor- 
tar with a brush, after thoroughly wetting the surface. 
The neat cement waSh exposed at once any large pores in 
the concrete, and these were plastered up by troweling. 
This wash was made the consistency of thick cream. After 
24 hours the surface was again washed with the cement 
cream, and a third coat was applied after another interval 
of 24 hours. In addition to this treatment the Contractor 
washed the surface with a mixture of hydrated lime and 
soft soap. The author is of the opinion that this latter 
did not affect the watertightness, as it appeared not to be 
permanent. (See Eng. News, Sept. 28, 1905, p. 33o). 

That concrete of itself can be made practically water- 
tight is proven by numerous tanks and sewer pipes and 
some water pipes that have been made of concrete Un- 
treated and not "waterproofed." Tests of mortar and con- 
crete have demonstrated their ability to withstand witer 
under pressure. In Trans. Assoc, of C. E., Cornell Uni- 
versity, Vol. XIII, Mr. A, B. Moncrieff describes tests on 
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blocks of concrete, 2 ft. each way, in which a water pipe 
was embedded, the pipe being surrounded by a 5 in. bulb of 
hemp and small rope. Some of these test blocks allowed 
only 1-50 of a pint of water to pass through in two weeks 
under 100 ft. head of water. At the end of 80 weeks the 
tests were repeated with a head of 200 ft The results 
were about the same. 

In Engineering News, June 26, 1902, p. 517, Messrs, J. 
B. Mclntyre and A. L. True describe some tests on gravel 
concrete 5 in. thick that had set 24 hrs» in air under a 
damp cloth and a month in water. They found that con- 
crete specimens containing 1:1 mortar, and in which the 
mortar was 30 to 45% of the whole mass, were watertight. 
These stood pressures as high as 80 lbs. per sq. in. for 24 
hrs. without leak. Some of the concrete specimens having 
1 :2 mortar and 40 to 45% of mortar in the mixture were 
also impermeable, as well as the i :? 14 and 1 12.5 :4 mixtures. 

In Engineering Record Dec. 14, 1907, p. 661, some tests 
are given by R. T. Surtees, C. E. Newton-le-Willows, Lan- 
cashire, England, that show remarkable results. Some 
plugs of concrete 5 in. thick were made in pipes and water 
under pressure was brought to bear against them. Two 
of these stood a pressure of 35 to 50 lbs. per sq. in. for 
thirty days without leakage. In a repetition of the tests one 
specimen was allowed to set where exposed to the sun most 
of the day, another was allowed to set in a shaded place, 
and two others were allowed two days under a damp cloth 
and 28 days immersed in water. The concrete of the first 
shrunk and did not fill the pipe. The second showed a very 
slight dampness, which soon took up. The other two were 
perfectly watertight The pressure on these tests was in- 
creased to 260 lbs. per sq. in. With pressure varjring be- 
tween 50 and 260 lbs. for two days no sign of dampness 
appeared on the outside. One of the blocks was cut out 
to see how far the water had penetrated. It was seen to 
be traceable for a distance of only 1% in. The concrete of 
these tests was made of two mixtures, namely, i part of 
cement* i part of sand, i part of crushed gravel, i part of 
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gravel screened to % in., ^ind a mixture of i:i:i%:i% of 
the same ingredients respectively. The same experimenter 
made a reinforced concrete pipe and subjected it to 120 lbs. 
No sign of dampness appeared on the outside of the pipe. 

Troweling increases the impermeability of concrete. 
Troweling should be done in such positions as the top sur- 
face of an arch and the exposed surface of a sea wall. 

Concrete has been found to be suitable for tanks in which 
to freeze water in the manufacture of ice. At the annual 
meeting of the Am, Soc. of Refrigerating Engineers, at 
New York, in 1907, Mr. Abram Day describes some ice 
tanks of reinforced concrete that have been used for some 
years with satisfaction. In some tanks Mr. Day used 1:1:3 
concrete of trap rock and in others i%:i%:2^. He finds 
the best size of ag^egate to be stone about % in. to % in. 
The inside of his tatik.^ are either left rough or washed 
with neat cement. No waterproofing is used. [See Eng. 
News, Dec. 12, 1907, and Ice and Refrigeration, Dec. 1907. 1 

Another useful property of concrete was brought out 
at the ineeting referred to in the previous paragraph. Mr. 
John E. Starr described a nine-story cold-storage ware- 
house built entirely of reinforced concrete, with a double 
facing wall filled in between with cork. Additional insula- 
tion was also provided by coating the tops of all floors 
with cork boards, two to four inches thick. It is a remark- 
able fact that though the inside of this house is frequent- 
ly at as low a temperature as five below zero. P., witli the 
outside wall above 100 deg. F., no signs of cracking, due to 
expansion^ have ever been noticed. 

Hollow blocks of concrete afford excellent insulation 
against moderate heat or to retain heat in a building. 

The ability of concrete to stand weather and atmospheric 
conditions is often much better than that of the stone com- 
posing the aggregate of the concrete. A poor stone is 
improved by being made into concrete and surrounded and 
protected by a mortar of sand and cement. Hard stone 
such as granite and trap are not as durable nor as strong, 
made into concrete, as the original stone. These stones 
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however, make the strongest kind of concrete, and the use 
of trap, especially, in concrete has the advantage of being 
a means of utilizing this stone for building purposes, when 
it would be scarcely possible to use it at all as a building 
stone. Trap is very refractory under the dressing tool and 
can only be employed in rough blocks. Some stones that 
would develop planes of fracture in a structure made of 
block stones have these planes fractured in the crusher. 
They are therefore rendered safe against failure by crack- 
ing. Stones that by themselves suffer surface disintegra- 
tion would be subject to the same action, if exposed on 
the surface, though the cement and sand of the concrete 
will protect them very materially. If the mortar of the 
concrete be worked to the surface, stone that would suffer 
surface disintegration may be quite durable in concrete. 
Slag cement should not be used for concrete that will be 
dry, if used at all, it should be where the concrete is al- 
ways wet. Good Portland cement concrete will be durable 
either wet or dry. 

One of the most trying situations for concrete is sea 
water between high and low tides. Much has been writ- 
ten on- the subject of the chemical effect of the salts of 
sea water on cement and concrete. That the deterioration 
is a surface action almost entirely and that it is generally 
confined to the zone between high and low tide levels 
suggests that the action is at least partially mechanical. 
The formation of salt crystals in the pores of the concrete, 
by the. evaporation of the salt water, by their swelling ac- 
tion may have something to do with this surface disin- 
tegration. 

It is a fact, and one that the author has found to be 
not generally known by practical chemists, that silicates, 
when ground to a fine powder, glass, for example, are solu- 
ble in acids and alkalies that do not affect the solid lumps. 
Ground glass is even soluble in pure water. Crushed rock 
will make soil in a very short time, whereas the same rock» 
in large pieces, may withstand the weather a long time 
before disintegrating. Water acts on the ground rock in 
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a, very short tiine. It is said th^t holes can be blasted in the 
rock in certain parts of the. Florida Keys and. crops planted 
in the broken stone. Cement clinker is a sort of glass. 
Whpn ground to a, pne powder, it is partially soluble in 
wate.r^ This can be seen by stirring cement in a large 
quantity of water, preferably hot A glass like scum forms 
on top of the water after it stands a while. If allowed to 
absorb water and to harden without being subject to con- 
ditions that take, away the water, cement will unite with 
the water and form a permanent compound. If the 
amount of water is stinted, as in the "moist earth" con- 
crete mixtures so popular with many, it is impossible for 
all of the grains of cement to find sufficient water to make 
them into a stable compound. They remain, therefore, in 
some degree, in the state of ground silicates, easily dis- 
solved by water. With Portland Cement, sloppy concrete 
and a smooth finish on the surface exposed to sea water, 
or any wave action, is the best precaution against dissolv- 
ing action. 

The continuous washing of the surface of concrete by 
waves of y^^fr^Miher afi^^ o^ fre£^» W<)ul4 be, ea^jQCtc^d to 
carry away any uhcon^bine4 silicjites in thp cement ; where- 
as, if the water were still, the dissolved silicates would not 
be carried away, but, as is possibly the case in still water, 
they would be redeposited in the pores of the concrete. 
It is probably this dissolving that is responsible for the 
pitting and roughening of cement pavements caused by 
rain. While this is a c;hemical action, the mechanical action 
of the beating water supplies the destructive element Dry 
concrete and excessive troweling to give a glossy surface 
are very commonly resorted to l^ pavers. Xi is not un- 
common to see thei same pavements pitted after some time 
of exposure to weather. 

In sewers and, water pipes this is not exhibited in the 

same way, because^ mud deposits in. the pores and protects 

the concrete where the, scour would be the most 

. Concrete subject to the action of ; sea waives should have 

2^ coat of rich mortfir plastered very snwothly. Facing con- 
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Crete with granite between high and low tide levels is very 
often practiced. This is a sure way of rendering a sea 
wall permanent. 

There is a cement called iron-ore cement, manufactured 
in Germany, which is said to resist the action of sea Water. 
This cement is made of iron-ore and limestone instead of 
clay and limestone. 

The weight of stone concrete generally runs about 150 
lbs. per cu. ft. Heavy stones, such as granite and lime- 
stone may exceed this. Sandstone concrete may weigh 
less. Concrete mixed with a minimum amount of water 
will weigh less than medium or wet concrete, a fact which 
testifies to the porosity of the former. The weight of 
sandstone is about 150 lbs. per cu. ft; of granite, 170; of 
limestone, 170. 

Cinder concrete weighs about iio lbs. per cu. ft. when 
dry. Wet cinder concrete should be calculated to weigh 
about 125 lbs. per cu. ft. in designing the forms. 

Notes on General jyesign and 
Construction 

Under this heading will be given some notes bearing on 
the general design and treatment of structures that do not 
come under the head of any of the other general subjects 
treated. 

Drainage. Retaining walls and arches should be well 
drained by a system carefully planned to perform its work. 
Iron or steel pipes should be avoided, if the water passing 
through them runs over the exposed face of the wall ; be- 
cause the rust will disfigure the wall. A collapsible wooden 
core, say of a round or square piece split longitudinally 
on a slant, would allow the removal of the pieces separate- 
ly. Or a box of tiiin wood could be used and broken up 
on removal. Or a smooth hard wood core could be used 
and drawn out before the concrete has a hard set. Qay 
tiles placed in concrete make good permanent drains. In 
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building a wall there should be a lot of loose stones 
placed where water would collect and where the drain is 
located, so that it will not clog up. It would not be out 
of place to have a drainage system in a building. In a fire 
. damage by water is often greater than by the fire itself. 
A fire in the upper story of a building may be extin- 
guished by the application of water, which, if it is not 
carried away, may run down the stairs to floors below 
and work damage there. 

Provision for expansion and contraction. Calcula- 
tions for temperature stresses in concrete are of little if 
any use. Shrinkage in concrete due to setting in the air 
is a more important factor in changing its size than tem- 
perature variation. If this were elimnated, calculations 
for temperature changes would have some meaning. How- 
ever the actual change in temperature, as in an arch, would 
not be very much, especially if the arch is one having fill 
over it. Concrete and earth are both poor conductors of 
heat, and the range of temperature in the body of the arch 
would not approach that which could be expected to take 
place in a steel structure. It is usually in arches that 
temperature stresses are the most minutely elaborated. 
There is undoubtedly more or less uncertainty in the 
stresses in an arch due to temperature changes, but the 
same is true in a larger measure of the effect of shrinkage. 
Uncertainties should be covered by a factor of safety or 
by liberal design: it does not minimize them to attempt 
to cover them by fictitious though elaborately calculated 
stresses. Steel reinforcement in all parts of an arch or 
other structure is one of the best safeguards against shrink- 
age and temperature stresses. To build a structure so that 
shrinkage may take place during the building is another. 
In an arch it would be better, where possible to place the 
entire arch ring, leaving a groove and steps for the span- 
drel wall to be poured after the forms of the arch ring are 
removed. In a building walls or partitions would be bet- 
ter to be separate from the columns, let into recesses in 
the latter and placed after the columns have set. In a long 
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structure two sets of columns and girders at a dividing^ 
plane would give opportunity for shrinkage to act. Pro- 
vision for shrinkage is only a makeshift, and a useless 
one, unless carried down to the foundation. 

Arches in series. In a long line of arch spans it is 
legitimate to make the piers between the adjacent spans 
heavy enough to be rigid against live load only on any 
spah, if the arches are equal and the dead load thrust bal- 
anced. However, there should be an occasional pier that 
will take the full thrust of one span, so that if one span 
should fail, the entire system will not come down. Every 
third or fifth pier may be an abutment. Forms should not 
be removed in a long line of arches in a span adjacent to 
a pier that is not capable of acting as an abutment. 

Box CULVERTS. Flat slab tops on box culverts are pre- 
ferable to arches for Several reasons. They do not re- 
quire abutments but only supporting side walls. When 
fill is being made between wooden trestle, a flat top box 
culvert can be introduced between trestle bents, where 
often an arch culvert and its abutments would require 
the removal of one or two bents. 

Tanks. There is not much econoniiy, if any in using 
a reinforced concrete tank as compared with a steel tank. 
The shell of a steel tank can be stressed to 20,000 lbs. 
per sq. in. or more, and the tank will be safe and tight. 
Many oil tanks are designed with a unit stress, on the 
vertical section, of about 24,000 lbs. per sq. in. Steel em- 
bedded in concrete and stressed to these amounts would 
crack the concrete, and of course the cracks would destroy 
the value of the tank as a receptacle for liquids. There is 
not much difference in cost per pound of steel rods placed 
in a rinforced concrete tank and the steel shell in place 
and riveted. There is therefore a large margin in favor 
of the steel tank. There may, however, be cases where re- 
inforced concrete tanks would be more suitable, and there 
may be cases where they would be more economical. The 
greater lasting quality of reinforced concrete makes it more 
desirable in many cases than steel. Tanks with small ten- 
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sion in the shdl may require to be made of steel plates 
much thicker than the mere tension would demand, 'io 
that small tanks might be as cheap in reinforced concrete 
as in steel. 

Cisterns. A cistern with an approximately flat bot- 
tom would often be better to have the bbttom somewhat 
concave. Shrinkage cracks aire less liable to occur in a 
<iurved bottom, and with the bottohi concave the cistern 
can be emptied and cleaned better than with a flat bottom. 

SmaiJl column pedestals. In making small column 
pedestals it is well to make as few different sizes in a given 
structure as practicable, at the expense of using more con- 
crete than is required in some of them. It simplifies the 
foml work to make duplicate sizes. Steps in the sides 
are preferabk to a batter, especially if the top is small and 
the batter large. It is hard to pour concrete in tht small 
hole and hard to tamp it through the same. 

Stair supports. Slabs and beams for the support of 
stairs are to be calculated for a span equal to the hot^i- 
zontal projection and not the actual length, though of 
course the weight of the parts are found from their actual 
dimensions. When triangular blocks are cast on a slab 
for the steps, these should not be counted in any part 
of the depth of slab. The slab should be proportioned for 
a depth exclusive of these blocks. At angles, as where a 
landing joins the slope of the stairs, there should not be 
a sharp corner in the slab: there should be a thickening 
of the slab, and reinforcirtg rods should be given gentle 
curves, say with a radius 50 to 80 times the diameter of 
rod. 

Beams and girders. As few sizes as possible of beams 
and girders should be used, and their spacing should be 
as regular as practicable. For economy, the deeper the 
beam the less it will weigh, just as in wooden construction 
and, generally, in steel work. However, deep beams loaded 
to their capacity are apt to be weak in shear. Also defep 
beams may be too narrbiv for other reasons. They may, 
'further, encroach on clearance, or they may necessftate ad- 
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ditional height to a building. Girders and beams should 
be placed at columns rather than near the columns so that 
they will help to stiffen the building. 

Shaft hangers. Shaft hangers may be attached to 
beams by means of bolts placed in the concrete havinsT 
the threaded end projecting to receive the hanger; or 
threaded castings may be built in the beam, either in the 
side or bottom, to these the hanger may be attached, or 
timbers or steel angles may be bolted on; or pieces of 
gaspipe may be left through the beams near the bottom 
and bolts run through them to which timbers, or blocks 
or longitudinal angles may be bolted; or clamps may be 
used on the beams, held on by friction. 

Holes for pipes and wires. Holes should be left in 
floors in the building of them for all pipes and wires that 
may be placed. It would be better to leave too many than 
not to leave any or not to leave enough. It is easy to ce- 
ment up such holes but very difficult to cut them in hard- 
ened concrete. 

Battered abutments. It is unnecessary to give abut- 
ments a batter on the front face. It appears to be a rudi- 
ment of some popular notion of stability that a small bat- 
ter, say of I to 12, will add rigidity to abutments, wing 
walls, sides of culverts (inside), etc It does not pay for 
the trouble. 

Vertical pipes. If possible vertical pipes should be lo- 
cated where they will not run between a column and its 
fire protection. Expansion due to heat will cause the pipes 
to buckle and will tend to pry off the fire protection. This 
will apply to any building where the fire protection is 
separate from the structural column, as in cast iron or 
steel colunm construction. 

Heavy girders. In general, reinforced concrete is 
neither appropriate nor economical for very heavy girders, 
either long span girders or short ones taking heavy con- 
centrations. Steel girders are more suitable in such cases. 
In very long spans the dead weight of the girder is ex- 
cessive: in short spans carrying heavy concentrations the 
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embedment of the steel is apt to be insufficient for the 
stress, also shearing stresses are difficult to provide for. 
Shallow beams are best made in steel also, as concrete 
beams shallow in depth are clumsy on account of having 
to be so wide. 

SLENiffiR COLUMNS. Slender columns should not be at- 
tempted in concrete. They are better to be of cast iron or 
of steel, protected with concrete if necessary. 

Reinforcing walls at corners. Walls that meet at an 
angle should be tied together at the intersection to pre- 
vent cracking at the comer. 

Scheme for floor support. A very simple and efficient 
reinforced concrete floor for either a highway or a rail- 
road bridge can be made by running rods transversely from 
girder to girder to act as bottom reinforcing rods in the 
floor slab. The rods should be plain, round, threaded on 
the ends, and should pass through the steel work. Holes 
being left for the purpose. If the slab rests on a shelf on 
the side of a beam or girder, the holes may be in the web 
just above the shelf. If it is a through span, the slab rest- 
ing on the bottom flange of the girder, some of the rivet 
holes, say at intervals of 6 or 9 ins., may be left open. In 
a deck span the web plate may be extended to take the 
holes for reinforcing rods. This slab construction is ad- 
mirable for highway bridges. The entire roadway may 
be one continuous slab from truss to truss or girder to 
girder, passing over the stringers, with the same rods to 
act as reinforcement. Over this slab brick or block or 
asphalt pavement may be laid. The lateral system on a 
bridge with a floor of this sort need only be strong enough 
to take care of lateral forces during erection, as the con- 
crete slab will give ample stiffness. 

Surface finish. Every contract for concrete work 
should include a clause requiring that the exposed surface 
be properly finished. The finish should be appropriate to 
the nature of the work. In some cases this may mean 
merely a washing down to remove dirt and efflorescence 
after removal of forms. An otherwise good job of con- 
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c^eting may appear very poor on account of failure to. treat 
the surface properly, and the owner may have to go to 
CQnsiderable expense to improve the appearance of a struc- 
ture by reason of failure to specify the kind of finish de- 
sired. 

Waterproof blaster. A mixture, by volume, of 3 parts 
of litharge, i part of glycerine, 48 parts of Portland ce- 
ment, and 48 parts, of sand makes a strong^ adherent, and 
dense plaster, which will repel water. Hot paraffine is 
sometimes ironed into concrete to waterproof the surface. 
Linseed oil, painted on until the concrete will absorb no 
more, is also used to waterproof concrete that has not 
been properly made and lacks density. 

Whitewash. Whitewash for concrete surfaces should 
be durable and adhesive. The following is recommended. 
Slake with warm water, half a bushel of lime, covering 
it. during the process to keep in the steam ; strain the liquid 
through a fine sieve or strainer; add a peck of salt, pre- 
viously well dissolved in warm water, 3 lb. of ground rice, 
boiled to, a thin paste and stirred in boiling hot water, % 
Ik of powdered Spanish whiting, and a pound of glue 
which has been previously dissolved over a slow fire; add 
five gallons of hot water to the mixture. Stir well and 
let it stand for a few days, covered, from the dirt. Strain 
carefully and apply with a brush or a spray pump. It 
should be put on hot. Coloring matter may be put in to 
make various shades. 

Some uses of concrete. Some, of the more imcommon 
situations in which concrete can be used to advantage are 
the following : 

For props in coal mines, in place of timber.. 

To line steel coal or ash hopper^ or bins. 

For fence posts. These are usually made square and 
tapered and have a reinforcing steel wire near each, cor- 
ner, these tied together with wires. 

, For. roof tiles or shingles. These may be reinforced with 
a. wirc^ mesh or metal lath of some kind. 

.To protect wooden piles in sea water from toreda To. 
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accomplish this the concrete may be molded into a cylin- 
der around the pile. Steel reinforcement must be used to 
hold the concrete from breaking off. Another method is 
to use concrete half-cylinders surrounding the pile, or 
sewer pipe of clay or concrete if they can be threaded over 
the top of the pile. The space between the pile and the 
surrounding cylinder is then filled with. sand. In the event 
of a break in the surrounding cylinder the sand will run 
out aiid the damage can be detected and repaired. 

Bfttimatitig^ CoBt* 

The cost of a structure is a function of the number of 
pounds of steel or cast iron, the number of cubic feet or 
yards of masonry, the number of bricks, the number of 
feet of board measure, the number of square feet of pav- 
ing, of lineal feet of handrailing, etc., that go to make up 
the whole. An estimate of the cost requires careful calcu- 
lating of all of these as well as a knowledge of a fair unit 
price at which they can be put into the structure. 

Cost estimates must be based on unit values. The ac- 
curacy of the estimate will often depend upon the partico- 
lar unit at which the estimate starts. Sometimes greater 
accuracy will result from tracing back the unit cost of the 
raw materials of manufacture: often such tracing is pro- 
ductive of only confusion with no increased accuracy. For 
exapiple, there is nothing gained by analyzing the cost of 
a pound of steel or a barrel of cement. These materials 
have certain prices fixed by those who sell them. In the 
matter of working up materials there are also arbitrary 
elements. The cost per unit will depend upon the particu- 
lar plant or equipment employed and its fitness to handle 
the work most, economically. 

The plant or equipment needed to do a piece of work 
should be selected with a view of the size of the work and 
the time in which it is to be finished. Large equipment 
cannot, in general, be used economically on a small job, 
s^d small equipment cannot be used economically on a 
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large job. The size of a concrete plant should be such 
that its normal daily capacity is about equal to the amount 
of concrete that it is desired to turn out per day. For 
maximum economy a plant should be employed continous- 
ly. If stops must be made to wait for forms to be put in 
readiness, or for other causes, the concrete will cost more 
than if the work of the concrete mixing can be carried on 
continuously. 

For small concrete jobs, such as pavement work, hand 
mixing is more economical. Small batches may be mixed 
with a hoe or shovels in a box. Hal^yard batches should 
be mixed on a platform by at least two men with shovels. 
The platform may be made of a steel plate or of boards 
placed with close joints on a frame. 

A typical gang mixing and laying one-half cubic yard 
batches is the following: i foreman, 2 men delivering 
sand and stone, i man delivering cement, 2 men mixing 

2 men delivering concrete, i man tamping. At $3 per day 
for the foreman and $1.50 per day for each of the other 
men the cost per day of this gang is $15. The gang should 
turn out about 20 to 25 cu. yds. per day. This is a cost 
of 75 cts. to 60 cts. per cu. yd. for labor. 

A typical gang for mixing and laying by hand cubic- 
yard batches is as follows: i foreman, 3 men delivering 
sand and stone, i man delivering cement, 4 men mixing, 

3 men delivering concrete, 2 men tamping. The cost of 
this gang at the same wages as above is $22.50 per day. 
They should turn out about 40 cubic yards per day, making 
the cost of labor 56 cts. per cu. yd. 

The above examples give about average conditions and 
show the cost of labor on hand mixed concrete in heavy 
work where mixing and laying can go on continuously. 
If labor is cheap (and efficient) the unit cost may be less, 
and vice versa. If materials can be deposited for easy 
handling, as when they are laid close to the mixing board 
and need only to be measured the unit cost will be reduced 
accordingly, whereas long hauls or high lifts, either before 
or after mixing will add to the cost very materially. If 
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the gang cannot be continuously employed, costs may be 
two or three times as much as the above. Concrete de- 
posited in narrow forms will also cost more per cu. yd. 
than in massive work. 

With mechanical mixers the cost of mixing concrete will 
be less than by hand mixing, though the extra cost of 
skilled workers to run the engine and mixer helps to bal- 
ance the costs. Batch mixers should turn out about 20 
batches per hour. 

Current prices for which similar work is being done in 
localities situated about the same distance from the source 
of supply afford a sound basis upon which to gage the 
cost of work. It is best for the engineer not engaged in 
the estimating of cost to the contractor or manufacturer 
to use as a base the unit cost of work in place, rather than 
to analyze the elements that go to make up that cost, 
such as material, labor, freight, hauling, proHt, etc The 
contractor's profit is an elastic factor, depending upon the 
size of the work, the risk, and many other considerations. 
The cost of manufacture is variable. Some shops can 
tnake heavy work cheaper than others, while others can 
handle light work more economically. It is not the pur- 
pose here to analyze the cost in shops and mills, so much 
as to give more general data for determining the probable 
cost of ordinary building and bridge work, as well as to 
point out scmie of the special cases where costs are apt to 
be more or less than the average. Average costs will pre- 
vail near the railroads and within radii of 50 or 100 miles 
of the commercial centers. Freight rates average about 
% to one and one-half cents per ton-mile. Long pieces 
requiring several cars and not weighing enough to load 
them to their normal capacity will cost more per ton than 
materials that can be shipped in full car loads. Partial 
carloads are charged at a minimum car load rate, say one- 
half of the capacity of the car. Where more than one car 
is required, one car i$ charged at this minimum rate and 
each other car at one-half of this amount, if the actual 
weight of the material shipped is not over that total. 
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Hauling under ordinary conditions costs ^bout 50 cents 
per ton for structural material. 

The actual cost of hauling crushed stone i^ miles in 
some macadam paving was found to be 26.6 cts. per ton 
when drawn from the crusher bins and 31 cts. per ton when 
drawn from the piles. The contract price was 32% cts. per 
ton. 

The hire of a dumping wagon and team and driver is 
about 4 dollars per day; that of a horse and cart and 
driver is about three dollars per day. 

The actual cost, with stone free at the quarry, of lay- 
ing macadam pavement ( S" layer large sized stone, rolled ; 
2%" to 3" layer of medium sized stone, sprinkled and 
rolled; about %" of fine screenings, sprinkled and rolled) 
was 42 cents per square yard. The average weight of 
stone was .3 tons per sq. yd. (Eng. News, Oct. 8, 1903). 

The actual cost of quarrying and crushing stone in the 
above mentioned work was 42 cts. per ton; in which coal 
delivered cost 4 dollars per ton, a driller $1.75 per day, help- 
er $1.50 per day, engineman $2 per day. 

The cost of mixing materials and laying the same in 
making the Buffalo breakwater was as follows : 

Laying Materials 17.4 cts. cu. yd. 

Mixing Materials 12.9 cts. cu. yd. 

Placing mixed materials 14.6 cts. cu. yd. 

Total 44.9 cts. cu. yd. 

Sometimes the gravel and sand for a piece of work can 
be found at or near the site, thus greatly reducing the cost 
of concrete made of the same. 

Bricks may be hauled direct from the works without the 
expense of loading and unloading on cars. 

Extra hazardous work should have something added to 
the estimated cost to allow for the risk taken by the con- 
tractor. Work that must be finished in a short time should 
have the estimate increased, especially if a penalty attaches 
for failure to complete by a specified time. If the season 
is a poor one for the class of work, still more expense is 
liable- to be incurred. Erecting of bridges over streams in 

151 



ik>od time may be attended by serious difficulties and ex- 
pensive delays. 

Large contracts, as a. rule, cost less per unit than small 
ones. The placing and removing of the contractors plant 
on a job often requires considerable time. If the magni- 
tude of work does not justify bringing labor saving ma- 
chinery to the site, the extra labor will make the smaller 
job more expensive. Large orders of materials may be 
placed at lower rates than small ones. 

Where labor is the principal item of cost in any work^ 
less certainty can be expected in the estimate of the cost, 
and little agreement between prices bid by contractors; 
whereas material^ that are reg^ukrly manufactured should 
vary but little in cost 

There are some general rules that will be found very 
useful in niakii^ a rough estimate of the cost of structures 
and cheeking aga^inst largei errors in more careful esti- 
mates. The cost per square foot of area covered by a. 
building having practically one floor will be nearly con- 
stant for different sizes of buildings of the same class.. 
Higher buildings will have a cost per cubic foot nearly 
constant for a ^ven class of building. For ordinary lengths 
of spans the cost of reinforced concrete bridges per square 
foot of floor does not vary much. 

The cost per square foot of the area covered by buildings 
of the World's Columbian Exposition for nine of the 
principal buildings varied between 75 cents and $2.35, and 
averaged about $1.50. The Administration building cost 
$9.18 per square foot The cost per square foot under 
roof of eleven of the principal buildings of the Louisiana 
Purchase Exposition varied between 61 cents and $luj9 
with an average of $1.12. Festival Hall cost $5.23 per sq, 
ft. Fine Arts Building (central building) cost $9.88 per 
sq. ft., U. S. Gov't Building cost $2.31 per sq. ft The 
eleven buildings at St. Louis have timber framework. The 
Qiicago buildings had steel frames. The Fine Arts Build- 
it^ at St. Louis is permanent and fire-proof. The U. S. 
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Gov^t. Building has steel arches. The cost of the stcfH 
work alone was 65 cents per sq. ft 

The cost per square foot of floor of what is probably 
the longest stone arch in the world; namely, the bridge 
at Plauen, Saxony with a span of 295.2 feet, was $4.65. 
Low cost of labor and availability of stone close to the 
bridge made its cost much lower than such a bridge could 
ordinarily be built for (Eng. News, Jan. 28, 1904). 

Fern Hollow Bridge at Pittsburg, Pa., cost, including 
the masonry $4.06 per sq. ft. of floot. This is a plate gir- 
der arch with viaduct approaches. The arch span is 195 
feet. It was estimated that a stone arch bridge would 
have cost nearly three times as mudi. (Eng. News, F%b. 
26, 1903). 

The cost of a double track stone arch railroad bridge 
of 64-foot spans at Watertown, Wis. was $4.35 per sq. ft., 
including removal of old bridge. (Sec E^g. News, Vol. 
49» p. 266). 

The cost of the P. R. R. Co.'s four-track stone arch 
bridge at Rockville, Pa. was $5.03 per square ft. 

Following are the approximate costs of reinforced con- 
crete arch bridges per square foot of roadway and side- 
walk, end to end of abutments: — 

Bridge at Dayton, O., Spans 69 to 88 ft. Pavement of 
bituminous macadam. Assuming abutments 20 ft. each, 
cost per sq. ft. = $3.63 (Eng. News, May 19, 1904). 

Bridge at Dayton, O., Spans 80 to no ft. Cost, includ- 
ing provision for temporary traffic and removal of old 
bridge, $3.63 per sq. ft. (R. R. Gazette, May 4, 1904). 

Bridge at Forest Park, St. Louis, Span 45 ft. Macadam 
pavement on roadway. Cost per sq. ft. $3.63. (Eng. News, 
June II, 1903). 

Bridge at Laibach, Austria. Span 108 ft. Cost $32,000 
($4.14 per sq. ft.) The metal work of this bridge cost 
about $6,000 and the ornamental work $2,000. (Eng. News, 
July 16, 1903). 

Bridge at Brooklyn, N. Y. Skew arch. Cost $2.85 per 
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sq. ft. Contains 91,360 lbs, of steel and 1300 cu. yds. of 
concrete. (Eng. News, Dec. 30, 1903). 

Bridge at Waterloo, Iowa. Seven spans each 72 ft Cost 
per sq. ft $1.65. This does not include floors and pave- 
ments. Bridge contains 7200 bbls. Portland cement, 5000 
cu. yds. crushed rock, 3000 cu. yds. sand, no tons of steel 
ribs, 6,000 cu. yds. of spandrel filling. (Eng. Record, Feb. 
13. 1904). 

Bridge at Des Moines, Iowa. Spans 100 ft. Spandrel 
waUs and arch ring faced with bride Cost per sq. ft. 
$4.4& (Eng. News, May 14 1903). 

Bridge at Topeka, Kan. Longest span 125 ft Cost $4.51 
per sq. ft (Eng. News, Apr. 2, 1896). 

Bridges at Niagara Falls. Cost of two bridges $4.60 
per sq. ft (Eng. Record, Feb. 16, 1901). 

Bridges in Porto Rico. One bridge having i — 120-ft. 
and 2 — 100- ft. spans and rather high piers cost $8.17 per 
sq. ft and one having 3 — 70-ft. spans cost $5.29 per sq. ft 
(Eng. News, Aug. i, 1901) 

Bridge at Washington Street, Da3rton, O., about $3.30 
per sq. ft. (Eng. Record, Mar. 2, 1907). 

Bridge at Sandy Hill, N. Y., $2.43 per sq. ft (Eng. Rec- 
ord. May 4, 1907.) 

Bridge at Jacksonville, $3.00 per sq. ft (Eng. Record, 
May 18, 1907). 

Bridge at Mishawaka, $3.82 per sq. ft (Eng. Record, July 
7, 1906.) 

Bridge at South Bend. $3.32 per sq. ft (Eng. Record, 
July 28, 1906.) 

Bridge at Philadelphia, $6.85 per sq. ft (Eng. Record, 
Nov. 17, 1906.) 

Bridge near C^oshen, O., $4.67 per sq. ft (Eng. Record, 
Mar. 30, 1907.) 

Bridge over Rock Creek, Washington, D. C. (Boulder- 
faced span, illustrated in this book), $5 per sq. ft (Eng. 
Record, Vol. 46, p. 151.) 

The cost in 1903 of a large reinforced concrete factory 
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building was 6.4 cts. per cu. ft. This was for the bulling 
alone, not including plumbing or furnishingfs. 

Mr. H. G. Tyrrell (R. R. Gazette, Vol. 37, No. tS) rilade 
comparative estimates of a large factory building designed 
to carry 100 lbs. per sq. ft. of live load (six stories 'and 
basement), and found that a building of heavy wooden 
interior constniction with brick floors, and cast iron col- 
umns in the lower two tiers would cost 6.2 cts. per cu. ft 
or 83 cts. per sq. ft of area of floors ; the same building 
with concrete steel floors on a steel frame work would 
cost 10.2 cts. per cu. ft. or $1.36 per sq. ft of area of 
floors. This did not include furnishings or stairs. 

The cost of a reinforced concrete power building per cu. 
ft. above ground was 7.7 cts. (See description, Eng. Rec- 
ord, Apr. 15, 1905, p. 438.) The total cost of this building 
was $225,000. 

The cost of a brick building with slate roof on timber 
will probably be from 8 to 14 cents per cubic foot of its vol- 
ume. 

The cost of a mill building with sides and roof of cor- 
rugated iron will probably be from 75 cents to $1.50 per 
square foot of plan. 

The cost of apartment buildings and department stores 
as usually constructed will be from 20 to 30 cents per cubic 
foot of volume. 

Ofiice buildings will usually run from 30 to 60 cents per 
cubic foot. 

City dwellings will run from 10 to 30 cents per cubic fodf . 

Brick veneer dwellings will cost about 8 cents per cubic 
foot. 

Window and door frames as ordinarily made for mill 
buildings cost about 25 cents per square foot in place es- 
timating the dimensions out to out of frames. Galvanized 
iron louvres of No. t8 iron cost about the same. 

The cost of furnishing clips and rivets and putting up 
^corrugated iron is about $2.00 per square of 100 square 
feet. 

Erection of plain structural work costs 9 to 10 dollars 
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per ton ; of frame work of office buildings lo to 12 dollars 
pci" ton; of mill bnildings 11 to 15 dollars per ton. Com- 
plicated Work of tnany small parts and light tonnage, such 
as angles and tees for roof tile, may run as high as 28 to 
30 dollars per ton to erect. Bridge truss work will cost 
15 to 20 dollars per ton. These figures include furnish- 
ing falsework, also the painting. 

The painting of structural work costs about one dollar 
per ton for each coat 

The driving of field rivets costs from 5 cents to 26 cents 
each, depending upon the accessibility of. the rivets and 
the number of times that scaffolds must be moved in a day. 
A riveting gang costs about 18 dollars a day. Fbr ordin- 
ary work 12 cents per rivet is a good average. 

The hire of an engine and derrick is about 30 dollars 
per week. That of an engine and concrete mixer is about 
the same. This does not include any men to operate the 
same. 

The hire of a road roller with coal and operator is about 
12 dollars per day. 

The hire of a work train and crew, coal, etc., Is about 
$22 per day. 

The cost of galvanizing structural work is about twenty 
dollars a ton. 

The cost of corrugated steel roofing or siding per Square 
of 100 square feet, at 3% cents per pound for material and 
$2.25 per square for erection and painting is about $11.75 
for No. 18 and about $9.00 for No. 20. Galvanized roofing, 
at one cent extra for galvanizing would cost about $14.50 
for No. 18 and about $11.00 for No. 20 per square erected. 

The cost of concrete-steel roofing on 15-foot spans is 
about 25 to 30 cents per square foot, exclusive of covering. 
Concrete-steel floors for ordinary loads on spans 8' to 10 
ft. cost about the same. Heavy floors cost 30 to 40 cents 
per sq. ft. Cfement finish on floors costs 7 to 10 V:ents per 
sq. ft. 

The cost in 1963 of a 54 inch self-supporting steel statk 
1 10 ft. high of 5-i6^ %^ and 3-16*' metal, including lad- 
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der, painted on outside, with base casting, but not anchor 
bolts or foundation, was $1,200. Breeching of 3-16" metalt 
5 ft. in diameter or oblong and same area cost $9.00 per 
lineal foot. 

The cost in 1902 of a stack 10 ft. inside diameter and 
180 ft high, of porous brick, was $7,375, not including 
foundation. A 125-ft. x 6-ft. porous brick stack, includ- 
ing foundation, will cost about $4,000. The cost in 1903 
of a reinforced concrete stack 150 ft. high, 6 ft. inside 
diameter, including foundation, was $3,800. The contract 
price in 1907 of a reinforced concrete stack 166 ft. hig^, 
8 ft inside diameter, was $4,100. 

The cost of a 1 18,000-gallon concrete-steel stand pipe, 
with enclosing tower, at Hull, Mass. was about $12,000. 
(See Eng. News, Vol. 52, p. 596.) 

Mr. H. G. Tyrrell, in R. R. Gazette, Dec. 30, 1904, shows 
that the cost of the parts of single track steel trestle for 
E50 loading, towers 30 ft. between bents, at 3% cts. per 
lb. for girders, 4 cts. per lb. for bents and bracing, and 
$10 per cu. yd. for concrete, are as follows : 

Length Cost of Steel Trestle 120 Ft. High per lin. ft 

Total 
$87.55 
82.57 
87.39 

In Proceedings, Am. Ry. Eng. M. of W. Asso. Vol 2, 
p. 139 it is stated that the cost of ballasted trestle on the 
A. T. & S. Fe Ry., 2 examples, averaged $12.66 per lin. 
ft divided as follows: treated piles, $5.02; lumber, $S.oi; 
bolts, $.21; cross ties, $.24; ballast, $.285; labor (all kinds), 
$1.89; creosote, $.005. 

Mr. J. C. Bland, in 1891, found the estimated contract 
price of single track timber trestle was, in round numbers, 
nearly equal in dollars per lineal foot to one-half of the 
height of trestle in feet out to out of cap and sill. In this 
the floor deck alone was $4.22 per ft. of track and piles 
$3 each; both increased by 2o7o for the contractor's profit. 
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Timber in place was estimated at $52 to $55 per M. B. M., 
contract price. 

A number of examples of the cost of railroads are 
given in R. R. Gazette, Sept. 7, and Oct. 26, 1906, as fol- 
lows: 1st case. No tunnels, few bridges, along river, con- 
siderable cut and fill, single track, $26,300 per mile. 2d 
case. Along river, heavy cuts, some bridges, single track, 
$37,014 per mile. 3d case. Cuts and fills, bridges, tun- 
nels, single track, $60,628 per mile. 4th case. Heavy cross- 
ings, double track, $76,336 per mile. 5th case. Heavy cross- 
ings, double track, $105,186 per mile. 6th case. Detour 
around large city, double track, $50,000 per mile. In the 
foregoing the cost includes preliminary surveys, clearing 
right of way, roadbed, ties, rails, ballast, side tracks, but 
does not include real estate, stations equipment, or signals. 

Following is a list, alphabetically arranged, giving prices 
of various materials and work, to be used as a guide in 
estimating the cost of structures. These are taken largely 
from current price lists and contract prices, as published 
in engineering journals, and in general indicate prices 
prevailing in 1904 to 1907. 

ASPHALTUM : Ventura and other California asphalts, 
$20 to $23 per ton at New York; Trinidad refined, $22 to 
$25 per ton; Venezuela asphalt, $25 to $60 per ton; Ber- 
muda asphalt, $25 to $35. 

BRICK: At yards, per thousand, common soft, $5 to 
$7; hard $7 to $9; vitrified (hard burned), paving, com- 
mon, $8 to $12, special, $15 to $20; select red, not pressed, 
$8 to $10, pressed, $14 to 18; Roman, $30; fire-bricks, $14. 
Freight on bricks is about $2 per thousand for 50 mile run. 

BRONZE: Phosphor, in place, abt. 40 cts. lb. 

CAST IRON : Pig Iron, $19 to $22 per long ton. 

Cast iron counterweights, 1% to 2 cts. per lb. delivered. 

Cast iron pipe, $33 to $38 per ton delivered; laid, $38 
to $45 per ton. 

Standard and plain castings, 2% to 3% cts. per lb. in 
place. Special castings, large orders, 3 to 5 cts. per lb. 
in place; small orders 5 to 10 cts. 
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CEMENT : Portland $1.50 to. $2.00 per bbl, '4p6 Ite. 

Rosendale, 80 cts. to $1 per bbl., 300 lbs. 

Large users of Portland cement pay less than $1.50 per 
bbl. for domestic brands. On small orders freight and 
handling increase the cost. 

CEMI-NT FINISH: Portland, mortar H in. thick 50 
to 80 cts. per sq. yd. 

CLAY: Fireclay, dry powder $1.50 ton delivered on 
cars; calcined fireclay, $3 to $4 ton. 

For puddle $1.50 cu. yd. delivered. 
CONCRETE: Natural cement, $3 to $S cu* yd. in place. 

Portland cement, in large mass, easily deposited, $4 to $7 
cu. yd. Walls requiring difficult forms, $6 to $8, cu. yd. 
Tunnels, etc. $10 to $12 cu. yd. 

The cost of 1 :3 :6 Portland cement ooncrete. xnay be 
analyzed as follows: 

, I cu. yd. broken stone • $2.00. 

% cu, yd. sand .50 

I bbl. cement .♦ 2.00. 

Mixing and depositing . , , .50 

Total $5.00 

This is with the use of a mechanical mixer. Hand mix- 
ing would, probably cost from 70 cts. to $1.25 per cu. yd., 

For detailed information on the cost of concrete struc- 
tures on the N. C. & St. L. R. R. see paper by H. M. Jones, 
published in part in the R R. Gazette, Oct 21, 1904. The 
cost to the R. R. Co. per cubic yard for culverts and wralls 
run about $6 to $7. Two examples are a little over $9. 

Reinforced concrete, including steel, usually costs from 
$10 to $20 per cu. yd. Concrete should be estimated at $5 
to $10 per ca yd. in place, steel at about 2.5 cts per lb. in 
place (plain structural steel), forms 5 to 10 cts. per sq. 
ft. The unit cost of concrete will depend upon the diffi- 
culty of handling and placing. 

COPPER: 14 to 15 cts. lb. 

CURB: Cement and sand, 1:3, 25 to 50 cts. per lineal 
foot, about % ct. per sq. in. of section per lineal foot, in 
place. 
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Sandstone and liinestof^ 50 ct&, to $1 per lineal €oot, in 
place. 

Bluestone, $1 to $1.50 per lineal ft. in place. 

Granite^ $X tpr $2.50» IjHo ^ in place. 
. Curved curbs in stone 20% to 100% extra. 

Resetting curb 10 to 5P cts. per ft , 

DREDGING: Soft material 12 to 30 cts, per cu. yd.; 
gravel and hard material 30 cts. to $i; cu, yd. In Eng. 
News, Sept 20, 1906. a report is given of some dredging 
done by U. S. Govt Engineers with hydraulic dredges 
(New York Harbor) which cost only 5.274 cts. per cu. yd. 

EXCAVATING: In earth, large masses, above water, 
25 to so cts. cu. yd., below water, for piers, $1 to $5 cu. yd. ; 
in trench, earth, 50 cts. to $1 cu. yd. ; loose rock* $1 to $2 
cu. yd. ; hard rock, $1 to $3 cu. yd. 

Steam shovel work costs about 12 to 20 cts per cu. yd. 
In Eng. Record, VoL 54> P- 73^' some data are. given from 
a paper by Mr. John C. Sessor on steam shovel work on 
the C. B. & Qi Ry. On one iob of asi,y^ti cu. yds. 1,104 
cu, yd?, were moved per lo-hr. shift The cost was as 
follows: equif^ent, i cent; steam shovel service, 8.9 c^nts; 
temporary trestle, 3.6 cer\\s ;, track «id: track work, $ cents : 
supervision and engineering 02 cents; total, 1B.7 cents, 
all per cubic yard. On another job of 188,240 cu. yds. 946 
cu. yds. were moved per lo-hr. shift. The cost was as 
follows: equ^mientf i^ cents; steam shovel service, 9.6 
cents; temporary trestle, 3»i cents; track and track work, 
4.2 cents; supervision and engineering, 0.3 cents; total, 
18.7 cents, all per cubic yard. 

The L C. R R. estimirtes CKcavating in es^rth, in jobs 
below 50.000 cu. yds., to cost 25 cts. per cu. yd., and in 
larger jobs, ao ct$* per- cu* ; yd. adding in both cases one 
cent per cu.. yd. per loo-ft. hauL 

A committee report of the Roadmaster's and Maintaifi* 
ance-ol-Way As^o,, published in the R. R. Gazette of Oct. 
31, JSQAf and in Eng. News of Oct. 27^ i904» gives the fol- 
lowing fs the, cost of ditching cut& an4 widening embank^ 
ments. 



* By wheelbarrows r lia cts. pe^ ca. yd. -plos '31 trts*/ p^ 
cu. yd. per 1000 ft. haul for common loam or y,3 cts. ^xtri 
in bad, wet material. ■ - » -: - - - -r.^r. . :: 

By push cars: 19.I Cts. per^cti. y*d;, where m^rterial^ is 
unloaded by shovel, or 15.9 cts. ^here unSoadied by dimip- 
iag box, or similar arrangement, plus 334 Cts. per cu. yd. 
per 5,000 ft. haul. 

By machine ditcher: 22 to 30 cts. per cu. yd., tlie latter 
figure being for a 15-mile haul in'lo^m. In wet or bkd 
material add about 4.5 cts. per cu.'yd. ' '- ^ ■ ' 

The same report^ places the cost of team woHc witli 
scrapers at 14 to 25 cts. pet' cu. yd., and of ditching ^y 
casting, in fair digging, whe*^ One cast will place the ma- 
terial in suitable final location, at 10 cts. per cu. yd. Much 
valuable information is gi^en- in this report.- ' * - 

FENCE: Board, 50 cts. to $1.50 per ft! ' 

FILLING: Earth, material ^ fiand,'20f cts. to 50 ct»^ 
cu. yd. ' '' ■ ' ' ■ '■ • ' '•-' ■ ' " ^ 

FLAGSTONE: In pWce$r to $3 sq. yd.'* ' '^ " • 

FORMS: Allow 5 to 10 'cts." per Sq. ft. fof' cbncret^ 
forms, depehdfng oil whelfH6r lumber fe dreisscd'ib^ iiot and 
on humber of timei' it <^n be used. ' ' ^ . ^ . : 

FRENCH DRAIN: 5a cts. to $t lih. ft ' 

FUEL: Hoisting engines^, etc. Allow ** ton of ' coal 
per 10 horse power p^r 10 hr. shift. (Gillette.) 

GRAVEL: In bank, 15 to 2d cts. cu. ydV f. o.- b. cars 
35 to 40 ^s. ctt. yd., freight for 5CH-mile'rtin, about' 75 cts. 
cu. yd.; hauling, 25 to 50 cts. tu. yd. Usual price (delivered 
about $1 cu. yd. 

LIME: Cbmmon, bM. (i^ lbs.) 80 cts., finishing $1; 
per ton at works, $3.75, <fe!ivei%d, $6. 

LEAD: Pig, about 4,6 cti. lb.,' lead pipe i^trt 5 cts. lb: 

MASONRY: Rubble, d^; ^ to $5 ^. yd., in mortot; 
$3 to $8 cu. yd. Courted rul>blci large fl(tones, $5 to $8. 

Brick, common, $6 tb $10 ^u. yd., feood, $I0 to |t5'^. 
yd/ Layitig bi^ick, $2 t6 Ife'cu. yd. Cbst ^f Knie'tfcOrtir 
pei- cu: yd. of brick Wdrif^boUt <5o cb.,'of OMieM tti6ietitr 
$1 to $2. 
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On the basi« of $S^as per M. lor red brick, $2.50 per bbl. 
fpr cement, $1^5 per bbl. for lim^ $1^5 per cu. yd. of 
sand, assuming a mason at 65 cts. per hr« with help at 
37V6 cts. per hr, to lay i^aoo bricks in 8 hrs^ a brick wall 
i^ ins. thick will cost about 40 cts. per superficial foot 
With pressed brick face the cost wUl be about 50 cts. per 
superficial foot. 

Bridge pier, sandstone or limjcston^, $8 to $12 cu. yd. 

Ashlar, sandstone or Iknestone, $12 to $20 cu. y4«, gran- 
ite, $ao to $30 cu. yd. 

pressed bluestone, for steps etc, $1 to $2 cu. ft. 

MINERAL WOpLi Slag, ordinary, sh. ton, $19; se- 
lected, $25; rojd^ ordinary, $32; selected, $40, 

PAINT: Prepared, $1 to $1.59 gallon. 

PAVING: Asphalt — ^In 44 cities in North America the 
00^ of asphalt paving including 4 to 6 ins. of concrete, 
I to i^ ins. of binder, and i^ to 2 ins. of surface, in 1900 
varied between $1.43 and $3.25 per sq. yd. (See Eng. Rec- 
ord, Vol. 43, No. 8.) It is estimated ^hat the cost of guaran- 
tee for the first five years is, 3 cts. per yard and for the sec- 
ond five years fa 1$ cts. per yard. The cpngresional ap- 
propriation bill allowed $1.80 per sq, yd. to be paid for as- 
phalt pavements in Washingtc^, D. C. (EQg. News, Aug. 
i3# 1903) 
- Asphalt block, $2 to $2.50 sq. yd. 

The division of the cost of asphalt pavement is about 
^.follows: 2^^" of surface, 67 cts. sq. yd.; 2"" of binder 
1^ cts. sq. yd. ; S'' of Portland cement concrete $1. Total 
$i4a^. yd. 

Brick, work only, 15 to 20 cts. sq. yd. 
:,^tpk^ 4" of brick pn 3*' of sand, 65 to 85 cts. sq. yd.; 
4" of brick on 6" of natural cement concrete and iH'' cush- 
ion of 9and, {i^KKto $<.6d sq. yd,; sidewalks, 2*^ of bri)ck 
on S2^nd dor to 80 cts. sq. yd. 

OH>ble stone, 80 4^s. sq^ yd 

-Concrete sidewalks, finished with mortar of ^and and 
eement, granite screenings and cement^ etc -lo to 25 cts. 
sq. ft Mortar finish alone 5 to 15 cts. sq. ft. 
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A common contract price for concrete sidewalksy small! 
jobs, is 15 to 20 cts. per sq. ft. Large paving work can be 
done at an actual cost of about 10 cts. per sq. ft. 

Macadam, stone free at quarry, 8^ depth, 40 io 50 cts. 
sq. yd. ; including cost of stone, 8^ depth, 60 to igo cts. sq. 
yd., 12'' depth, 90 cts. to $1.30 sq. yd. 
Stone blocks on broken stone base, $1.50 to $2 sq. yd.' 
Stone blocks on concrete base $2 to $3.50 sq. yd. 
Wooden blocks— 4 In. creosoted yellow pine blocks on 
one inch of sand over 6 in. of natural cement concrete 
$2.25 to $2.35 per sq. yd. Cbst of 4" creosoted yellow pine 
blocks f. o. b. cars about $t.7o per sq. yd.' 

The following analyses of the cost of brick and stone 
block paving are taken from Engineering News, July 24, 
1902. 

'The following is a summary of the cost of paving with 
brick laid on edge, wages being 25 cts. per hour for pav- 
ers and 15 cts. for laborers: Cost per sq. yd. 

57 "pavers" at $10 per M. ; '. . . ; $0.57 

Hauling 1% miles over earth roads 06 

Laying pavers, including labor of grouting ; . . . .08 

0.18 cu. ft. = 1-150 cu. yd. of grout* .05 

1-36 cu. yd. sand cushibn at $1.08 a cu. yd 03 

Plank to protect concrete 01 

Total net cost . . . .' $0.80 

Add about 19% for profit — 15 

Contract price $0.95 

* I Portland to 2 sand. 

'To this, of course, must be added the cost of gra^tig 
and cost of concrete foundation. 
On block paving **we have for the total labor cost : 

Per 8<|. yd. 
Loading and unloading inclusive of k>St team time $0.10 

Hauling i mile j .05 

Distributing blocks x>3 

Laying , , . .^5 
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FiUiog joints ....« ...,. :..,*.«■».••.. .06 

Foreman at 40 cts. per hr., 30 sq. yiU. • • . ^ .oi^ 

2 water and errand bosw ^ ..••,.. J007 

Total labor , $a30 

"Cost ol Medina Block Pavement 

Per sq. yd. 

^ cu. yd. street txcavation $ai5 

6-in. concrete fomidation 50 

1-18 cu. yd. sand cushion in place at $ix)8 . « 06 

Medina block (6 ia) 1 o. b. Albion, N. Y. .*.... 1.15 

Freight to Rochester .o/ 

Unloading; hauling and laying 30 

1,5 gallons tar at 10 cts. a gallon .15 

1-50 cu. yd. sand for joints .02 

Total $2.40 

Add for contractor's proii)fc .25 

, Total cost $245 

Cost of street paving in 30 cities in Wiscpnsin per sq. 
yd. (See Municipal Journal and Engineer, Nov.» 1905) as* 
phalt $1.80 to $2.19; brides, $1 to $2.19; macadam $^25 to 
$1.30; ¥«)od block %J6o to $1.97* 

AU-concretf roadway faying has been found in sevieral 
cities to cost 14 to 18 cts. per sq. ft At Jadcso9» Mich., 
some street pnving haviqg 3 ins. of gravel ; 6 juis. of 1 :8 
cement and >gravel ; 4 ins* of i ;3 cement and tt-in. crushed 
granite, mixed quite wet, cost 18 cts. per sq. ft (S^ Con* 
Crete Engineering, Dec, 1907, p. 205.) 

PILES: Driven and cut, ordinary lengths and ^izes, 
spruce 20 to 40 cts. ft. ; white oak, 25 to 6q cts. ^ Spruce 
30. to 40 ft. loQg,, ckiven and cut, ^ to $|0 each. Shorter 
piles for trestle bents |3 tp $5 in place. 

PILING: (Nov., 1997) Spruce, ordinary cargoes, 6 
to p cts.^ft. Oak, B4^in. butt, 40 to 50 ft., 19 cts. ft.; 50 to 
55 ft., 22 cts. ft. ; 55 to 60 ft., 23 cts. ft. ; 60 ft. and up, 25 
cts. ft 
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' Pine, 60 to 65 ft., $8.50 each; 70 to 75 It. $1*0. ijjcr'fei^h; 
86 it. and nip, $16 eadi. ' - ^ '^ ^ m: ^>? /-£ 

^'Concrete piles in place, about $t pci^liheal fobt.*^' '"-'^ ^ 

PIPE: Vitrified pipe, ^^ dia., 15 cts., hauling H ct. ft., 
fayiiSg, 1% cts. ft.; cement, H ct ft=f i^.J cts* ft? in trench 
already dug. For la'^ pipi^ the <i(}kt Wibout Js^ ^I-^pcr 
ft. total. X See Eng. Record, March 10, 1906, p. 350.) 

RAILING: Gaspipe, 2-rafl} jo tdJ:^S^m^ ft'i Z^^tiS 
cts. to $1.25 ft. :^:)^r..^1 -^j- ■:;.). .n- ^: 

A substantial bridge railing costs ^art)btlt$i.So'tb ^^[50 
p^rMineal ft. Cast irOn tieWel'^^osts i^iit ^to eaichi; '' 

TIOOFING : Four layers of fell pa^r ' ccWefed' %1th 
pftch and gravel or pitch and slag'4 toi6'cil 'sq3'tt?^'^^^^^ 
OSlate, 7 to 13 cts; per sq. ft.-: Slig; 4 cts. Tni.^O'^ldAs. 
Shingle, 7 to 10 cts. per sq. ft. ^ "^ ^^^ •*'< •^' ^-'^ 
'--Tile, Spanish $9 to $12 per square of 100 sq. ft. 
^^SAND BLASTING: (Cleaning) Large cb^cts i to 
3 cts. sq. ft. (See Eng. News, VV)!:'H7,1>^^4?) ^''^ ^^^^ 
"SAND: Building, 20 to 25 cts. cu. yd. in bank, f. o. b. 
c^rs; 40 to 50 cts. cu. yd. freight for s^^httlfe^hin, about 
TS'cts. cui yd., hauHngj iJS to 56 cts. cu. yd:*"'Ul«aF~^ke 
deHvered about $1.10 cii. yd. > ' .• 'nmi •>'.'>-' ) Ir 

'^SEfil>INSG^ In grass 1^5 to $75 acre. -'' '''- "^' ' • -'-^^ 

SEWER PIPE: Laying ^ni defnentm^' in ti^cfK '-^: 
ttmp^\kty 'irtfeli t\th^, Yj to ^i tJtsj^ p^i' it, fcirg^'siz^-So 
cft:'^t6$^perfi. -f'- -^ ■}■■ vt; .^% ^ - ' t |.' 3 -'. .>j ^-;- 

Cofet of !pipe pel' Ihieil ft., 5''i 5: to y ctsi, ixfi I'J tfc? i2<y as. 
iS^i iiS to 4«j>' cts:, ^r, 50 fo 7S cts:, 50^ $* Ite ^i!7d^ '|B^ 
$^'t^$3.-^' •'*' ;•■ "^'- •'^' • ' "' -'"'^ "'■ '-^ ''■' ' /^•■-■f-'s 

SHRUBS; 50 cti to $:8tea^.' ' ' v : v-it -r t * - . 

sodding': 'Ri country towns,^ 7 to^6 6ts. sq. yS^, in 

6tieV25-fo so te. sq. yd.= " -' ' '' ' '^ • '■ ' '-'' ' "' '•^'•' 

'STEELt '9t#d<5tural, materiarorify, 1% to i2^ ct^ pfer 

lb. Erected and painted, 3 'to 5 cts. t)er lb.- ^ ' - - f? 

• Ct^tifigs, ift-'irt^ti;'5 to 16 ctilb: .' ; .1 '^^ fiS 
^"'paSls. heW,'^ f6rf, f. b;b.-'idir^;?'6H «hott tHtctt/"^f4 

td $*4.^.' '• " '''■ " •'*' ''■ ' '"' '"" ■■• ■ : . ^* ■•*' v- . • . • 
Scrap, structural, $14 long ton. r* ' . 
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per cu. ft. 1^ < » .<>-i''i 

VNoi^* Se6tiarWrou^lt-^tifs^.;^bttf6 rffcBt6n< W f piiih. 
85 to 90 cts.; Miniicj^bta fi^esfohe/in rorifefi,"5io?cts/r^^^ 




rough, 40 to 50 cts.; limestone, buff and fefue,^ cts/^, ppf- 

to 1.75; Wyoming bluestone/90 ^ts/;' l^ifclid'blue'stcme, (^ 
hs\; Ad^li^^t6fte^'^?it;40i)er'n^t tori. ^: o. b! cits'iS: Y. 



ft. RlM. ^tone'Surifaced Roofing; (rplj i;o .s^.'jft^. ^.75. .^ 

tp-,^,^s„^fl^^ir oa^.,ll^byte(lk)lv i^triep 6Qf/ttt .aofrotsijletdi 
See Tran^,|^fRlfo:E»giiififfj.nfcandI^tjpfc Wt^y^ Voh 
2 for cost of ties to 13 of the principal American rail- 
roads. It is there shown to vary between 35% and 81% 
cents each. 

• TOOLING: Bush hammering concrete surfaces 2 to 5 
cts. per sq. ft. 

TRANSPORTING: The cost of picking up materials 
such as stone or sand and hauling them a moderate dis- 
tance in wheelbarrows is about 20 to 25 cts. per cu. yd. 
With wagons or carts the cost is about 15 to 23 cts. per 
cu. yd. 

TREATING WOOD: Cheaper processes 5 to 10 cts. 
per cu. ft. Creosoting 20 to 60 cts. per cu. ft. 

Railroad ties 20 cts. each, up. 

Creosoted yellow pine in place costs, including cost of 
wood, $65 to $80 per 1,000 ft. B. M. 

TREES : $1 to $5 each. 
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WOOD: (Prices per thousand feet ol board measure) 
May, 1904. 

Hemlock, rough, in lengths up to 20 ft. $17 to. $19. 
Lengths 22 to 40 ft $3.25 to $7 additional 

Pine, yellow (Long Leaf) building orders, 12 ins. aiiid 
under, $20.50 to $22.50; 14-in. and up, $26 to $29; i^ and 
iH-in. wide boards, $28 to $30; 2-in. wide plank» heart 
face, $30 to $31.50. 

Yellow pine of heavy construction, in cargo, lots, de- 
livered New York City, $22 to $25. 

Spruce: random cargoes, 2-in. cargoes, $18 to $21; 6 
to 9-ins., cargoes $19.50 to $21.50; 10 and 12-in. cargoes, 
$21 to $23. 

The framing and placing of wood in a structure costs 
$5 to $15 per thousand feet of board measure. 

White oak timber in wharf construction costs $50 to 
$60 per thousand feet in place. 

Bridge timber in place, per thousand feet, white oak, 
$40 to $50; yellow pine, $35 to $45 ; hemlock, $22 to $30. 

More than half ^ cost t>f wood is generidly due to 
freight on account of the long distances between the cen^ 
ters of greatest supply and greatest consumpdoa 
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specifications fbr Natural and Part« 
land Cement.* 

Recommended Standard SpecificatiOttS. 
(Standard Specifications for Cement adopted by a Joint 
Committee embracing representatives from the American 
Society of Civil Engineers, American Society for Testing 
Materials, American Institute of Architects, Engineer 
Department of United States Army, Association of Port- 
land Cement Manufacturers and American Railway En- 
gineering and Maintenance of Way Association.) 
General Observations. 

1. These remarks have been prepared with a view of 
pointing out the pertinent features of the various require- 
ments and the precautions to be observed in the interpreta- 
tion of the results of the tests. 

2. The Committee would suggest that the acceptance or 
rejection under these specifications be t>ased on tests made 
by an experienced person having the proper means for 
making the tests. 

3. Specific gravity is useful in detecting adulteration or 
underbuming. The results of tests of specific gravity arc 
not necessarily conclusive as an indication of the quality 
of a cement, but when in combination with the results of 
other tests may afford valuable indications. 

4. The sieves should be kept thoroughly dry. 

5. Great care should be exercised to maintain die test 
pieces under as unifprm conditions as possible. A sudden 
change or wide range of temperature in the room in which 

"^ The ^teeifieations and recommendations that follow 
are taken without change, except the omission of figures 
showing appftrattls and reference to same^ from Mimual of 
R eecm m tn ded Pro€tkt, Edttioii of 1907, published by 
American Railway Engineering and Maintenance of Way 
AtsociattoB. 
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the tests are made, a very dry or humid atmosphere, and 

6. Each consumer should nx ,the minitnum requirements 
for tensile strength to'smt'his'%T«^^^<mons. They shall, 
however, hficyf^m the limits stated., . , ..,, '-^ 
kj..7.7 The^^t^sts for constancy 9f volume are idjviclpd into 
two.clasjse^, jthe lust normal, the second accelerated. The 
la^r, shpuld be regarded as a precautionary^ test 6nly> and 
not. infallible.. So many conditions enter into' the making 
and interpj^eting of it that it should be us^d with extreme 
?^jm^,^ ,^ . " ■ . I ^ .^. .. ' .> 

B. In. making the pats ^e greatest care shoiitd lie ex- 
ercised to avoid initial strains due to molding or too rapid 
<irying out during the first twenty-four hours. The pats 
should he preserved under the tpost uniform /conditions pos- 
sible, ajid r*ipid changes of temperature should be avoided. 

gi The failure to meet the requirements of the .accelerate 
cd ^ests need not be sufficient cause for rejectionV .The ce- 
fnent may, howevei^, be held for twenty-eight days,' arid a 
reiest made at the end of that period* Failure to meet the 
requirements at this time should be considered suffic^nt 
xause for rejection, although in the present state pf our 
knowledge it cannot be said that such failure necessarily 
indicates unsoundness, nor can the cement be considered 
^entirely sati^actpry simply because it passes the tests. ^ 

STAN DA RB SPEC] F iC AT IONS FOR CEMENT 
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, .• ^a^^|^4Li CONDITION S. 

*..|.^AU,<;ement shall be inspected. ^ \ ',' ', , 

J a, C^entmay pe inspected either jjt the pfacp of matiu- 

.fa<;tvjre,or.on.the.worlic. . . , . , v . 

3. In order to allow ample time for inspectiiig and test- 
ing, cement shall be stored in a suitable weather-tight 
i>uildin^ hltving the fknir properly Uooleed or niiaed ffom 
the grouhd. • > ' t > 'f^ - r.«^ -v . 

^"4^ '7'j^e oefiiint' ^alt'l)!* 6ttyn^d:i^ 9uehi« jnwnner.aft to 
peniiH' easy acdeM' for pn^per ilisptetiMt^ and^identiiiestuin 
Nof eaih Aipitt^ht •' • '• ^ ^ • wr f 

5. Every facility sh?iU be provided by the co«tr«lclor *|W 



tt' period^ at foast twelve dajrs aUaived for the inspection 

and necessary tests. v . ^ .:» . .\ , ..: . > 

«i^^ CSment shall he delivered in 5t2itable packages wiUi 
th^ hrand and name. of manufacturer ptainly macked.there- 

7. A hag of cement shall contain 94 pounds oi oemetit 
net. Each harrel of Portland cement shall contain^ four 
hags» and each harrel ^of^hlat^raleement-siiaH' contain thrifie 
hags of the ahove net weight! • . t . 

8. Cement failing to nieet the seven-day requirements 
may he h^M awaiting tiie results of the twenty-«ight day 
tests hefore rejection. * . > . .. - 
. Q. /All tests shall be made in accordance wjtW tjie meth- 
ods proposed hy the Committee' on Uniform, Tests of *Ce- 
pent of the American Society of Civil Engineers, presented 
to the. Spciety January )?i, 1903, ani amended January' 2Q, 
1904^ with all jsjubsequent amendments thereto (See addeh- 
ifum to these specifications.) 

10. The acceptance, or rejection shall he based on the 
i(QllQwiqg|r^4uirement3; .^ Vf 

NATUltAL <nSHENT. 
It. This tcrmi shall be applied to the finfely pulverized 
^oduct resulting' fr6m Che calcination; of an argillaceous 
limestone at a temperature otily sufficient ta.driv^ off tht 
carbonic acid gas. 

' t2l 'The specific gravity of Ihe cement, thbroujg^hly dried 
at 100** C, shall not be less than 2.8. ■ / : ; > • • 

' 13. .. It shall leave by weight a residue of not more than" 10 
per cent, on the No. 100, and 36 per cent, on/the ,No, 200 

?!???*r '-.y: ■;»..,-. t ;j ..• W. •:".:, \,, ' \'" 

— J4? It shal l devel op initial set in not less than t en mi n- 
utes, and hard set in not less than thirty minutes, nor more 
than'thrtfeibbursT" ^ i' ::-- ■ ■..."•--5 -"' * 

'''-i^r The minhhuftireqtlirettiefiti fdrtehsile strehgthtfol' 
l^t^^tt^ttes'Me ibch sk^tmre in cross^s^ction shall W- within 
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the lollowfng Hmib, and shall show no retrogfetoton in 
strength within the periods specified:* 
Age. Neat Cement Strength 

24 hours in moist air SP-ioj lbs. 

7 days (i day in moist air, 6 days in water) . .100-200 lbs. 

28 days { 1 day in moist air* 27 days in water) 200-300 lbs. 

One Part Cement, three Parts Standard Sand. 

7 days (i day in moist air, 6 days in water) 25- 75 lbs. 
28 days (i day in moist air, 27 days in water) 75-lQO lbs. 

16. Pats of neat cement about three (3) in. in diameter, 
one-half (%) in. thick at center, tapering to a thin edge, 
shall be kept in moist air for a period of twenty- four hours. 

(a) A pat is then kept in air of normal temperature. 

(b) Another is kept in water maintained as near 70* 
F. as practicable. 

17. These pats are observed at intervals for at least 28 
days, and, to satisfactorily pass the tests, should remain 
firm and hard and show no signs of distortion, checking* 
cracking or disintegrating. 

PORTLAND CEMENT. 

18. This term shall be applied to the finely pulverized 
product resulting from the calcination to incipient fusion 
bf an intimate mixture of properly proportioned argilla- 
ceous and calcareous materials, and to whidi no addition 
greater than 3 per cent has been made subsequent to calci- 
nation. , 

19. The specific gravity of the cement, thorougMy dried 
at 100^ C, shall be not less than 3.10. 

20. It shall leave by weight a residue of not more than 
8 per cent, on the No. 100, and not more than 25 per cent 
on the No. 200 sieve. 

21. It shall develop initial set in not less than thirty 

* For example, the minimum requiremei^ Idr the tweit^ 
ty*four hour neat cement teste should sl^^ somr vpeoified 
value wi^in the linnts of 50 and 100 pound^, and spon lor 
each period stated. 
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minutes, but must deyflop hard set in not less than one 
hour, nor more than ten hours, 

22. The minimum requirements for tensile strength for 
briquettes one-inch square in cross-section shall be within 
the following limits, and shall show no retrogression in 
strength within the periods specified.* 

Age. Neat Cement Strength. 

24 hours in moist air 150-200 lbs. 

7 days (i day in moist air, 6 days in water) 450-550 lbs. 

28 days (i day m moist air, 27 days in water) 550-650 lbs. 

One Part Cement, Three Parts Standard Sand. 

7 days (i day in m6ist air, 6 days in water) 150-200 lbs. 
28 days (i day in moist air, 27 days in water) 200-300 lbs. 

23. Pats of neat cement about three (3) in. in diameter, 
one-half (H) in. thick at the center, and tapering to a thin 
edge, shall' be kept in moist air for a period of twenty- four 
hours. 

(a) A pat is then kept in air at normal temperature and 
observed at intervals for at least 28 days. 

(b) Another pat is kept in water maintained as near 
70* F. as practicable, and observed at intervals for at least 
28 days. 

(c) A third pat is exposed in any convenient way in an 
atmosphere of steam, above boiling water, in a loosely 
dosed vessel lor five hours. 

d^. ThBS<& pats, to satisfactorily pass the requirements, 
shall remain firm and hard and show no signs of distortion, 
cheddng, cracking or disintegrating. 

25. The cement shall not contain more than 1.75 per 
cent of anhydrous sulphuric acid (SO^), nor more than 4 
fer. cent, ol magnesia- <MgO). 



^ For example^ the minimum requirement for the twen- 
t9!>fotir hour neat cement tests should show some specified 
ividue witkk» the limits of 150 and 200 pounds, and so on 
iat each fienod stated. 
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ADDEKDUM. ^ ^ 

ABSTRACT OP METHODS RECX)MMENbEi) BY THE SPECIAL COM- 
MITTEE ON UNIFORM TESTS OF CEMENT OF THE Ail ERI-' . . 
CAN SOCIETY OF CIVIL ENGINEERS^ 
SAMPLING. 

1. The sample shall be ?i fair average of the contents of 
the package ; it is recommended that, where cpnditions per- 
mit, one barrel in every ten be sampled, . 

2. All sampjes should be passed through a sieve havin|r 
twenty meshes per linear inch,, in order to break Mp lumps 
and remove foreign material ; this is a^so a very effective 
method for mixing them together in order to obtain an 
average. For determining the characteristics of a shipnient 
of cement, the individual samples may. be. mixed and Jth^ 
average tested ; where time will permit, howeyei], it is rccr 
ommended that they be tested separately. 

3. Cement in barrels should be sampled through a hole 
made in the center of one of the staves, n;iidway l)ctwcen 
the heads, or in the head, by means of an au^r or a sa^ip- 
ling iron similar to that used by sugar inspectors, it in 
bags, it should be taken from surface to center. ' . , ' 

CHEMICAL ANALYSIS. ; 

4. As a method to be followed for the analysis of ccr 
ment, that proposed by the Cpmmiltee oa Uniioam^ ^u 
the Analysis^ of Mateirials, for the Portland Cement Ii^s- 
try, o| the New York Section of the Society for Chemica) 
Industry, and published in the /oiirna/ of the Society fof 
January 15, 1902;, is recommended. ; , . 

SPECIFIC. GRAviry; 

5. The determination of specific gravity js most ^oonvo^ 
iently^mad^ with Le Chateli^r's apparatus. This CQpsists of 
a flask of 120 cu. cm. (7.32 cu. in.) capacity, the neck of 
which is about 20 cm. (7.87^ in.) long; in the middle of (his 
neck is a bulb, above and below wfaich att two mirks;' tlifc 
volume iietween these marks is ao co. cm:: {ijaacvu in^^ 
The neck has a diameter of about 9 Inm. (6.35 i«.)^aend is 
graduated into tenths of cubic centimeters above the mark. 
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^. penziQje (fis^ Baumf naptlia), or kerosene free from 
water, should be used in making the deterniination. 
7. The sp^fic gravity can he determined in two ways : 
(a) . Tift, flask is filled with either of these liquids to 
the longer mark and 64 gr. (2^5 oz.) of powder, previously 
dried at 100* C (212** F.) and cooled to the temperature 
of the liquid, is gradually introduced through the funnel 
{the ;Stem of which extends into t}ie flask to the top of the 
bulb], until the upper mark is reached. The difference in 
weight between the ccqient rcpiaining and the original quan- 
ti^ (64 gr.) is the weight which has displaced ^ cu. cm. 
. 8. . (b) The whole quantity of the powder is introduced, 
znd tibie level of the liquid rises to some division of the grad- 
i^lted neck. This reading plus 20 cu. cm. is the volume 
displaced ;by 64 gr,. pf the powder, 

..,9. The specific gravity i§ then obtained from the for- 
mula: 
^ , . . ../ Weight of Cement 

i^ .^, . ; Specific Gravity; j= — ' \ . ' , — : — 

Displaced Volume 
la The flask, during tl^e op^sr^^tipn, is kept immersed in 
.:^atQr in a jar, in order to avoid variation? in the tempera- 
ture of the liquid. The results should agree within QX)i. 

11. A convenient m^hod for cleaning the apparatus is 
at lolk)wsr The flask is inverted over a large vessel, pre- 
ferably a glass jar, and shaken vertically until the liquid 
starts to .flow freely ; it is then held stiU in a vertical posi- 
tion until empty ; the remaining traces of cement can be re- 
ipioyed in a similar manner by pouring into the flask a small 
quantity of clean liquid and repeating the operation. 

FINENESS. 

12. The sieves should be circular, about 20 cm. (7.87 in.) 
^ diameter, 6 cm. (2.36 in.) high, and provided with a 
puis em. (1.97 in.) deep, and a coyer. V 

; 13. , The^wire dotl^shpuld b^ woven (i^ot twilled) froqi 
?br;|sa wiri^.hayiafi; the fol}<^^ij>|: diamet^s: 

, , No* lOP, 00045 i^.; No, 90f)y 0.0024 V^ 

- ^^ Tbif <Jl9lb lt\9^jW>6 mm^<^ Qn tb^4rw^ wi*owt 
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distortion ; the mesh shbtild be regular iti spacing and 1)e 
within the following limits : 

No. 100, 96 to 100 meshes to the linear inch. 

No. 200, 188 to 206 meshes to the linear inch. 

15. Fifty grams (1.76 oz.) or roo gr. (3.52 oz.) should he 
used for the test, and dried at a temperature of rob* C. 
(2I2*F.) prior to sieving. 

16. The thoroughly dried and coarsely screened sampk 
is weighed and placed on the No. 200 sieve, which, with 
pan and cover attached, is held in one hand in a slightly in- 
clined position, and moved forward and backward, at the 
same time striking the side gently with the palm of the 
other hand, at the rate of about 200 strokes per minute. 
The operation is continued until not more than one-tenth 
of I per cent, passes through after one minute of continu- 
ous sieving. The residue is weighed, then placed on the 
No. 100 sieve and the operation repeated. The work may 
be expedited by placing in the sieve a small quantity of 
large shot. The results should be reported to the nearest 
tenth of I per cent. 

NORMAL CONSISTENCY. 

17. This best can be determined bj^ means of Vicdt 
Needle Apparatus, which consists of a frame, bearing i. 
movable rod with a cap at one end, and at the other a cyl- 
inder, I cm, (0.39 in.) in diameter, the cap, rod and cylin- 
der weighing 300 gr. (10.58 02.). The rod, whidi can be 
held in any desired position by a screw, carries ah indica- 
tor, which moves over a scale (graduated to centimeters) 
attached to the frame. The paste is held by k conical hard- 
rubber ring, 7 cm. (2.76 in.) in diameter at the base, 4 
cm. (1.57 in.) high, resting on a glass plate about 10 cm. 
(3.94 in.) square. 

18. In making the determination, the same quantity of 
cement as will be sUbs^uently used for each batdi tti male- 
ing the briquettes [but not less than 500 gr. (17.16 02.) 1 
is kneaded into a paste, as described "in paragraf^h 38, anil 
quickly formed into a ball with tiie hand^, completing the 
opcratioii by tossing it six times irom one hUtid to *the 
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other, mtititained 6 in. apart ; the hall is then pressed hito 
the ruhher ring, through the larger opening, smoothed oft 
and placlfd (on its large end) on a glass plate and the 
smaller end smoothed off with a trowel ; the paste, confined 
in the ring, resting on the plate, is placed mider the rod 
Bering the cylinder, which is brought in contact with the 
surface and quiddy released. 

19. The paste is of normal consistency when the cyl- 
mder penetrates to a point in the mass 10 mm. (0.59 in.) 
bdow Uie top of the ring. Great care must be taken to fill 
the ring exactly to the top. 

aa The trial pasted are made with vanring percentages 
of water until the correct consistency is obtained. 

Note, The Committee of Standard Specifications fdr 
Cement inserts the following table for temporary use, to 
be rephced by one to be devised by the Committee of the 
American Society of CivU Engineers. 
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TIMK OF SETTING. 

ari. For 'fllis purpose the Vicat Needle, which has al- 
fieady been 'd^scWbed in paragraph 17, should be used. 
• M. W fnakittg'lft(6-le^# a paste of normal consistency 
is molded and placed under the rod, as descfibed in ^ti- 
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,jrstp)i i8; this rod, hearing tht ^ap at ont tn^mi the.nfi^- 
^,. I, m^L (OJ039 in,) in 4iaine^er, at.tl^ x>the]:,.wdghiiig 
^ gr.. (1,0.58 oi.). Th|e n^e^le is th^n carflully^i^r^nghtui 
cpnUct with the surfa^jc of , thf pa^e /^ui quick^ re^ease<L 
I 23* The setting is -said to have commenced /s^hen Uic 
jieedi^ ceases to pass a point 5 mm. (0.20 in.) ahpve th^ 
upper surface of the glass plate, and is said jto have, termi- 
nated the. mQm^t the; needle does npt sink visibly intQ the 

AiaSS.- -■- ., . - .. ; : .■•*-:'.- 

^ 24. .Th&test^pleces^shoi^ld be stored in ^ots^ air duciog 
the test; this is accomplished by p^eini^ tlj^m. on la r^^ 
oyei;. water contained in a pan and ooyi^red with a <ifttnp 
cloth, the clodi,to be Jcept away, Iron^ them by mea^ o4 t 
. we, screen ;.pr th^ niay be stpr^d in ,^ moist box or dos* 
,et. ,,..^ •-.•,',■,■- ■'.-•>•■ 

. 25. Care, should be taken to keep ,th^ n^edlf^ ^ean» a9 
the collection of cement on the sides 'ffi the needle jreUrris 
the penetration, while cement on the point reduces the area 
and tejajs.^ iQcreaeerthe {NOBtratioii. 

36. The determination of tl;e timc^ ojF setting, i^ oniy ap- 
proximate,' being materially affected vl^ the tetttpefaturt of 
the r^ixing w^ter, the temperature and humidity of the »ir 
during the test, the percentage of water used, and the 
amom^ df mdl^ing the paste receiv^* . 

' ; STANDARD SANO. :. 

27. For the present, the Committee rccotnmeads the 
natural: siand irom, Ottawa,. Ill, screened to pass a sieve 
havii^ 20 meshes per linear inch and retained on a sieve 
having 30 meshes, per linear Jnch ^ the wises to have diam- 
eters of 0.0165 and 0.01 12 in., respectively, ». e:, half the 
width of the opening in each case. Sand having passed the 
No. 20 sieve shall be considered standard "when nbt more 
than I per cent, passes a No. 30 sieve after one minute con- 
tinuous sifting of a soo^gr. sample 

28. The Sanduslqf Portland Cment Company of San- 
dusky, Qhiq, has agreed, to undertake the pceparation of 
this sai^ and to fuqvsh it at a priqt oioly «Mflfc;knt <P 9?Yer 
ft?^<rt^4 9ost of prepwrntiw, . .• .. 
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ii Fittif OF SRIOUBTtC 

j;^ While tte^orm of the briquette recommended hsr t 
i^rtUtfr Committtfe of the Society is not wholly ^atisfaclofy; 
ttrfi Cbmmittee is not prepared to suggest any dumge^ 
•Ibcr than rotmding: off the comers hy curves of H-in. 
ftdiusi 

^lifOLDS. 

3a The molds should be made of brass, bronze or s6me 
equally non-corrodible material, having sufficient metal in 
tlie^Mc» to prevent spreading during moldii^g. 

31* CSang' tnolds, which permit molding a number of 
hrk|ibetles at one time, ar^ preferred by many to single 
noldsr sincer the grater quafttity of itiortar than einht 
ttmed teAdi to produce a greater uniformity iit the itsMta. 

32. Th« molds shotild be wiped with an c^yddth he^ 
idfe wing. 

MIXtVG. » . ! : 

' is. All pi«oportion should be stated "by weight ; the quan- 
^ty of water to be used should be stated as a percentage 
ol tile dry material. i * 

'34^' The metric sjrst^m is re<5ommended because of the 
^Mtettiefit rdation of tiie gram and the cubic centhnetct. 

35. The temperature of the room and the mistiiig wat^ 
should be as near ai^ C (^d* FO as it is practicable to 
iwiiittUn it I .. 

36. The tand iind cement should be thoroughly inixd! 
dry. The mixing should be done on some non-absorbing 
But<aee,iprefeitibly plate gfass. II the mixing must be 
done on an absoiliing surface is should be thoi'ottghly 
4Uop«ned prior to use. 

• 37.' The qtiantity 'of material to be mixed at one time 
Mtepends on the ntmiber of te«t pieces to be mad^^ about 
a;ooo^gr. (iSJB oi.) makes a convenient quantity td mist, 
ttp^dally ^ hmdmebiods. 

3ft Tb« iMMriiU is wdgh<^ aild placed on flie ihixihg 
Uble, a«d' a^ crater formed in the center, irito which- the 
proper percentage of clean water is poured; Ihe material 
06 iM outer edge ia turned into fhe crater by^ the aid ifi a 
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trowel. As soon a» the water has been absorbed, which 
should not require more than one minute, the operatiqn is 
ccMi^leted by vigorously kneading with the hands lor aa 
additional i^ minutes, the proems being simMar to timl 
used in kneading dough. A sandgls^s affords a oonvenitNt 
guide for the time of kneading. During the operation of 
mixing the hands should be protected by gloves, preferably 
of rubber. ■' \' 

JAOLPIVC, /' ^ 

39. Having worked the paste or mortar to the pro^ 
consistency, it is at once placed in the molds by han4* 

4a The molds should be filled at once^ the matcris^ 
pressed in firmly wi^ the fingers aiMl sm€w>thed offwith 
a trowel without ramming; the material should. bt heaped 
up on the upper surface of the mofU^ and^ in smoothing off, 
the trowel should be drawn over the mold in sudi a mmt 
ner as to exert a moderate pressure on the excess material 
The mold should be turned over andthe Qpesali^it repealed. 

41. A check uppn the uniformity of the nuKins and 
molding is afforded by weighing the briquettes just prior 
to immersion, or upon removal from the moist closet 
Briquettes which vary in wdght more than 3 per cent from 
the average should not be tested 

STORAGE or T9£ TEST PIFGRS. 

42. During the first 24 hours fifter molding* the tfot 
pieces should be kept in moist air to prevent them from 
4rying out. 

43. A moist closet pr chamber is so easily devised that 
the use of thei damp cloth should be abandoned if cpossil^ 
Covering the test pieces with a damp dotk ts objectHmaUl^ 
as ^ommonly^ used» because the doth ma^ dry out ttne^al- 
ly, and in consequence the ^at pieces are not all mamtaiiiad 
vmder.the saine coifditioa. Where a n|o»t doset is not 
available, a cloth may be used and kipt- «nifoii;«i]y wat hf 
immersins the ends^ inr watan It should be kept troija, di- 
rect contact with the test pieces by means ol a< wife ^craea 
or some siaiilar, arrangemanU , 

44. A moist cWset coaaisu ol a soapstont or sla%r jbax, 
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^ a tnetal4iiied wooden box — the metal lining being cov- 
ered with felt and this felt kept wet The bottom of the 
box is so constructed as to hold water, and the sides are 
provided with cleats for hewing glass shelves on which to 
place the briquettes. Care should Us taken to keep the air 
in the closet uniformly moist. 

45. After 24 hours in moist air, the test pieces for lon- 
ger periods of time should be immersed in water main- 
tained as near 21'' C. (70*" F.) as practicable; they may be 
stored in tanks or paps, which ^ould be of non-cdrrodible 
material. 

TBNSILB STRENGTH. 

46. The testa may be made on any standard machine. A 
solid metal clip is recommended. This clip is to be used 
without cushioning at the points of contact with the test 
specimea The bearing at each point of contact should be 
%-in. wide, and the distance between the centers of contact 
on the same dip ^ould be i^ in. 

47. Test pieces should be broken as soon as they are 
removed from the water. Care should be observed in cen- 
tering the briquettes in the testing machine, as cross-strains, 
produced by improper centering, tend to lower the break- 
ing strength. The load should not be applied too suddenly, 
as it may produce vibration, the shock from which often 
breaks the briquette before the ultimate strength is reached. 
Care must be taken that the clips and the sides of the bri- 
quette be clean and free from grains of sand or dirt which 
would prevent a good bearing. The load should be applied 
at the rate of 600 lbs. per minute. The average of the bri- 
quettes of each sample tested should be taken as the test 
excluding any results which are manifestly faulty. 

CONSTANCY OF VCM-UME. 

4S. Tests for constancy of volume are divided into two 
classes: (i) Normal tests, or those made in either air or 
water maintained at about 2t** C. (70** R), and (2) ac- 
celerated tests, or those made in air, steam or water at a 
temperature of 45** C (115* F.) and upward. The test 
pieces should be allowed to remain 24 hours in moist air 
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before immerston rin water or >stealiii, or preservatioti la 
•air- -.• : • '■, .-..•••-..: -•: - S',- 

49. For these tests, pats abom 7% ctai. (2.^5' in.) ind^ 
ameter, i)4 on. (0.49 in.) thidc at the center, and tli:ptfrlfii^ 
to a thip «dge, should be made, upon a dean ]gl&kk pteiite 
[about 10 cm. (3.94 in.) square], from eei^ent f>astt'of ilot<- 
flial consisten^i ; f . ; r > 

.'Sa- A' pat is iinraersed in 'water "maintafined ais rteaflr afi? 
iC. Kto** F.) as possible for 28 4ays, and observed at ititcr- 
vals. :A similar pat is maintained in air at ordinary tem- 
perature and observed at intervals. ' * - ■ 

51. A pat is exposed ki any convcntent way in an atmos- 
^eceudi steam, above boiling water, iti' a>ld6sely ctdlsed 
*vcs$eLf : 1 . .:■••• * : ■.*' .' .- •• ' -^ ■ 

: -52. T6 pass t^iese tests satisfectbrily, the pats should 
f^itain firm. and hard» and show* no signs • of cracking^ dis- 
toittion or disintegration. • • 1 ' : i. > ^ 

53. Should the pat leave^the plate,' distoitkm maybt' de- 
fected ibest: with a straight-edge applied to the sut^face 
which; was in contact wi^ the plate. / 
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TtieDetiifa of GoiiereteNSteel' 

:f.h",.";:B^fari^'*n<J Stabs. ■ ■■•"-•'-^ 

^ 'Tfi^ ffbrihidai fdf prdi^<Mti(Miifif comam^Hettbnam^xt 
legiori; 'and they 'are far istbtc varfed" 4kan tfaose'lqr :tlie 
'4ui^ kdl^ixiiamxa with which ^Dgiopf ring liter^tDr^ was 
;floo(M at decade qv tworaipoL :Nic^iofiim)M ictr tbe d«6J9i 
JoY cohiQiiiff were ftlabocated^m' the day$ beforei ftepU w^^ 
io'coMtneii.Uiat'wer^ satisfactorjp iii <very r^pett,.^ excffpt 
'^at khey^kl not agtee Itrith the reaitltii otl ; tests th9dfc w^fe 
'<trt>stiqiieiitly 'taade.' Investigatdrs later if Qnnd^.th^t Uk 
4ii£avior of : compression meihbers ol practical proportions 
'imrMi )vefy closely widi: a. simple little at^aigbt tlk^ 
tdhMttb; Even at the present time the last ol Ae$e^oi9- 
']pAtx ioirmtih» has not been veeded cmt of speci^Qatioo^ o 
' ' Aiioihef featiire-'^f eonitrtK^on ^liat has o^ded toihe 
simplifying influence of development, of the M^^etopmg 
1iiAiicti(^ of i^mpl^ication, relates to the.idtimate and the 
working 'stress of -steeL: Thietwo gr^es^iof ts^i:iictiK^ 
'^it^ ivlth separate tmit . stresses^ though^ thi^ ajrf{:;s^ 
reieognieed in isbme 8pecificalson8»rare gradually:, niergiqg 
iiiie one grade itr all pieces sut^ect id th« ordinary p^p- 
(jesses of th^ shop/ easoepting forging; and the ipamifaoturer 
no longer needs' id exhibit his ability tc^ bring^lorth ;CJt)ur 
-grade frt>fn the samemdt, btoom, billet or Aushed ine^^ 
' Concrete-steel dbi%ning is y6uhg; and probably on ac- 
count of its rapldi growth the infant is aftided with' both 
'of the Above-named ajlments. The formulas brought ^ut 
rival those ^for retaining walls 19 complexit^r^ and the units 
recommended are about as numerous as the foi^u^as. , 

The foregoing may seem an incoiitiaCent preface to. a 
1(iaper snggestiii^ both formulas and, unit 3tre$ses^ but.thc 
wrtttfFs ^rpose is to show' the busy cnginef^tc^who^does 
not #ant t» delve mt6 dtbstntse jnathe«Balioi».that formulas 
f of thb design of concrete-steel bebais< dr« tilths- c^n' be 
fhade as ^itfq>le as^ those for steel beamsj In iact, the 
fbfmulM arte even more simple tbim iormolas fw ste^l 
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in hti^kag, it cevCftin mlel ^i prntpprlikmits bt lidopted 
Ftirther, the agreoneot .t>etween the formulas and the 
actual strength of the construction is about as close as in 
sted coiisitniGtion» as many tests cU&dy approximating 
the proportions here recommended have demonstrated. 

In the matter of variation from an estid>ltsfaed tmit 
stress we commonly aHow steel to vary about 8 per cent 
either way from a desired average tensile strength. We 
should be satisfied if concrete^steel tests show as close 
agreement with their calculated strength, espectnlly as 
the variation, barring the effects of careless work» will 
probably be on the safe side in nearly every case. The 
last-named condition obtains because of the real but un- 
certain eleiheitt of strength imparted to the combtttation 
of concrete and steel by the strength possessed by the steel 
after ilt has passed its elastic limit, the nominal limit of 
ultimate strength. 

There are many kinds of concrete, just as there are mai^r 
grades df oak. Some oak has knots and wind shakes and 
is unlit for use in a structure, but specifications for oak 
beams do not recognize these grades tn allowing unit 
stresses; rather the aim is to exclude those. grades unfit 
for use by proper selection and inspection of the materials. 
So in Ooncrete-steel construction there shoukl be a standard, 
and this should be a concrete suitaUe for the purpose aiKl 
made strictly according to the requirements, as near as 
dwse ends can be acooi^lished commerpally. 

It is ahnost universally agreed that concrete composed 
of t part Portland cemenft, 2 parts band and 4 parts small 
hard broken stone t)r gravel, or of proportions dosely 
approximatmg these; is the most suitable mixturt for the 
concrete. For cinder cono^eite the same proportions, usi^g 
cinders 4n plaoe of todcen stone, may be called staa^^cd. 
It Is ids6 eommoii knowledge that this slooe concrate, 
whttn made of good hiaterials, will sustain on ultimate 
ciHishing load of a&oiit 3,000 lbs. ^r in., and the cinder 
cc^ret^ win take iitout 750 lbs. per sq. in. It is prc- 
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Slimed ^in all cases that the materials an4 .workmanship 
are good, just as we prestime that wood used in strnctwes 
is good and sound. 

It is farther almost generally agreed tlHit the nltimale 
strength of a concrete-steel heam is reached when the 
steel is strained to its elastic limit and the concrete has 
reached its ultimate strength. 

The use of steel having high elastic limit and depend- 
ence jxpon high safe units in consequence is indefensible. 
The excessive stretch in the steel will crack the concrete. 
The writer made a number of tests on the floors of a large 
concrete-steel building, and in one case, in a bay con-' 
taining 13 beams, 91 cracks were counted in the beams when 
the ''safe'' load was placed upon the floor. One beam had 
16 cracks. Many of these appeared long before the sup- 
posed safe load was placed. The deflection was excessive^ 
This building was designed with steel of high elastic limit, 
and dependence was placed upon the high tensile valm 
ol the steel to stiatain the loads. 

The theoretic elongation of the concrete, even at mod- 
erate tensile values in the steel, corresponds to excessive 
tensile vaiues in the concrete; and the fact that concrete 
ia which steel is embedded has been stretched out In 
tests without cracking to elongations that would rupture 
plain concrete is evidence that the concrete in setting has 
shrunk, thus putting the steel under an initial compression, 
which must be overcome before any stretch occurs in 
the concrete. This shrinking of concrete in setting is one 
of its most useful properties, viewed as a medium in con- 
crete-steel construction. Besides giving the embedded 
steel an initial compression and thu9 helping its tensile 
value. It also grips the steely and thus takes Arm hold upon 
it, greatly aiding the adhesion of the concrete to the steely 
It u to be noted (hat this gri^mig of the steel, and 90! 
mere adhesion due to contact, is the thing that makea 
the union between the steel aiid the co^icrete ; ef ective^ 
This is the reason why round and square bars hold betur 



Sn^ the ctmctetc than flat*. Tt isNaho a ^reason* fof 'b^- 
^ftg th« st«el ^#e^ enou^ti^ f rom th^ snrfact df *the^oif* 
Crete to make the gripping effective. It 'iuttHer ovA^rdfties 
the allnostf infinitesimal reduction, irt diameter r in t the jetm- 
Wdded sted when under sti'ebt below the> elastic lin^itj* ^ 
thUt the adheskm or Akin.ii'ict«>n is not io^ *¥^iett the Med 
elongates slightly. i'; ' : / .!>...: 

iljie'fatt* that concrete shritSks in settinfe ftmheff |yo^ts 
0^1 the erfof' in depending for compression^ <^(KJfc^ Sted 
eihbedded'in eonirete/ Unless the -concrete is merely Cttfci 
fo# ltd protecting valiie. The initial compr«skJ<i" ih ^IS 
st^ addfs An' Uncertain amount to any cafknlaited ciblnp^e^-i 
ftion ^n the ' ^ame. Steel reinforcement in. the intiiaad^ -bf 
fiegbiafital concrete 'ftoor'afches' is hot rattional ^ign/^iis 
thestc^V fo be usefnl, mtist be ihco^^'i^sioiii'- St^ 
en^dded in e^ncre^e edumn^ as hoop^ '<^ ^irsdi'^ 
i^tionalr AS bading tfie^eohiknt^s' tbrihbreaie''-^ 
^fitanfet^r ^Ind ta'iiut t^ni^l6 ^tfess in th6 stie^. 'Afiso ligM 
longitudinal rods, wired t^'these *5^i*al^'%(^-tak«* ffefeul* 
i|^ tl\e jqolui^s,4&,e3w:ellefl{»t9/^nfprfe t^e ^oli^n^: ag^ fist 
eccentric, 9fv lateral fofces.;,,.. ..:, ,. ^.^ ^ -j; i:.; M^n-j 

'•Another phsts^^of Hife shirinttfng i^ thM* Irery loner -tmSH 
ill cSMitrke*steel cdnstfuctidn should ilot1>e plitced^^i^oA 
tiihe^^^hles^ e^tp^sion joints' be^ provided. -It U the" ^t^fhlt-^ 
ini df '(conc^te that causes 'vertical ^i'ack^ in plaih %Mi 
efete walls to appeafr at intervals, and mak^ H d3(^»6die^ 
ttt K^^e exi)ahsi6n joints in isbdh' walte 50^. apat% 6i^i6. 
Steel -^nbedded^ in concrete Wails or Otli^r ebnstfuafoit 
has the effect of diistribwtiilg the Shnhkage stfesiSfes^aAd 
lessenihgthte Shrinkage tracks; and waits thus reihfbtc^d 
ean 1l^ niade nrncli tonger withoiit liabllitjr to thes* cracki 
tban^ ^taih walh. HoW^ver,- if a long reinlo^ced -will 4!4 
tifOUght'' up uniformly f#dni= the grOuhd up,' shrtnkagi^ 
^ifefts* w^ prdbably a{>^*ar. If the wall be bfailt fH)kk 
*ne -aid id ae'otWir; allowing Setting and-^Hilleafi^'^ 
jteH ot the wair before the femiiikler 1m^ be4n'^I«6fed; ¥ 
iery long waif cart be' made Without dah^r of 'these 



dmtksU % the same ft^eh kmg toitct^e^tt^ brifldliigs 

tto^settins 4>f ^fie firat; orsome other pi<^i^oh = irtibii!d^ 
Wlnnile to allcM9 for tite sfedfiklge df ^the todi^^^' '^^^^^ 
Jit*4s> tioibtAe ifit^ion li^« to go^ iht^ i^t itLbit6t Wf 
die iti«kiiig oli4tontret6^'in«re thftti to Uf that it^i^ ifiriio- 
fittd?ries^ential m^tkU diM ol work lliat dWe ^toiier<^ 1^ 
thoroughly ^ttiixcil; and itJ should he v«ry wet. Dry»-irf- 
iH^kl^ .^dnerete is^tbtailly «i*t for concrctfe-Weiel^ #oJkr ' It 
W3ill<nJkher:4dber^ td the steel nor t>rdtect ft ^^ :..:?:: 

<,Xe;5jl^.shgw that a rod embedded ia...wet opipcf^^ IfiU 
r^is^^ulliui; out, .v^hen; the concrete has se| ^^ Jb#%ijefie4i^ 
lyjftl^fltj^r^e^af abput^^^oo lbs. per ^q. in. qf rthe.si^faco ^ 
r9dein^deri. Aj ip,ooo lbs. i>er 4q. iu-:^ the.ste^rand 
^ lb& per sq.. in..,a<;lhesioi| to the^. cc^u;r^e ar rouncftOf- 
s<|Ufu;e^ rod^ should Jbe ^bedde4 So d^s^ueiter^t i^ conqfretei; 
Tki& is very often, ignored in C9ncrete-steei t^i?is dfssigi^d* 
for .l^uildin^s,^5^id.pi;epa^d for test. .The curvfi of, i^axvr^ 
in^m, moments of a bjeam taking? u|iifor^ :load ojf ^ 9Wgk 
filing load if. ^ ipar^ola ; jience^^be wrvo of ^eH H^ the* 
remlofciQg.rods, a^siuijiing them to b^ parallel tQ Uieibot-, 
torn. o4;t^e beany .is ji par^oia. The line nrepr^fui^ngtiit 
^hesiv^ .value ^ a rod,^ipbedded in cpncnete is a ^itratght 
Ijne ^om Ithe, e^d qf.rod tp the>poM of n^l?cim^ql 8t%es€ri} 
^pnce for yie adhesive, value to be at; aU section^ gc^^i^ 
than .the actual stress, the straight line ^should be outsidf^ 
of the j>arabola; ithat is, it should be tangent ;to^ it^j^t 
tbfp support. Tli|s^ifoui4 make the prdi^iate oi the.st^ii^ 
line lust twjee ^^^tjpLf the parabola,, or tl^ ad^siy^^ Talu^ 
should be double the maximum stres^. Therefore, ^Js 
esisetitiaf in consistent design to have the beam np less 
tliaA ibo tfiiies the diahieter of rod from end ^ to center 
cff^pait^ In other words, the rod should be no tn^re ith^n 
i-266-of "the 'fepan length. • . - -.^ >. 

'Teiii^le vaJue'af the concrete should not be altowecf 
iSrider jfttf ciPciiiUstance, as one shrinkage crack niay de- 
strby 'cnfirc?fy -this ttnsile value for the whole beam. 



At imimated, high tensile strains m the sted though 
th^ nu^ be warranted from the staodpoim of high elastte 
Umk in tho material, presume too lar upon the extcnsH 
bility of the concrete. The elastic limit of ordinary stmc* 
tural steely or 40*000 lbs. per sq. ia, is the most ftuttable 
value to represent the ultimate useful strength of the steel. 
With 2,000 lbs* per sq. in^ aa the ultimate strength of 
the concrete in compression, and with tension eliminated 
there remains the variation of the stress in the con- 
crete from the neutral axis up and the position of the 
neutral axis to determine the value of the beam in flexure. 

Te^$ have shown that the neutral axis of a concrete- 
steel beam remains close to the middle of the depth of the 
beam. A little calculation will show that a variation of 
one^eighth of the depth of beam one way or the other, 
in the standard construction here to be proposed, makes 
a difference of about 6 per cent in the calculated resist- 
ing moment, if the stress in the steel remains the same, 
or about the same difference if the extreme fiber stress 
in the concrete remains the same. Using the units here- 
tofore given and 2,000,000 as the modulus of elasticity of 
concrete, and substituting in one of the elaborate formulas, 
which allows for parabolic -variation of the stress in con- 
crete from the neutral axis both ways and for tension in 
the concrete, the neutral axis is found to be within 4^4 
per cent of the middle of the depth of the beam. So that 
the neutral axis is shown, both by theory and test, to be 
close to the middle of the depth of the beam, and its shift- 
ihg a comparatively large fraction of the depth makes but 
smalt variation in the calculated strength of the beam. 

The assumption that the variation in stress in the con- 
crete from the neutral axis to. the extreme fiber is accord- 
ing to a curve deviating somewhat from a, straight line 
is another element that complicates the formulas. Here, 
again, fine theory arrives at conclusions that are incom- 
patible with the known variations in ultimate compressive 
strength of different tests made of the same materials 
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under apparently the. same condithxu. To assmne that 
the inteiinty of. stresa in l£he concr^e varies direttly as the 
distance from the netitral axis is sotind engineering and 
ik aoo^ted by many investigators. 

lA order to simplify farther the calcuhitions, k is* 
recbmmended that the center of the steel be one^eighth 
df 'the depihr frotti the hottom of the l>eaitt. 

Referring to Fig. i, it is seen that the total compres- 
rioft in the concrete is . . 

2,000 :S^=§OOSI} 

This must equal the tension in the steel. Now, if the 
area of the steel be A,yft have 40,000 -^ = 500 BD, or ^4 = 
1.25 per cent of the rectangle BD. 
The center of gravity of the stress in the concrete is 

abpVfr tke naeutral axis and the effective depth of beam is 



-^H 



^^=iL/). 



or. 



.3 S 34 

The ultimate resisting moment is 

}1-DXS00BDotM=354BD*. 
24 

Assuming all dimensfons in inches, this moment is in 

inch-pounds. Or, making B ^^ 12 and dividing by u 

to reduce to foot-pounds, we haVe ultimate bending mo- 

meht in foot-potmds per foot hi width of slab or beam 

= 3S4 ^I>^. 
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Fig. 1. 
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^iKDWiSS to thie shemr. It is sale to Isay that 9tiy stdne: 
coi]iceete.tkat::will not stauid 50 lbs. per sq.i(ln4 as a rsafe' 
Vom4 s|t' '. sfaear . should not enter : into the 'tonttrnctfoir 'oit 
concrete-steel beams and. slabs; also that cofidr^te' $hoald^ 
f|Ot f^t stressed much above this amount in sHeat.., The 
horkoiitial sh^? in the be^m in a s^ion ju^t aboyf^rth^. 
rods is equal at ^jiy. point to the tncrep^t^ o4 ^tf^^ in tht. 
ro^Js^ Hence^ a§ tWC h?V(e used the same unit for sl^ear 
and adhesion, there should be the same area across J^f, 
beam as that of the surface of, the rods. Round rods 
should then be siktc^ hot Jess than 3.1416 times 
their diameter apart and square rods not less than four 
times their diameter apart; also the distance to the side 
of beam at last bar should not be less than one-half" of 
these respective distances. With rods spaced just th'^se' 
amounts, it will be found that the distance from center 
of rod to bottom of ^heam will be 2^, times the diameter 
of rod, which is an ample depth to ihsure gripping of the 
steel % the concrete. Of course, rods can be given Wider 
spacing than that shown in the figure* For example, square 
rods spaced five times their diameter apart will be two 
dx^uneters from the bottom of b^m. ; -; . ^ 

This limit in, the spacing of rods is very 'often over- 
looked in the designing of beams for buildidgs and for 
iMsU : The beams are made too narrow an4 ^inscientific 
^xpedieRts are resorted to to overcpI^e the defect. This; 
has.ey/en more force in,^ case of dependence ^ upon high- 
t#i|^n steel, or i^echatxic^ bpnd, a^ the greater increment 
of stress that must be assumed demands greater ar^ea of 
concrete to take the horizontal shear. 

Again, in the matter of vertical sheitr at the end of 
span. Assuming a safe bending moment as one-fourth 
of the 354 Z?2 jalready found, and equating to the expres- 
sion for the bending" moment in a uniformly loaded beam 
at W lbs. total lo4d. we have 

— ^=88Z?M /^=»pan in feet) 
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-Bill tihe alkxwed'end -shear at 50 lbs. per sq. m. on a 
ractmngrte-ia-'itisf: mi6e*and D ins. deep, remembefing: thaf 
the maximum intensity of shear in a re^^tangrnlar beam 
is three-halves of the dlv^rige, is 

- Z- - 3 

or total aUowed load on beam = IV :^ 800 Z^. ' ' * 
St^titiiKnt thi^ value of W ih ¥he eqttatidti' above, "we 

>jBtit, as^ 1> is in inches and L is in feet, th^ actual ratio 
i« Vt^ dose to 10. Hence, when the depth t^ more thaM 
(Mb-tenthicrf the span,^ the full load -Otf a beam be=giii& to 
overtax the shearing strength of the concrete ^befofCT th^ 
steel reinforcement ^has its prbpei^ sti^^^. HerlS'AgAfn 
some ii^stigator&Vh4te errcid t^ makiAfif ^lM>i<l, d^^&st 
beams; and, iioding^ that^they fall hi sheafi" ebndUding 
that concrete » ijdhetttXly tuit^Xtdble In shea^,* Wha'tas 
the T^alr)fa«ltiB in Ithtf dtislgin of the beatt^. ' • i' 
'^Ift aH concfcfe-steel desighfhg liiofe oi* less ffeliarice^niust 
oe^cf^saHly b^ placed^ upon the shearing stt-ength'cftih^ 
cdi^etie^. It <^ remains to proportion tht be^ifi *oir 
^b nP sndi wiy as to place the concrete Where it' will 
take "the shear. 'The best mechanical boiid can do xio itibrii 
than- tnmsnnt the forces of shear in concrete into direct 
strestl^^^tf th^ stcef or direct stress in the iteel Into shear 
in thfc cdiicttte. It is difficult to see flow stirrups' 'pl^ed 
at intervals l:ould perform this function. ' ^. 

"^Prom FigJ I it is seen that the maximum depth o^ beam 
is 20 times the diameter o^ rod Hence the maximum 
ultimate bending momeht is 

354 D^ ==354 X (ao rf)« = Wfio6 d« 

But the mikupum span must be 206 </ to. develop the 

adhesion iil^'the rod. This is 10 times the depth, which 

agrees with the limiting span for shear. Since the shorter 

the span the greater the load p^r square foot for the same 



resisting moment, we may obtain the limittng load per 
squar^ foot thus : The moment, in £ool->poundt on « span 
200 d-r- 12 ft long is 

w /20»d y 
"8\ 12 / 
where w is the load per sq. ft. Equatifig this to 141,600 
d* we have w = 4,080. 

This is the maximum ultimate lof^ p^r sq. it. tha^ can 
be placed upon the top surface of a concrete-steel beam 
of stone concrete designed in the proportions here ^ven 
and with the units here employed. 

For cinder concrete, by the same coui se of reasoning, 
using 7S<> lbs. per sq. in. ultimate compression and 30 
lbs. per sq. ia for adhesion and shear, we arrive at the 
following results: . 

Maximimi ultimate bending moment 2= 133 DK 

Minimum span for adhesion :» 333 d, or 6a6 D. 
> Percentage of steel reinforcement = -47* - 

Minimun^ span for shear z=z 6.6$ X ti^th. > >. 

Maximum ultimate load per square foot ^s^-^gid fibs. 

It; is recommended th^ for quiescq^t. loa(}s as ^i^ bnild- 
ings ^ factor oi safe^ of 3^ be used,< and for rolling loads 
a factor of 4. The minimum span lengths, or, in othe^ 
words, the maximum depths, should be u$ed only in 
pxtrcme cases. In special cases, where the beams would 
be clumsy, some of the rods may be curved up vand anchored 
at the ends, thus making suspension rods, receiving all 
of their stress at the c;nds. A rod thus placed in a curye 
would carry the shear corresponding to« its own tension, 
leaving the concrete to take pnly that dvie to the trans- 
ference of stress into the horizontal rods. 



u ........^ ----f -""^ ■~-t ti'> 




Str^—p- ^. 






FIs.X 



Fig. 2 shows the proportions for a beam of this design. 
The end detail of the rod shotdd be capable of taldiig 
i>ractica!ly all of the stress on the rod; upsetting would 
hot be necessary, however. Turning up rods at the end 
without anchoring the ends or making them contlntions 
can scarcely be said to add any useful element of strength. 

The shear carried by the curved rod will be found to 
be equal to the stress in the rod times H -^ yi L. 

For slabs of short span the hiles of design here given 
would demand close spacing of steel of small diameter. 
Steel mesh is the most suitable material, if the strandli are 
straight; or if wires or rods are used, alternate strips of 
the slab' may be considered as beams supporting strips of 
plain concrete between, which act as fillers, or>whieli 
may be considered to perform the useful office of absdrb- 
ing shock. " ' 

.. A$ |in example of the appU(:ation of the foregoing, given 
a floor with -beams spaced 5 it, and having a spai| of 26 
ft. and these beamsi.a^rried by girders of the same span; 
all ta ^rry 100 lbs, per ^q, ft, of i\ye lo^d, consicfered as 
Huicscent. Assume a, depth of slab of 4 ins. ^^ld 3 ins. 
spaMztng of rods. The rod will be }i of the depth, or j4-in. 
fr^ni the ^tofu pf ^e ^lab. The safe bending moment 
Oil the jslab per foot of widths with the full area of the 
steel, would be loi X '^ :== ^»^^^ ft.-lbs. But the total 
moment, including 50 : lbs. per sq. ft. for weight of slab 
w ISO X ^5 H- 8 = 469 ft.-lbs. Hence in 3 ins. only 

*^ of the ste«l area is needed. Now, iji per 
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cent of 3 X 4 = -'5 ^- '"•» *"^ *^* fraction of 
this requjred is .044 sq. in. One-quarter-inch round rods 
will therefore suffice. One-two-hundredth of the s^an is 
.3 in. and the diameter of rods Is less thatlthis, as' it should 
be. For the beam, assume a depth of 20 ins. This mchides 
the depth of slab. Taking the dead load at 95 lbs. per 
•q. ft., the total moment is 5 X *95 X a® X «> *> ^ = 
48,7Jo ft.-lbs. The allowed moment on the beam per foot 
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ol width is loi X ^ 2= 4<M00 ft-lbs. The width of 
beam should therefore bj^ .1.21 ft.» or -15 fns. . Rods will 
be 2:. ins, from bojtofn.pf beam, and the ^refi required is 
55i pfJI ?ent of 309 ;^ 375: sq. ins. Three iji-jn- sQujire 
.rods wUl sati$|y the ,o>odition$. The maximum <Uaxneter 

' A.x240=l.Z int. 

' For the girders, assume a depth ol. 32 ins., including 
th^ depth pf slab. ; Using a dead load of 120 ■lb^. per 
*Qp ft,i the total maximum moment is 220 X 20 X 20^ If- 
j5 3: 220,090 ft.-lbs. The allowed moment per loot width 
of girder is loi X 3^^=^ 103430 ft.-lbs, The width of 
i^pji, r^uired i^ then 25}^ ins. The area oi ^-ods required 
i3 JJ4 Pfr <;eirt of that of the b^a^, pf 10.2, sq. ins. ifhii 
is very nearly made up by six rods i}^ ins. in diameter 
and two i 5-16 ii^s. The allowed safe shear on tlie full 
section of the concrete giMer is 2-3 of 206 Ifth^ itbmllial 
ultimate) -4- 3H (the factor of safety), 6r 40f Ib^. i)€ir 
si ia The concrete wiU then take 40 X "3^ X 4J.5 =2= 
32,640 )bs. The total end shear is 44,000 ^Ibs, As thebitK- 
Crete will take Just about H oi the shear, we mJiy ttim 
up the two I 5-i6-m. rods ^nd anchbi- theth Mthc etHiBi, 
as in Fig. 2. The stress in these tods wiW be thetirOdtuA 
of their area and 2-7 of 40,000 = 36,930 lbs. The'^ettt 
that they will carry is found by the method given under 
^ig. 2 t6 be 11,680 lbs., which is jttst about the ftmotini 
needed to supplement the shearing strength of the concrete. 
The diameter > of the horizontal rods is. jjust f^ trifle M^e 
than 1-200 of the ^an length, and the rods can be spa^^ 
#; little more than n or 3.1416 times their diameter apar^. 
Thf two curved rods may be placed between horizontal 
rods, as they give rise to no horizontal shear in the con- 
crete; the latter merely hangs upon them as a saddle. 

In .a beam of the magnitude of the one just propOfr 
tioned tome saving ol steel could b« effected by pl^^ciQg 
the rod3 nearer to the bottom of the beam, or, sajf, 3 ins. 



from the same, and making their area inversely propor- 
tiotiaV to^^e distance from center of steel to cent^ of 
compression in concrete. 

f Hie writer bdieves that the foregoing princi|^es of de- 
sign, while they do not show the apparent economy of 
some fecial systems, would place concrete-steel designing 
in 'the class of sound engineering and force recognition 
where it is now decried 

' Test^ of beams thtis systematically designed would show 
where any modification of units is needed. 



THE DESIGN OF REINFORCED CONCRETE BEAMS 
AND SLABS. 

. Sir: I have read with great interest the article by Mr. 
Edward Godfrey on the design of reinforced concrete 
heams and slabs in your issue of March 15, and. would say 
tha^ he has handled the fundamental questions of the 
subject with great clearness and ability. He has^ how>n 
cveTr been intent on simpli^ing the calculations too mucj^ 
and thus fallen into the mistake of deriving empirical 
formulas. It seems to the writer that it is just as easy 
to pTT on one side as the other of mathematical complexity. 
The same path which has been pursued in deriving for 
steeL beams working formulas which have stood the test 
of eaiperiment and experience should be followed here. 
The fundamental assumptions, which are the solid founda- 
tions of the mathemiatical edifice^ must be carefully we^hed 
and made as broad and simple as possible. After having 
done this we can proceed with full confidence that we will 
not be led astray by a mathematical will-o*-the wisp. Where 
fanciful and complicated formulas have been derived, the 
fault is not to be found, as is often too hastily assumed, in 
mathematics as such, but in the lack of judgment or com- 
mon sense in not starting aright. Mathematics can be 
compared to a powerful locomotive which, given a clear 
track and a cool brain to guide it, will arrive at its dcsti- 
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nation with accuracy a^d dispatch, b«t if put on a poor 
track and in the hapds of an incompetent runner^ will 
land in the wayside ditch. : - * 

The writer firmly believes that Ae matheknatical engine 
has been started correctly by Mr. Paul Christophfc in his 
daissical work on reinforccjd (concrete.. The assnpp^ons 
that lie starts on iire carefully weighed, simple and, if :i 
may be allowed the expression, eminently sane; They ate,' 
with ipodifications proper to the new material, the same 
as those for the steel beam and shpuld therefore lead to 
as satisfactory results. As a matter of fact, numerous 
experiments which have come to the writer's knowledge 
bear this out. Not to go into the subject too deeply at 
present, the writer would say that the percentage of steel 
for stone concrete of 1.25 per cent, which Mr. Godfrey gets, 
is excessive. Christophe demonstrates that for rectangular 
beamr there is a certain percentage of steel with a cor- 
responding position of neutral axis and depth of beam 
at which both the concrete and the steel are stressed up to 
their full respective values and which is therefore the 
economical one to lise, as both above or K^low this point 
either the concrete or steel at-e over-stressed. Takinjg the 
depth of beams the same as the distance of the center of 
steel from the top of beam (which is the most hitiona! 
thing to do, we can then add as much or as little concrete 
bielow as other considerations will dictate) we get for the 
percentage 0.60, for the position of neutral axis 0.385 of 



the depth h and for ^=0.108 / J?£. where M is the bend- 
ing moment and e the width of beam. There are several 
other questions which the writer would like to take up at 
some other time. In conclusion he would say that he 
agrees with Mr. Godfrey that correct principles of design 
while they do not show the apparent economy of some 
special systems, would place concrete-steel designing in 
the class of sound engineering. There are enough in- 
herently weak points in concrete-steel as regards work- 



mansliif^ aqd malcrials tliat we should not add further 
ttoc^rtaliHies caus^ hy stretuious iaventor^ and adherents 
of ^^cial systems^ The lattef as a ride care very little 
lor -advancing the cause 'Of good engkieermg as. long as 
tfaey can ni^k^ it ,^y and cases^ are liable to arise where 
twisting and eve.a falsification, of facts may be resorted to 
in order to keep an otherwise discredited system in ap- 
parently good repute. Yours truly, 

Henry Szlapka, 
Resident Engineer^ Toledo-Massillon Bridge Co. 
^ 34a Mmt Arcade, Philadelphia, Fa., March 30^ igo6. 



Sir: 1 am in receipt of proof of a letter to you from 
Mr. Henry Szlapka, Criticising my article on the design 
of reinforced concrete beanis and slabs, published in your 
issue of March 15, and desire to thank yoii for this op- 
portunity to reply to the same. 

The first word that strikes me as strange in this letter 
is the word empirical, as aj^lied to my formula. Em- 
pirical is" defined as pertaining to or derfred from experi- 
ment In the sense that unit values, and sbnt^times fihal 
results, in iormtdas for strength tnust be derived from 
experiment, all such fornndas might be classed under this 
head. But as commonly employed the term means a mor& 
or less scientific guess. -The formula I derive is not em- 
pirical, for it is derived irom the well-known theory of 
beams, using the strength pf steel and concrete as deter- 
mined from tests, and a position of the neutral axis deter-' 
mined from tests to locate the neutral axis (not by the 
uncertain method of using comparative moduli of elastic- 
ity). Mr. J. J. Harding, in a paper read before the West- 
ern Society of Engineers, Oct. 2^, 1905, says, "Experimental 
m^hods are desirable fof determining the position 6f the 
netittak axis, as it erfaibleY oiie to desigh a beam without 
making an assumption* as to the tiiodulus of elasticity of 
the concrete, which may easily vfeiry nw per cent." 

For the sake of simplicity I have eliminated some of 
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the unnecessary kinks in the other fdrmulas. For ex- 
ample, I have represented the stress in the concrete by 
a triangle and not by a triangle with a little segment 
added to the hypothenuse. The strength of concrete is 
not so well defined, even if conditions of manufacture 
and the materials appear to be identical, as to make it 
expedient to count in the almost insignificant segtnetit of 
force with all of the complexity it entails in the. formula, 
granting for the sake of the argument that the compres- 
sion in the concrete does not vary as the distance from 
neutral axis. Suppose it should be discovered by use of 
exceedingly delicate instruments that steel under various 
stresses has a sliding modulus of elasticity, then the 
principle of the design of beams that .the extension or 
shortening of the fibers varies directly as the stress would 
not be exactly correct, and the stress would not vary in 
intensity exactly as the distance from the neutral axis, 
but as the ordinates to some curve. Now there is no 
doubt at all that $onie mathematician would arise, with 
lots of time at his disposal, who would work out a gen* 
eral formula to take this variation into account for all 
shapes of beams. A difference in the strength of beams 
might be found amounting to one or more per cent. The 
strength of one bar of steel tested at two different places 
may vary several per cent, and the opinions of two 
engineers as to the proper factor of safety may vary still 
more; but this does not concern the mathematician, who 
has found a principle of mathematics violated by the com- 
monly used "empirical" formula. Now I do not wa^it to 
place a practical designer like Mr. Szlapka in a class 
with this mathematician, but I want to say that, there is 
a lot of mathematical dust thrown into the eyes of de- 
signers who have not the time or the inclination to delve 
into these abstruse mathematical questions, but who would 
like at the same time to know a sound reason for using 
a formula, and to have that formula stripped of all elements 
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that complicate it without introducing any useful additional 
element of correctness. 

As to iJ4 P^^ ceflt of steel being too high, I quote from 
Prof. A. N. Talbot in Engineering News, July-December, 
1904. pag:e 125: "For 1:3:6 concrete, reinforcement as 
high as 1% per cent for steel of 33,000 lbs. per sq. in. 
elastic lihirit * * * may be used without developing 
the full compressive strength of the concrete." The pro- 
portions bf concrete that I recommend are 1:2:4, a much 
stronger concrete, generally, than 1:3:6; it would allow 
a ^eatcr pcir ceiltag* of steel. Again, to quote Prof. W. 
Kendrick Hatt ill "Engineer itag R^ord," Vol. 51, page 545: 
"III the writer's tests of beams under a center load, 254 
per ceiit sieer failed to develop the crushing strength of 
the concrete." -In Etighleering News of Feb. 15, 1906, p. 
170, Mr. J. j. Hafding states that for steel of an elastic 
Iimh of 3SiOo6 lbs. he would use between i and i^ per cent 
of the area of the concrete. Mr* T. L. Condron, in a paper 
read before the Western Society of Engineers, March 15, 
I9Q5, says; • ^or e^ra strong concrete of about i of 
cement, 2 of sand and 4 of broken stone, the percentage 
of reinforcinig may be incrtosed to 1.25 per cent." (This 
in a discussion of 202 tests.) In view of the foregoing 
c(M)idu^o«jS fr^^i' the: results of tests it is hard to see the 
force of Mr. S^lapka's bald assertion that- 1% per cent is 
excessive, . 

Mr. Szliapkat ' dso objects to my assumption that the 
neutral axis is in the middle of the depth of concrete. As 
intimated, this" wis done on the strength of the results 
of testis or measiii-ements to locate the neutral axis and 
not by means of a fancy formula, though it is not at 
varianoq wtt^ one of, the most complex -formulas I could 
find. In Engineering News, July-December, 1904, pp. 
124-125, Prof. Talbot gives plottings of the position of the 
neutral axis. For 1.39 per cent reinforcement the distance 
from top of beam is almost exactly 50 per cent of the depth 
from top of concrete to steel. For a97 per cent it is about 
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042 of the same depth. Prof. Talbot gives this, formula 
for finding the position: k = 0.26 -f a 18 p, where k is 
the fraction of depth from top to neutral axis, and p 
is thf percentage of steel. For 1)4. per cent this wquld 
be 0.485 of depth from top of concrete to steel. Prof. F. 
E. Turneaure in Engineering News, July-December, 1904, 
p. 215, says : "The diagrams show the neutral axis to lie 
at first very near the center of the concrete beam. As the 
cracks develop it moves gradually nearer to the compres- 
sion side." 

The use of the terni "depth of beam" to designate the 
distance from top of concrete tq steel is merdy a mat- 
ter of nomenclature. There are good practical reasons lor 
using the outside depth oi concrete as the "depth." In 
the first place it figures in the mind of the designer as 
the depth and governs the clearance, and it is usually in 
round numbers. In the second place a tuU such as I 
give requiring % of the depth from center of steel to bot- 
tom of beam gives sufiicient concrete below the steel to 
grip it and does not admit of skimping iir this respect 
It is a very essential point of design that the dted be sur- 
rounded with enough concrete to grip it ^ffeetually. This 
is a point often overlooked in designing. 

It has not been my purpose to discredit mathematics 
but to pouit out the fallacy of unnecessary complication 
in formulas for use. In the struggle for existence the 
fittest formula has generally bee^ found to b^ the simplest 
Yours very trulj^, 

Edward Godfrey. 
Monongahela Bank Building^ Pittsburg* Pa., April 12, 1906. 



THE DESIGN OF REINFORCED CONCRETE 
BEAMS AND SLABS 

Sir: The writer asks for the privilege of presenting 1 
reply to Mr. E. Godfrey's letter in your issue of May 3. 
not for the sake of ponttnuing a discussion and sparring 
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for ^le lft9t^ i9ord, but because many pokits are raised 
of aa exceedingly practical character^ on which the writer 
earnestly seeks for ligrfit. If Mr. Godfrey's statement that 
1 54 per ceirt is the proper amount of steel reinforcement 
is correct, then the writer is wrong by over loo per cent 
and naturally feels great uneasiness over the safety of 
numerous structures which he has designed, and which have 
been built on his theory. His only justification must be, 
that he has erred, not through carelessness, but through 
unavoidable ignorance which is shared by a great number 
of his colleagues. He would like to ask Mr. Godfrey and 
beyond him, all practical designers who may notice this 
letter, whether they have used a percentage oi i% or one 
nearer 0.60 in their actual work. If they have used the 
former, they were more fortunate than the writer in not 
having had to meet close commercial competition. 

A great number of times estimates made on the writer's 
theory have been beaten by reputable rivals and those of 
his designs which were executed did not diflfer by any 
material amount from other plans. The sizes given by 
his theory have usually compared closely with those ^>y 
other more competent designers add, moreover, have passed 
the careful scrutiny of btulding inspectors. If he . is 
radically Wrong, he can only regret that he did not follow 
-the advice of one of the best known bridge engineers given 
some years ago, who told him that he was too young to 
ri^ his reputation by dabbling with reinforced concrete, 
because in the course of time such structures would develop 
ntunerous flaws as yet hidden from observation. As a 
matter of fact, a .concrete engineer has to take too . many 
idiances Irom poor materials and lack of care in execution 
of hii work to. add deliberately another grave risk of 
«rror from. theory. Where so much uncertainty exists* t»e 
must accept the best current practice, select the mo^t 
reasonable theory as a basis for his designs and await the 
conseQuei^cfiS, assured that he cannot be held morally x&- 
spons^xle for defects which could not be prevented by using 
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all due precaution. The case would be diflFerent with ^ 
designer who use gross section instead of net of the st^el 
reinforcement with the intention of maldng his ctBtomer 
believe he was getting more than he actually received: . This 
is a matter in which ignorance cannot be -excused.' 

Mr. Godfrey takes up considerable space in combating 
statements never made by the writer, which cover poitlts 
on which, as a matter of fact, they are in agreement, as 
will be shown. He also talks about ^'mathematical dust^' 
and **bald** statements. The "mathematical locomotive*' 
naturally raises a great deal of dust in its flight' through 
spacQ like its material prototype, but that is a by-prOduct 
which need not concern the man at the throttle. It can 
be left to be gathered up by the poor professional niathe- 
maticians, for whom most engineers profess such a marked 
contempt. As to baldness, the writer does not worry 
about being in that incipient condition himseli, but feels 
very much concerned about his statements heaving: reached 
that stage. ; . 

To bring matters to a definite issue the writer Wfll 
briefly state the fundamental assumptions of Mr. Chris^ 
tophe's theory and ask Mr. Grodfrey's and. others* <^inibn, 
why in the present state of the art they are riot the best, 
avoiding unnecessary refinement on thie one hand, and 
being sufficient on the other to serve as a broad basis for 
elaboration. If they are correct, the writer feels no hesita^ 
tion m following wherever they lead to. These assump- 
tions are five in number: (i) Solidarity of concrete and 
reinforcement, provided the latter is so arranged as to 
assure a sufficient bond between the two; (2) invariability 
of plane sections; (3) invariability of the coefficient of 
elasticity of concrete in compression within the usual limits 
of stress; (4) neglecting the action of concrete in tension; 
(5) absence of initial str^ses. 

Mr.Godf rey speaks in all cases of ultimate values, whereas 
the ordinary theory does not pretend to follow beyond 
the elastic limit, either in stec! 9V m cpn^r^t? Steel, and 
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it therefore seems that resuhs deduced from testing beams 
to faihire have little value as interpreted by our ordinary 
formulas. Moreover, beams of rectangular section, which 
are the only ones fully discussed in textbooks and e3q>eri- 
mented on, are very little fised in actual practice as com- 
pared with beams of T s<iction where the floor slab is 
comited on for part of the coo^ression flange. What per- 
centage of steel would Mr. Godfrey fix on for that case? 

As to the writer's definition of "depths of beam" it is 
the only rational one to use, even if this statement is 
bald. Take a shallow beam, say 8 ins. deep and a deep 
one» say 36 ins., both within practical everyday limits. 
In the one case Mr. Godfrey would get 1 in. and in the 
other 4^ ins. for the amount of concrete under steel 
Wontd he actually use these figures in a commercial de- 
sign? This amount wffl rather be found to be a constant 
and that because of a vieiy important consideration which 
Mr. Godfrey has not touched on. That is the protection 
afforded against fire, and here a great diversity of opinion 
exists. Prof. Chais. L. Norton, as quoted in Taylor k 
Thompson's book on concrete, considers 2 ins. in a^ 
beams and girders essential and most building regtdations 
can for at least that amount However, no more than 
1}^ ins. has been used very often and passed by some 
building departments. In a fire test of a syslon which 
has never used more than that amount it was incresed 
to zH ins.» lor the purpose of the test only, according to 
the writer's best knowledge and belief. There is also 
another point in this connection which has not been com- 
mealed cod* and which deserves careful consideratioa In or- 
der to altacli shafting or pipes to reinforced concrete beams, 
ma^y di£krent dervices have been used, among others some 
in which a socket or similar device is in close contact with 
the teinlorcement. In case of fire, heat is thus trans- 
acted directly to the steel reinforcement with the result 
of heating it rapidly and causing the concrete protection 
to fall off, due to the unequal expansion, the concrete taking 
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a much longi^r time to hea^ to the same tempe^atujfe tba|i 
the steel; therefore, such devices should not be allowed, 
or, if they are, the buildings so constructed should not 
be jbeld up as examples of fir^roqf ccm^t^ruction. The 
last two points mentioned hay^ appi^r^ntly been frequently 
overlooked, but should not be s%hted ^i the fu|ttre. 

If the inventor of a system is compelled to u$e features 
which cannot comply with scientific tequtrHnenti and tries 
to pass them off under the sanction of the building depart- 
ment of a prominent city, he is no better than the packer 
of poisoned meat who uses the apparent sanction o£ United 
State^ governnient inspection which, ^hen closely investi- 
gated^ has no substantial meaning, but of which fact the 
ptd>lic knows nothing. 

As stated before, thefe are enoug)i unavoidable uncer- 
tainties in the subject without addn^ other difficultly of 
our own making. In the rebuilding §f San Francisco rein- 
iorced concrete will play, an in^portant part, but grave 
fear must be entertained that' unscrupulous compe^tion 
wiU result in much reckless a^d . /Skinned" work, tmless 
beld in check by regulations and inspection which are 
more than a mere name. Yours truly^, 

.Ifenry Szlapka,, 
Res. Engf. Toledo Ms^ss^ga Br^g^ Co, 

34a Mint Areade» Phfla., May 7, 1906, 

The author did hot reply to the above letter of Mr. 
Szlapka. The letter does not bring oUt much that is new. 
As to Christophe's assumptions, No. (5) would n©t hold 
in ordinary beams, as the shrinking of the concrete does 
put initial sti'ess in the steel, and this disturbs att assump- 
tions about the coefficients of elasticity^ including 
No. (3), as made use of to locate the neutral axis. 
As to the amount of concrete that is proper to use bdow 
the steel, it would not be reasonable it> use the sanie t^i^ooa^ 
below a wire /nuesh in a slab as would be needfd btlow 
and around a round or square bv ^ in. or so in diai|iftf]r. 
The concrete is needed to grip as well as prote9t tbes^eji]^ 



and light sections of steel do not need as much concrete 
to^ grip them as heavy sections ; also light sections do not 
need as much protection as heavy ones, because they are 
of less importance in the structure. One inch of concrete 
Is suiicieiit in a sliallow slab. It is totally inadequate in a 
large bes^n widi heavy rods.~[AuTH(«.] 



The Design of Reinforced Concrete 
' Columns and Footings. 

INTRODUCTION.— In the paper published in En- 
gineering ' News of March 15, 1906, the writer derived 
some simple formulas for the design of reinforced concrete 
beams and slabs and some rules governing the proper pro- 
portioning of the steel for reinforcement and the limiting 
span length. Accepting the premises given in that paper, 
it becomes a sithple matter to design beams and slabs in 
this comparatively new combination of materials. There 
seems to be no voice lifted up to deny the complete safety 
of beams thus designed to carry their loads, and no sub- 
stantiated objection to the proposed method of design has 
yet been raised on the side of economy— the other end of 
the see-saw that the engineer must maintain in equilibrium. 

Many so-called practical tests have been made on rein- 
forced concrete construction in place that do not merit 
the name of tests. They are made on a small section of 
a floor supported on all sides by the contiguous construc- 
tion, and do not test in any adequate sense the part of the 
floor inmiediately loaded. If a designer of steel construe^ 
tion slK)uld k>ad a beam by placing a uniform load on a 
fraction of its length and declare that from the results of 
the ♦'test" the beam is shown to be capable of carrying 
tiiat tmiform load throughout, he would be promptly ruled 
out ; and yet this is the kind of test that is commonly held 
up aB demonstratkig the ability of some forms of con- 
crete<*8teel design to carry enormous loads. Careful tests 
ol isolated beams have been made in large numbers, which 
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have proven with practical agreement the correctness of 
the premises and rules of proportion as well as 1^ rer 
suiting formulas obtained by the writer in the paper.; abov< 
referred to. 

. On account of inquiries and critidsn^ that the writer 
has received from different sources, it is thought to b^ 19 
place to amplify the former paper on beams and slabs by 
what immediately follows. 
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Fiff. 1. 

Tests have shown that rods of a greater diameter than 
about 1-200 of the span are apt to pull out of the concrete 
without breaking, on account of the lack of length in con- 
crete to grip the metal effectually. Other tests iiave shown 
that beams having a greater depth than one-tenth of the 
span and containing horizontal rods at the bottom, or 
having rods turned up at the support and not anchored at 
the ends, will fail when loaded to destruction, approxi- 
mately as per sketch Fig, i. This demonstrates the in^ 
ability of the concrete in beams so designed to carry the 
end shear, vertical and horizontal (which combine in the 
diagonal line in the figure), when the depth exceeds .one- 
tenth of the span^ 

. On the location of the neutral axis, theoretical methods 
of determining its position by .the relative moduli of elas* 
tidty of steel and concr^e are tmsatisfadory, on account 
of the wide variation in the modulus of etaiticity of con* 
Crete a». determined by compression tests. There is, how* 
^ver, a more direct method ol locating this axis, aad one 
which gives more concordant results, namely, by.mea^nr- 
ing the relative extension and shortening ol the lower and 
upper fibres in a beam under test. In a letter replyii^ to 
a critic on this phase of the subject the writer gave the 
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foUawiiig defense bl his position^ which is heire i^e^^ted 
|o hiake this p^>er conq>lete iof reference: 

r . . . I 

**In Engineering News, July-December, 1904, pp., 124- 
12S, Prof. Talbot gives plottings of the position of . the 
neutral axis. Jpor 1.39 per cent reinforcement the distance 
from top of beam is almost exactly 50 per cent of the depth 
from top of concrete to steel. For 0.97 per cent it is about 
0.42 of the same depth. ProL Talbot gives this formula 
for finding the position t k = 0.26 + 0.18 p, where k is the 
fraction of the depth from top to neutral axis and p is 
the pef Rentage of steel For ij^ per cent this wotild be 
0.485 of the depth from top of concrete to steel. Prof. 
F. E. Tnrneaure in Engineering News, July-December, 1904, 
p. 215, says: The diagrams show the neutral axis to lie 
at fii^st very near the center of the concrete beam. As the 
cracks develop it moves gradually nearer to the compres- 
sion side/" 

On the proper percentage of steel the writer's paper was 
also criticised by the person to whom the reply in the last 
paragraph was directed. , This critic stated that 1^4 P^r 
cent is too large a percentage of steel. This criticism is 
correlative with the one on the location of the i^eutral 
axis. A higher location of that axis means a less per- 
centage of steel, since it affords a larger lever arm or 
effective depth in the resisting moment. The writer's reply 
to this criticism was as follows: "As to ij^ per cent being 
too high, I quote from Prof. A. N. Talbot, in Engineering 
News, July-December, 1904, page 125 : *For i 13 : 6 
cohcrcte, reinforcement as high as i^ per cent for steel 
of 33,000 lbs. per sq. in. elastic limit * * '<' may be used 
without developing the Ml compressive strength of the 
concrete.'" The proportions of concrete that I recom- 
mend are r ! 2 : 4, a much stronger concrete, generally, 
than I : 3 : 6; it would allow a greater percfentage of 
steel Again, to quote Prof. W. Kendrick Hatt, In "En- 
gineering Record," Vol 51, page 543: "In the writer's 
^st§ pf beams tin^^ » center load ^yi per 9^ of steel 



failed to develop the crtsshkig strdilith of the concrete.** 
In Engineering News of Feb. 15, igo6, page 170, Mr. J. J. 
Harding states that for steel of an elastic limit of 35,000 
lbs. M would use between i and iJ4 per cent of the area 
of the concrete. Mr. T. L. Condron, in a paper read be- 
fore the Western Society of Engineers, March 15, 1905, 
says: "For extra strong concrete of about i of cement, 
2 of sand and 4 of broken stone, the percentage of rein- 
forcement may be increased to 1.25 per cent." (This in a 
discussion of 202 tests.) 

The writer has been asked why he does not use the floor 
slab in connection with the beam as top flange, making a 
tee beam out of it The buckle plate in a steel floor would 
not be used as top flange of the floor beams, thouc^ it may 
be secured firmly to the beams; and there is no good rea- 
son for using the concrete-steel floor slab as part of the 
beam. . The slab is spread out too much for a proper dis- 
tribution of the stresses, and it may have holes cut int9 it 
for pipes, etc., thus destroying its value as beam flange. 
Again, to include it in the calculations would add largely 
to the percentage of steel in the lower half of the rectangle 
of the beam. The rectangle of the concrete should not be 
called upon to take care of more than about iji per cent 
of steel. Practically the only saving effected by counting 
in the slab is in the amount of concrete in the lower part 
of the beam. The concrete is needed there to protect the 
steel against corrosion and fire, and generally to give width 
enough to the beam to take care of the horizontal shear. 

The subject of the limiting load that a concrete-steel 
beam of the proportions given in the former paper may 
carry may be amplified as follows: Assuming the neutral 
axis of a beam to remain in the middle of its depth for 
safe loads, it is seen that the safe resisting moment of the 
beam is directly proportional to the amount of steel For 
steel in less amounts than i}i per cent the stress in the 
concrete is less than 2/)oo lbs. per sq. in. at 40,000 lbs. 
per sq. in. on the steel, but cases n^y arise where it is 



more efouomkal to increase the relative amount ol con- 
crete. If the depth of a beam be doubled* its resitting 
moment per foot of width will be four times as greal* 
assmning that the steel is still i^ per cent; that b» that 
the steel is doubled also. Now, if the amount of steel in 
the beam of double depth be divided by two, the resisting 
moment will be one-half as great. In other words, if the 
same rods be used in a beam of twice the depth, the re- 
sisting moment is doubled. The weight of the concrete 
and the depth of the beam are, of course, twice the values 
in the original beam, and these may be objectionable, when 
the double strength could be obtained by using a beam 1.4 
times as deep, with iji per cent of steel. However, where 
a large increase in depth and weight of concrete are not 
objectionable, the limiting ultimate load of 4,080 lbs. per 
sq. ft. on the top surface of the beam may be increased 
without necessitating the curving up and anchoring of 
some of the rods. Thus, if the limiting beam of one-tenth 
of the span be doubled in depth, with the same steel, it 
wilt have twice the strength and also twice the shearing* 
area at the ends; hence it will have twice the ultimate 
capacity. In the foregoing the ratio in depth of one to 
two is taken to simplify the discussion. Any other relative 
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depths could be taken, and it would be found that starting 
with any ^ven beam having 1% per cent of steel the 



strength of a deef>er beam of thtf same width with the 
.taihe 8ted rods, placed ^ of the depth from the bottoiri. 
%rill be directly as the depths. 

DESIGN OF COLUMN AND WALL FOOTINGS.— 
In proportioning concrete-steel footings the same pni;i|- 
tiples of design hold ; the beam, however, }s, a cantilever 
and not a simple beam. 

Giv^n a Wall footing with a projection p and an upward 
pressure of the soil of 5* tons per square foot; in order 
to have shearing area at the edge of wall to take the 
upward pressure on the projection p, at 40 lbs. per sq. 
in. on the gross area, we have 

OThz^,^SpS.,.. ........(i) 

That is, for every ton of soil pressure per square foot 
there must be a height h of a35 times p. Square rods 
seem to be the most suitable for footings. For the sjze 
of rod, in order to have 50 diameters of the rod in con- 
crete at the point of maximum stress it is necessary to 
use rods of a diameter not greater than 1-50 of the pro- 
jection p. The curve of moments and of stress in the ro4s 
IS a parabola which lies at all points within the straight 
line representing the adhesion or gripping of the rod by 
the concrete. Hence p need be no greater dian 50 d. As- 
sume that 

P^Sod (2) 

and that the stress on steel is 12,500 lbs. per sq. in. The 
amount of stress on the concrete will be the same as that 
on the steel, hence we may write for the allowed moment 
on the ^section x inches in width and h inches in depth, 

if/=12.500 d^ xi^A=S,854 d^ h. 
24 

But h = .35 pS, whence M = 3fi99pd^S inch-lbs. 

For the upward pressure of 5 tons per sq. ft we have 
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. Equatiag- these two values of M and using f or / its value 
SO^if we have 

: ;r = 8.93 d,or say 9(f. ..:............ .1(31 

Hence for any upward pressure the same rods would 
be used, having a diameter 1-50 -of p and spaced 9 times 
their diameter apart. Only the height h would vary fof 
different earth pressures, as per equation (i). 

The foregoing does not take into account the stress oii 
the concrete, but we have seen that when the steel' does 
not exceed 1% per cent of the concrete the stress in the 
concrete will not be excessive. When the steel in this- foot- 
ing = i^ per cent of the concrete, 

h-^&9 d or «.89X-4^=.178/. 
60 

This would mean an earth pressure of only about a half 

a ton per square foot. Hence for all practicable e^rth 

pressures the amount of concrete is ample. . _ 

In square footings for columns the comers will have a 

projection 14 times that of the sides. The height h 

should be made 1.4 times that obtained by equation (i) 

using the projection at the side. Some rods should be 

laid diagonally, as shown in Fig. 3. 




„i^=^ 



Fig. 8. 

If cinder concrete be used in the wall footing, at 25 
lbs. per 94. in. shear on gross area, we have 

^ = 83 d .....(4X 

h-.^6Sp ..(5) 

jr = 8.S rf. ••(6) 

210 



For a ^lain concrete footing in stone concrete, allowing 
40 lbs. per sq. in. as safe modulus of transerve strength 
we have for the bending moment under edge of wall 

2,000 5 '^ j^» 

T44". "2" 

and lor the resisting moment 5? — both on a rectangle h 

tt * 
inches deep and one inch wide. Equating thejse we find 
the following to be very nearly true: 

Sp^z=.h* ..(f) 

For a plain cinder concrete footing at 20 lbs. per sq. 
in. safe modulus of transverse strength, shnilarly we ikid 

2S p^z^hK.., (8) 

By the foregoing we may obtain the relative cost of 
lootings plain and reinforced. Thus at two tons per sq. 
it. ^rth pressure, by eq. (i) A = .7 ^ (reinforced) and 
by eq. (7), h = 1.4 p (plain). By comparing the cost of 
ihc steel reinforcement with that of the additional excava- 
tion and concrete the relative costs of the plain and rein- 
forced footings may be found. 
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DESIGN OF COLUMNS.— In the design of concrete 
CQlunm^ reinforced with steel it is essential to keep in 
niind the rational use of steel as a reinforcement in coo* 
Cfete, namely, to take tensile stresses. When a prism is 
compressed longitudinally, its diameter is increased, hence 
the. outer fibers are put under annular tension. Hoops or 
2U 



spinils bedded neat the ^surfoce of ^, circular column will 
resist this tension and relieve the concrete. Hoops would 
have to be welded isto solid rings to be of use, but a spiral 
maii be used in Idng lengths. M. Consid^re in a series 
of i tests on hooped concrete columns found ^at they e^r 
lubited great strength against cqmp^^sive loads. They 
also showed regularity in the master of failure. Where 
a p|ain concrete; column would break suddenly without 
warning, a hooped column would hold together after cracks 
had shown partial failure to have occurred. These ^re 
desirable qualities in any kind of construction. Coluihns 
reinforced with lon^tudina) rods only did not show much, 
if any, advantage over plain columns. Longitudinal rods, 
however, ate very useful in connefction with a coll to 
space the loops and to tie ^e concrete together kn^ 
tudinally, also to assist in resisting ftexure in the column 
due to eccentric or horizontal loads. 

It may be shown by a little computation that the artA 
of metal required at 9 given unit stress to contain tl;e liquid 
contents of a cylinder by resisting the bursting pressure is 
double that required to support the «ame load if th^ 
cylinder acts as a column. M. Considere found by the 
formulas for earth pressures that a shell filled with sand 
is 24 times as effective to sustain the load as it would be 
in the fon^ of a column, at the same tmit stress, and his 
experiments ^long that line confirm his calculations. This 

would mean that the lateral pressure of the sand is -j"?^ 

tinies its longitudinal pressure. If, then we treat the 
disintegrated c6ticrete, at failure, as a substance whose 

pr<»fupe against the spirals is -^-g. jinies that of a liqmd 
confined in a cyHmfer, we may arrive at the tension 09. a 
spiral, in the tests above referred to some very hi|^ mit 
loads were shown at failure, while, some oi the fiMytf 
failed between two and three thousand pounds per square 
inch. While the hoops or coil3 may hold the disintegrated 
^IHuret^ t^ether an^ show high unit loads before uljtf* 
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mate failure, the nature of the material as commerciatty 
made does not justify a higher safe unit load than about 
550 lbs. per sq. in. The concrete between the spirals is 
in no better shape to resist compression than that in a 
bieam. Using this unit load in sh(»rt colomns (under ten 
diameters in length) we have for our effective liquid 
pressure 550 4- 4.8 = 1 15 lbs. per sq. in. 

Let D = outside diameter of column and ^D = pitch 
of coil, in inches. 

/the tension on a coil = 

2 8 
Allowing 1^500 lbs. per sq. in. on the steel we have for 
square rods of diameter d inches 

12,500 d« =r 7.2 i?«. 

Or, </=-L/? nearly. 

4Z 

If the diameter of coil be made ^ diat of the colwnn 
and that of the steel be made 1^40 of the same the stress 
on steel will be practically 12,500 lbs. per sq. in. 

It is recommended that round or octagonal columns be 
used and that the full area of the circle be included as 
taking the load, also that square rods be used having a 
diameter one-fortieth that of the column in a coil with a 
pitch one-eighth that of the column. Where 1-40 D would 
give, an odd figure the nearest sixteenth or eighth may be 
used and the pitch made five times as great 

In proportioning the longitudinal rods we may, in order 
to establish a rule for their size, follow the method em- 
T)Toyed by Marsh in "Reinforced Concrete" and allow 
Chem to take the outward lorce of the conoreie 1>elweea 
Hie spirals. If w« assume eight square rods placed verti* 
eaUjr Inside of the coH, their clear span is 

8 40 10* 
The outward force from the 115 lbs. per sq. in. of assumed 
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liquid pressure is 115 X "^ D -^ » per inch. Being 
fixed ended their .moment is • 

8 100 12 
Cqttattni: this to 12,500 d'^ -^ 6, the resisting tnommt^tf 
square rods of a diameter d\ we obtain 

a =——.• 

This is close to one-fortieth of the column diameter; 
hence eight rods of the same diameter as that used in 
the coil may be placed on the inside of the coil and wired 
to the same. Where a coil ends the next should lap not 
less than half a coil, which would be about 55 dian^eters. 

For columns more than ten diameters in length it is 
recommended that smaller unit loads be, used, down to a 
nunimum of 370 lbs. per sq. in. at 25 diameters. They 
should not be any more slender than one-twenty-fifth of 
the length. Between 10 and 25 diameters the allowed unit 
pressure would be found by the following forihula: 

/=670— 12~ } 

where p = pressure per square inch, 

/p^ length in inches, 
. D = diameter in inches. 

It is recommended that the same reinforcement be used 
in all columns of a given diameter, so that flexure will 
be taken care of in long columns. 



THE DESIGN OF CONCRETE STEEL BEAMS AND 
SLABS 

Sir: Referring to the papers by Mr. Edward Godfrey, 
published in your issues of March 15 and July 1*2, I con- 
tend that the formulas and rules given by Mr. Godfrey 
arc not sanctioned by practice. 

Tests have shown that the adhesion between steel and 
concrete decreases with the diameter of th« rods embedded 
214 
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(Service Franoais des Phares et BaUses, etc), and fol- 
lowing the rules g^ven by Mr. Godfrey^ to use rods of a 
diameter no more than 1-200 of the span of the beam, the 
designer will, in many cases, get too small rods. For 
example^ for a beam of a span of 6 ft the rods are to be 

?^?=0.36-in.=about ^-in. 

A good designer will never use ^-in. rods in a beam. 
Rods for beams especially should have sufficient stiffness 
not to bend at many points under the load of the concrete. 
If too small rods are used it will be very difficult to assure 
their distance from the bottom. To choose the proper diam- 
eter of the rods in each case the designer should have had 
practical experience; otherwise he may sometimes choose 
rods not easy to handle and which will not always allow 
him to get into the worfc the reinforceniettt made with a 
pencil on drawing paper in the office. 

As. for the space between the rods, the rule given by Mr. 
Godfrey will induce the designer to use too large beams. 
In such beams longitudinal cracks occur between the rods. 

Stirrups are very useful and increase the strength of the 
beam. Well designed beams reinforced with stirrups will 
not fail as shown by Mr. Godfrey on the sketch on page 
30 of Engineering News of July 12, though the height 
be greater than i-io of the span, and by the by, I would 
ask Mr. Godfrey why, in the example given by him (Eng. 
News, March 15), he does not follow his own theory, 
assuming for the main girder of a span of 20 ft. a depth 
of 32 ins. instead of i-io X 240 = 24 ins. As for the 
economy of beams designed according to the rules given 
by Mr. Godfrey it seems to me to be very problematical. 
A steel area of i^ per cent may be, when the depth and 
width of the beam are increased beyond certain limits, 
•too expensive for the purpose. To get a good idea about 
the cost of reinforced beams I would suggest that the 
2U 
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weight of- the sf eel be given in pounds and the amount of 
concrete^* in cu. ft. Very truly yours, 

Michael Morssen. 
38 West 26th St., New Ybrk Gity, July 15, 1906. 



the: design of reinforced concrete beams 

AND THE location OF MAXIMUM ' 
MOMENT IN A FOOTING 

Sir; The writer has followed with much interest the 
development qf a theory of reinforced concrete design as 
presented by Mr. Edward Ck>dfrey» and the various com? 
ments stfld criticispiis thereon by other engineers. That 
th>9: is. the writer's first participation in the discussion 
is due to the fact that he disagrees so entirely with Mr. 
Godfrey's fundamental assumptions that there is no pos- 
sibility of carrying on a reasonable controversy. As 
stated in the columns of this t)aper, and elsewhere, the 
writer" believes thit reinforced concrete should he designed 
for the. actual loads to be carried, the factor of safety 
being obtained by assigning allowable working stresses 
to the concrete and steel respectively. Where the distance 
of. the neutral axis from the compression surface of a 
beaoi or slab is introduced in a formula, the value used, 
in the wrfter*s opinion, should be that which exists under 
the. working load, when the toiit stresses in ooncrete and 
steel do not exceed their allowable limits. All authorities 
seem to agree that, even for the same beam or slab, the 
neutral axis is in an entirely different position under 
the breaking load. Without going into the question of 
formulas at all, there would seem to be no reason why 
reinforccld concrete should not be subjected to the same 
rttles as those which govern designing in other materials; 
These require the stresses under actual working load to 
be determinate* and that they shall not exceed the atiow-^ 
able values prescribed for each kind of material/No 
design that has not been made on this basis can comply 
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with building laws, ^^chitects' specifications, and th^ like, 
which almost invariably express their requirements in the 
form of allowable working stresses. It should be apparent 
that no one fonnula, involving ^uch. variable quantities as 
the coefficient of elasticity for concrete in compression, and 
the distance of neutral axis from compression surface, can 
Ot/^auld be used for both tiltimate and working loads. 
Let us say, for example, that a beam has been designed 
by such a formula to fail at four times the working load, 
and that the maximum compression in concrete at the 
betaking loa^ is^ 2,000 lbs. per sq. iti. Does anyone sup- 
pose < that under - the worldng load the nfaximum 
compression in the > conct^te Is' necessarily one-fourth 
oi' 2,0001 or 50® tt>s. per sq. in.? It may be 
more or less, according to circumstances, and yet hc(# 
fek adherents of this method re-compute their designs 
to ^ccntasn thesietual maximum working stresses, and to 
make sure they do not exeeed the law or the sp^sfications; 
ybiny wxMtld not know how to re^compute them, since 
fheb favodte formula would have to be altered by the 
^bstttution of a new^ and higher; elastic coefficient for 
eoncreie, and: a new, and greater, distance of the neutral 
aids from the ebrii'pression surface. 

/ In regard to the percentage of steel to be used, the writer 
has alwasrs maintained that this is a question not only 
of structural efficiency^ but also of economy of cost and 
im^itectural restrictions and requirements. We know that 
in every member subjected to pure transverse bending, the 
total compressive stress on one side of the neutral axis 
most/equsd the total tensile stress on the other side. (Re- 
maikable as it. may seem, the writer has heard this well- 
known fact denied by men in very responsible positions.) 
There must, therefor^ be a certain ratio of steel area in 
tensk>n to concrete area in compression (neglecting the 
concretie in tension) which under working loads will give 
the maximtkm allowable intensities of stress in each ma- 
teriaL This is the structurally economic ratio. If a 
greater percentage of steel be used, the maximum allowable 
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intensity of compressive stress in the concrete becomes ^le 
(actor which fixes the resisting moment, ittd h^nc^ the 
working load. Under this same load, the intensity of 
tensile stress in the steel will not attain its allowable 
maximiun working value, aiid the design will bi& istrncttlf-' 
alfy mieconomic Bnt for easily conceivtble reasbns^ tlM 
price of concrete may be very high, and that Ol steel Vcty 
low, or again, architectural peculiarities may have limited 
the size or shape of the bema or skib.< Under sudi con^ 
ditions, the higgler percentage of steel may give tbe great-^ 
est economy of cost, and the man who dings to a hard 
and fast percentage throoghout his designing will be at a 
serious disadvantage. 

The writer believes that concrete engineers will be ahndst* 
unanimous in of^Qsing Mr. Godfrey's statement that the 
slab, for a certain width on each side of the beam at luly 
qUe^ should not be considered as psrt of the compression, 
flange of the beam, if thti concrete is deposited siinulr' 
t^eously and shearing stresses provided for in the desigu^t 
The analogy, submitted by Mr, Godfrey in your issue of 
Jnfy 12, of a buckle plate in a* steel floor, does not seem: 
to fit the case. If we may consider the table. of a st<kl: 
T-beam, who^ width is generally more than ten times 
the thickness of the stem, as part of the beam, it' would 
not seem unreasonable to consider a width of slab equal 
to ten times the width of the concrete beam, as an integral 
part of such beam. . v 

From the foregoing remarks, it should be evident that 
the writer must forbear discussing Mr. Godfrey's mathe- 
matical deductions, since there is so great a difference of. 
opinion at the very start. One point will be mentioned 
in regard to footing design. It is the writer's belief that 
where a cap stone or column base is superimposed on a 
footing slab, the maximum bending moment in the slab 
occurs at the center. To compute the slab as a cantilever 
whose length equals the projection beyond the cap stone, 
requires that the cap stone itself should be strong enough 
to take at its extreme edge the entire upward pressure on 
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the projection. As such is seldom the case^ the writer be* 
Ueves in using the old reliable formula; 

ior the bending moment at the center of the f<K>ting, P 
being the column load, / the length of footing and a the 
length ol cap stone or column base. The reinforcing bars 
are arranged exactly as a grillage of iron beams would' 
be» the str^ running perpendicular to each other. In 
fact» a reinforced f ootii^ may be economically designed 
in practically the same manner as an. I-beam grillage, the 
only diffarence being that the successive tiers are all in 
the same plane instead of being superimposed one above- 
the other. 

Before closing this letter, the writer wishes to acknowl-^ 
edge the fact that it docs not refute Mr. Godfrey's theorizes. 
As previously stated, it is impossible to debate the matter 
from two such entirely different points of vieW, and like 
the closing addresses of two opposing lawyers before a 
jury, these letters mean but little until the verdict ts 
rendered by the readers of ^gineefing News. Respect- 
firily yours, 

John Hawkeswbrth. 

100 W. 8oth St., New York, July 27, 1906. 



Sir: I beg to thank you for the opportunity to reply 
to the letters of Mr. Michael Morssen and Mr. John 
Hawkesworth. 

Mr. Morssen says that the formulas and rules gfiven 
by me are not sanctioned by practice. My purpose in 
writing was largely to sho^W that these rules in particular 
are overlooked in practice. Theory and practice must go 
hand in hand; each needs correction from the other. No 
system of construction was ever perfected by theory alone, 
and none was. every perfected by practice alone. . Practice, 
has made many test-beams with short thick rods, and 
these rods pull out of the concrete just as theory, or the 
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mk givea by mt, would predkt This kind oi practioe 
i(B wasting steel that cannot develop its ftrength. Praed^ 
of ar construction in its iniancy, is not a con^ietent witness 
where alleged improvements on itself are concerned. 
. Mr. Morssen makes an indefinite assertion to the effect 
tiiat the adhesion between steel and concrete decreases 
with the diameter of the rods embedded, and he cites 
French authority to back his statements, to which I have 
not access. No one will deny that the adhesion decreases 
with the diameter of the rods embedded. The tensile 
strength of the rods decreases with the square of the 
diameter of the rod embedded. Will Mr. Morssen assert 
that one rod i-in. square and embedded 12^ ins. in con-. 
Crete will hold with greater force than sixteen separate 
rods J4'in- square embedded the same distance? The 
common standard of adhesion or grip of plain rods is 
the amount of area in contact with the concrete, and a 
simple calculation will show that rods of different 
diameters, in order to have the area in contact in propor- 
tion to their tensile strength will be embedded a given 
n1^^ber pf dia^ieters. While it is admitted that the unit 
value of the adhesion is variable, as the other qualities of 
concrete are also variable, it is generally considered that 
a rod embedded 50 diameters in concrete will develop its 
full strength, or at least its elastic limit, if the rod be 
surrounded with a thickness of concrete equal to several 
times its diameter, the concrete having set in the air. 

Mr. Morssen gives an example of a *1)eam" of 6-ft. span. 
If the span were only 6 ft., would not a slab be in order? 
He says a good designer will never use ^-in. rods in a 
beam. As I have used ^-in. rods in the design of a slab 
I will refrain from answering this. 

I haVe no apology to make for the contention that the 
proper design of reinforced concrete demands that the 
steel be well distributed and of coni|)aratively small diame^ 
ter, rather than being concentrated in elements of large 
diameter. 

Mr. Morssen says that the rule given by me will induce 



die designer to use too large l^ltnis, and that in saefaf 
tNeams tongitudinaf cracks occur between the rdds. Can 
he-^te ihy experience or results of tests to sub^tah&ie 
this ? 

Another dogmatic assertion of Mr. Morssen's is that 
well-designed beams reinforced with stirrups will not fart 
as shown by nie though the height be greater than one- 
tenth of the s|>an. I made tests on quite a number of 
beams with stirrups in a finished building. The principal 
mode of failure was just as my sketch shows. In Pro- 
ceedings of the American Society for Testing Materials, 
Vol. 1V» p. 498, Prof. F. E. Turneaure describes some test- 
beams which were 6x6 ins. and 60 ins. in' span, rein-' 
forced with stirrups, spaced 3 ins. apart. Oh page 507 
Prof. Turneaure says : "In but a , few cases ' was the 
failure free from the influence of shearing stresses, the 
rupture usually Occuring outside of the load and 6n a 
diagonal line." These beams were one-tenth of the span' 
in height, and they had stirrups, and they failed about as' 
my sketch shows. ' 

u The reason I did not "follow my own theory,*%as Mr. 
Morssen puts it in the girder; of 20-ft. span is because it 
would give a clumsy beam to make its depth pne-tenth of 
the span, Further, t wanted to giv^ an example/of s^ 
^am reinforced partially with rods curved up and anchored 
for their full stress at the ends, another part of (he theory. 

Mr. Morssen says that a steel area of Ij4 per; cent may 
bo too expensive for the purpose. Is it top much or too 
Uttle? (requiring toa much concrete), I have been, criti' 
dsed.on the ground that it is too much from alleged 
theoretical considerations. If Mr. Morssen will look up 
practice as it is exhibited in descriptions of reinforced 
concrete construction in the engineering papers, I think 
he: win find that leaving out the area of the slab^ as having 
ao fflace in. the beam^ 2 or 3 per- cent -of steel is not 
uncommon. 

" It H a pleasure to reply to a letter in the tone of that 
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of Mr. Jotm H^wkesworth, which you h^ve kindly, sub^ 
mitted IQ me. This letter is from one whp is manifestljf 
a ieUow seeker afj^^f the truth. A, letter in a vcxy dif- 
ferent tone came tQ me recently, touching on some 9I 
tbe same pointy mtentioned m this one, from one who 
has not t^e temejpity. to express publicly the^nal in4$j 
ment wlMch he snsqpped on my theory and deductions. 

The question of usjng a certain unit sti'ess on the stedl 
and .<)0ilcrete and prc^K>rtipning the ib^am on tt^t b^Uji 
QT ^i u^g certain ultimate yajues apd then , allQwing 
as a ss^e Ipad some; fraction of the ultimate capacity^ ^ 
too ; extensive to. be discussed here as a gi^neral q^estipQ|. 
Wb^. con^ned to a single case, as rein^or4:ed coficrete, }% 
ts^merely) a question of means; identical: rjQsults .ai^y; b^ 
obtained by either means. r ^ . . ; , 

: Ih >r^f0l'ced <:oaci^t^ design it is convenientt tp; t»i^ a 
eert^inr factor -of safety bfis^d on $he uljtum^e streng^ 
of thit fiaits because o^ the* <ysstmilar isiiater^sds desdt i^t^ 
and ,ihe desirabiiity of having the .^me r^atiy^ ^rength 
is each, t In choosing -a^ ultimate vsdue for, thje ^ed :| 
4id.not;jo9e ^igbt.of the a^ual amoui|t of tbe-saleyal^^ 
fhis^ts^Jnade clear by my first pstf>e^^ on the subject (^gij 
neefing iJtiews^ Marc^ I5».i9q6-), for I therie criti$u$f J^c; 
"use of high/ elastic limit steel, b^cajuse the resultsu^t safe 
load on; the Sted when the f a(c^ pf safety is app^ie^ ,i^ 
tx^o. gtreat Where is the difference^ betive^n us^ig ;IO,oq9 
Ibsl per sq; lit oa the.^tee) and 500 9>s. per sq. in. c^ Jne 
concrete and using 40^000 lbs. per sq. in, on^ the, ste^l 
a&d*34oo lbs. on the con^ete with a. factor ojfss^fe^Xl^^ 

On tbe location of the neutral axift of a beam 0^^ sla^ 
1 have said something before In tbesie columns. Th^;ca$^ 
is one that has entirely ^00 many complications tob^ ^^^ 
by theory with no other da^than the relative mofiuli of 
(Saslicity jof steel and concrete. The shrintung ofr cpii^ 
cteteiki: setting is one of the complications. Tti^.tensil^ 
ttreng^ of ^e couctete is another. Measurements^ ^^ 
locate the neutntl axis of beams under test haye showq 
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that it is close to the middle of the depth of the concrete 
beam under safe loads. I have taken it at the middle in all 
of my formulas. Now taking the neutral axis in the center 
of depth of beam and assuming that the intensity of stress 
in concrete varies uniformly from the neutral axis up^ 
there remains but one factor to fix the percentage of steel, 
namely, the relative unit stress on concrete and^ steeL 
If this IS as I to 20 the percentage must be i^. This is 
very simply found by the principle which Mr. Hawkes- 
worth states and which I have given in both of my papers, 
namely, that the amounts of stress in steel and concrete 
must be equal. Any greater percentage of steel in a 
rectangular beam means a greater stress, Relatively, on the 
concrete. Any less means a greater relative stress on the 
steel. 

As to the floor slab acting as a T-beam: it would of 
course be allowable to use a part of the floor slab, pro- 
vided it was placed at the same time as the beam, and 
provided the owner were forbidden to cut holes ift the 
ilab, as he might think he had a right to do. However, 
the T-beam method can only show to its credit a saving 
of concrete around the reinforcing rods, just where the 
concrete is needed to protect and grip the steel and to 
transfer the shear. I tested some beams in a building 
Hiat were 3 ins. wide and were reinforced with iji-ia. 
square rods. Is this enough concrete to protect and grip 
a rod of this size or to take the horizontal shear? My 
tests conclusively proved otherwise. 
' Mr. Hawkesworth criticises my mathematical dcdttctioos 
on the wall footing, and states that where a cap stone or 
a column-base is superimposed on a footing ^b, the 
maximum moment in the slab occurs at the center* A 
reinforced concrete footing would probably be surmounted 
by a concrete wall put in at the same time, and a cohmra 
base would probably have a plinth of concrete upon which 
it rests, instead of being placed directly on the sla3>. In 
these cases the depth of beam would be augmentied and 
the tension on steel diminished toward the center. 
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Mr. Hawkesworth gives an ''old reliable" formula for 
the bending moment at the center of a footing. It is 
presumed that he does not mean that this formula ex- 
presses the bending moment at the center of a column, as 
this center is a vertical line and can have no section 
modulus. And yet this is what his reasoning seems to 
lead to. This is a formula for the bending moment in a 
row of I-beams in a grillage, at the center plane of the 
column or wall 




Beams A in the accompanying sketch, at (a), could be 
proportioned by this formula. Beams B could also be 
proportioned by the same. If, however, the latter spread 
out to the full width of the footing, those outside of the 
column base would be absolutely useless. There is no 
analogy between these steel grillage beams and the rein- 
forcing bars as shown at (&). (I assume this is the 
manner of reinforcing referred to by Mr. Hawkesworth. 
My timid critic says this is the common way of placing 
the rods.) It is not even approximately correct to use the 
so-called old reliable formula. By that formula each set 
of beams takes the entire reaction and transtnits it to 
the set above. If we assume that rods A in the reinforced 
ccmcrete footing take all of the reaction, we must also 
assume that they give that reaction to such of rods B as 
lie under the column base. But this puts excessive load 
on those few rods, and leaves idle the rods B not under 
the column base. On the assumption that both sets of 
rods act together, necessarily more of the load must be 
taken by the rods lying under the base, and the formula is 
seen to be inapplicable. 
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By the use of diagonal rods the upward force on the 
fbothig at any part of the Same is carried directly to the 
base by the shortest route. Each part is taken care of, 
and there is some excess of strength at the sides by 
reason of the additional depth used in colunm bases over 
wall footings. 

The formula given by Mr. Hawkesworth, as applied to a 
wall, is based on the assumption that the wall load is per- 
fectly uniform on the slab. This would be true if the 
wall were a fluid or yielding body that would take the 
shape of the deflecting footing. But when the footing de- 
flects, the tendency is to throw the load close to the edge 
diminishing the bending moment. For all ordinary earth 
pressures the depth of footing is a large fraction of the 
projection beyond the wall. A considerable part of this 
projection could be made in a plain concrete footing as- 
suming a low modulus of transverse strength. It is legiti- 
mate to make use of this surplus strength of the con- 
crete to balance the small increase in the moment within 
the edge of the wall, which an only partially correct theory 
finds to exist. Yours very truly, 

Edward Godfrey. 

Monongahela Bank Bldg., Pittsburg, Pa., Aug. lo, 1906. 



THE DESIGN OF REINFORCED BEAMS AND 
SLABS 

Sir : I beg once more to use the columns of your paper 
to reply to the long and mterestiT^ letter of Mr. Godfrey, 
published in your issue of August 23. In this letter Mr. 
Godfrey repeats good and useful principles well known 
by all proper designers in reinforced concrete as well as 
hy the writer. It is very old matter that theory and 
practice must go hand in handy that rods for reinforce- 
meirt should be embedded a given n umbei of diameters 
to idev^Ufp their full strength and tliat the proper des^ 
of a slab and beam demands that the sted be well dis- 



tribtited and in s/oaiX rods oatlier than being concentrated 
in elements of large diameters. But repeating tkese prin- 
ciples Mr. Godfrey does not say that he maintains a^ain 
his rules in their full conclusion as they are printed in 
your issues and with which the writer does not agrot. 
These principles are (issue of March 15, pf. apl, 292) : 

(i) The rod should be xio mone than 1-200 of the span. 

(2) The maximum depth of a heam is 20 times the 
diameter of the rod embedded or i-io of the span. The 
maximum depdi should be used only in extreme cases. 

In your issue of Jvily 12, p. 30, Mr. Godfrey sasrs that 
by his rules it becomes a siao^e matter to design beams 
and slabs in this comparatively new combination of ma- 
terial, which is to say that design wiU be muck easier 
than it was till now. This is not the writer's belief. The 
examples given by the writer in his first letter (August 
2) were only to show to what design these rules may 
lead if the designer follow them literally. Ciood designers 
who know their business will in the most cases not fol- 
bw these rules as their own author has done in his ex- 
ample cited. For poor designers who overlook the funda- 
mental principles stated above and who do not know much 
about reinforced concrete, rules as these given by Mf. 
(k>dfrey become a danger and make them advance from 
bad to worse. Just because, as says Mr. Crodfrey himself, 
this kind of construction is in its infancy, the writer's 
belief is that it will be a guess matter to give now rules 
to govern the proper proportioning of the steel and the 
limiting length of the span, etc Nevertheless, papers as 
these of Mr. Godfrey and very useful and interesting. 

One point which seems to me to be overlooked hy Mr. 
Godfrey is the fact that reinforced slabs and beams are 
in the most cases designed as continuous elements and 
the rods of one slab or beam overlap the rods of the 
next, and then the length of the rod embedded in con- 
crete exceeds in many cases the length required by the 
calculation though the diameter be larger than 1-200 of 
the span. 



Mr. Godfrey criticises the writer's example with a beam 
of a span of 6 ft., saying that a slab should be in order 
for this span. I would answer that beams at a span of 
6 ft. or less are often to be designed over openings and 
have sometimes to carry large concentrated loads which 
a slab would not do. 

As to my so-called (by Mr. Godfrey) dogmatic asser- 
tions about the failure of well designed beams, overlook- 
ing laboratory tests with small elements, I would refer 
Mr. Godfrey to the text-books of Christophe, p. 490 
(French text) and of Prof. Morsch, "Der Betoneisenbau," 
p. 121, etc., where the failure of beams is discussed, and 
he will see that it is not only my own judgment. The 
finished building test by Mr. (Jodfrey in which beams have 
failed by shear Under the test load (generally i^ to 
2 times the live load for which the floors are designed) 
should be of a very poor design and for this reason can- 
not be cited as reference. The writer has had the oppor- 
tunity to assist in tests made in France (Paris) and in 
Germany (Charlottenburg, near Berlin), and he himself 
has made many tests on large elements and got other 
results than those cited by Mr. Godfrey. The writer 
believes that deep beams designed only for the bending 
moment will fail by shear as well as beams of a small 
height will do when they have to carry a concentrated load 
near the support and the reinforcement was not designed 
for the purpose. 

To substantiate the assertion that in large beams longi- 
tudinal cracks occur in the spaces between the rods, the 
writer would say that an analogous fact occurs in slabs 
reinforced in one way and to avoid these cracks additional 
cross-rods are embedded. In some large beams the writer 
has himself verified these cracks in cases in which special 
arrangements, as little cross-bars or special U-shaped stir- 
rups going under all rods were not provided. 

As to the steel area to be used the writer knows that 
sometimes beams are designed with a steel area of 2 per 
cent or more and his idea was not so much to criticise 
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this amount, as to give a suggestion that when speaking 
about the cost the amount of concrete be given in cubic 
feet and the steel in pounds per lineal foot of beam or 
per square foot of slab. Very truly yours, 

M. Morssen. 
38 West 26th St., New York, N. Y., Aug. 26, 1906. 
The author did not reply to the above from Mr. Morssen. 
Of course if Mr. Morssen does not elect to accept simplified 
assumptions, he does not come in the class to whom the 
design of reinforced concrete beams is made a simple mat- 
ter by those assumptions. Mr. Morssen begs the ques- 
tion in citing continuous beams, where the rod passes 
into the next beams. There are many beams made that 
are not continuous, and, in any event, there must be an 
end to a line of continuous beams. Further, a short beam 
over a six-foot opening supporting a heavy concentration 
would probably be isolated. If such a beam had thick 
rods not positively anchored at the ends, it would be faulty, 
and the rods would pull out before they received their 
full stress, for the simple reason that they would not be 
bedded deep enough in the concrete to have the necessary 
grip- 
It is a far cry from a slab not reinforced transversely 
to a beam of width enough to keep the steel reinforcing 
rods well separated. An isolated slab would not have 
the tendency to crack longitudinally that there exists in 
a slab built in a structure. So a beam of good width 
would not have shrinking forces on each side of it tend- 
ing to split it longitudinally. — [Author.] 



CONCERNING THE STRESSES DUE TO SHRINK- 
AGE IN REINFORCED CONCRETE 

Sir: In an article in Engineering News of March 15, 
1906, on 'The Design of Concrete-Steel Beams and Slabs/' 
by Edward Godfrey, he says (first column, page 291): 

The fact that concrete in, which steel is embedded has 



been stretched out in tests without cracking to elonga* 
tions that would rupture plain concrete is evidence that 
the concrete in setting has shrtmk, thus putting the steel 
under an initial compression which must be overcome 
before any stretch occurs in the concrete. 

Now it seems to me that when the sted is put under 
compression by shrinking of the concrete, the latter is at 
the same time put under tension, and a^y further load- 
ing of the beam would all be carried by the concrete, 
so that it would have to take all the tension until k has 
stretched so far that all the initial compression has been 
taken off the steel. 

Edwin Squire. 

Claremont, California, July 19, 1906. 

The author did not make reply to the above. He sees 
the force of Mr. Squire's argument. He is, however, still 
of the opinion that the shrinking of the concrete in setting 
has much to do with its integrity under stress. The tests 
which have been heralded so widely in this country as 
disproving Considere's conclusion, that concrete with steel 
embedded will withstand cracking when the calculated 
stress in the steel is large, were made on beams that were 
kept in water and thus prevented from shrinking. (These 
tests were made by Prof. Tumeaure. See Proc Am. 
Soc. for Testing Materials, Vol. IV.) It is possible that 
the concrete, in the beam which sets in air and contracts, 
takes more than its share of the stress, so that the tension 
in the steel, and the consequent stretch, are not so much 
as calculations show. It is further possible that between 
a unit compression jt in a steel rod and a unit tension y 
the theory may not hold in its exactness that the dif- 
ference in length is the same as that which would be pro- 
duced by a unit tension of x plus y on an unstressed rod. 
In any event practice and tests show that calculated 
str^ses in the steel in air dried beams up to 10 or 12^000 
lb. per sq. in. do not produce perceptible cracks. Excessive 
shrinking is, of course, harmful.— [Authoil] 
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OK PftOK)RTI01^ING THE REINFORCEMJENT 
OF CONCRETE COLUMNS 

Sir: In your issue of July 12, 1906, Mr. Edward God- 
frey treats at some length the question of design of rein- 
forced concrete columns, and develops formulias for pro- 
portioning the reinforcement based upon the theory that 
the concrete at failure becomes a granular mass, whose 
lateral pressure is i divided by 4^ times that of a liquid 
confined in a cylinder. He arrives at the conclusion that 
in a circular column of diameter D the spiral rein- 
forcement should be a square rod, whose side is equal to 
1-40 P, the pitch of the coil equal to % D, and the longi- 
tudinal reinforcement 8 square rods of the same dimen- 
sions as the spiral. 

It seems to the writer that your correspondent in his 
fundamental iissumptions and deductions therefrom has 
been taking a "long shot.** 

The relation between the lateral and the longitudinal 
pressure of a granular mass confined in a cylinder and 
subjected to its own weight or to additional pressure, 
bears very little resemblance to that of a fluid under sim- 
ilar conditions, for the following reasons: In treating a 
confined granular mass we are dealing with a substance 
in ^ich there is an appreciable friction between the 
particles of its own mass, as well as a friction between 
these and the walls of the confining cylinder. This is 
obvious, for one has only to consider that a bucket full 
of sand thrown out upon a board does not spread out to a 
uniform depth, but remains in a more or less cone- 
shaped pile, neither will it slide from the board until 
the latter is tilted to a considerable angle. Owing to 
these physical facts, when a granular mass is confined in 
a cylinder its weight is supported partially by the bottom 
of the cylinder and partially by the sides acting as a 
column, while the sides are at the same time under ten- 
don due to tiie lateral pressure. 

Tfcis action of granular masses confined in bins, and 
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the relation of lateral to longitudinal pressure, have been 
very thoroughly investigated by Mr. J. A. Jamieson, of 
Montreal, and made the subject of a very complete paper 
presented before the Canadian Society of Civil Engineers, 
and later published by Engineering News (March lo, 
1904). Mr. Jamieson found, for such granular masses 
as wheat, corn, flaxseed, etc., that when no settlement of 
the bin walls occurred, approximately only 20 per cent of the 
confined mass was supported by the bottom of the bin, 
while the remaining 80 per cent was supported by the sides 
acting as a column; that the lateral (maximum) pressure 
at any point was practically constant and equal to 6-10 
of the vertical pressure when the height of the grain 
column was equal to or exceeded about 4 times the 
diameter of the base; also that it made little or no differ- 
ence in these relations if the bin was round or square. 
Among many experiments recorded by Mr. Jamieson was 
one on dry sand, and it is interesting to note that he 
found approximately the same results as for wheat; that 
is, a ratio of lateral to vertical pressure of 0.65, and 
81.5 per cent of the total weight carried by the sides of 
the bin. 

A very simple experiment in line with the abov« may 
be performed by making a tube, say 10 ins. lon^ and 2 
ins. in diameter, from thin writing papier, placing it on 
end and filling it with dry sand. When the sand within 
is subjected to pressure, the first noticeable feature is a 
buckling of the walls of the tube, generally about 1-3 the 
height up from the bottom. Additional pressure causes 
rupture, the resulting tear running parallel to the long 
axis of the tube. If the length of the tube be made 20 
ins., the diameter remaining the same, and the sand sub- 
jected to pressure, there is a buckling of the walls of the 
tube followed by a bending of the whole and a failure 
near the center, the tear in this case being at right angles 
to the long axis. In the first instance the walls acted as a 
column until they failed (buckled), then ruptured under 
a tensile stress such as would be caused by hydraulic 
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pressure. In the second instance the walls failed by 
buckling, then ruptured under the stress caused by the 
bending moment at the center. 

Sand confined in a cylinder can be made to withstand 
enormous toads, limited only by the strength of the con- 
fining cylinder. This is the principle of sand wedges used 
in arch construction, and is well known. 

If we are going to treat the reinforced concrete column 
at rupture as so much disintegrated matter or as sand, 
and from this assumption develop formulas for ascertain- 
ing the dimension of steel spirals to withstand this dis- 
mtegrating action, then there are more and diflferent factors 
to be considered than those Used by Mr. Godfrey. In 
view of Mr. Jamieson's experiments, quoted above, the 
lateral pressure would be 0.60 of the longitudinal and 
not 0.21 (i. e. I -f- 4.8) as stated by your correspondent. 
That is, the lateral pressure is about three times as 
great ds he assumes. The matter of the walls (spirals) 
carrying 80 per cent of the loading as a column is not taken 
into corisideration by him at all, and it seems to the writer 
that it is radically wrong to apply to a concrete column 
this theory of disintegration which logically demands that 
the walls (or longitudinal reinforcement) take 80 per cent 
of the imposed loading. To follow up this line of reason- 
ing must induce one to dispense with the concrete alto- 
gether and employ an all-steel column. 

A mild steel rod in the form of a coil is metal not well 
disposed to act as a column carrying loads, and experi- 
ments on reinforced columns in which the reinforcing 
is only spirals or hoops show a much larger degree of 
compressibility under loading than columns in which longi- 
tudinal rods of considerable size are employed. This is 
well brought out in Mr. Howard's artick in the issue 
of Engineering News for July, 1906, in which he says, 
"Hooped columns are a distinct group and decidedly more 
compressible than the others." In the same article it is 
dearly shown that hooping a column of 1-2-4 concrete 
will add greatly to its ultimate strength, and so will the 
2SZ 



addition of a fair amount of longitudinal metal (2.86 per 
cent), while a ccnnbination of the two will further increase 
the ultimate resistance under loading. A mixture rich in 
cement and unreinforced (i of cement to i of sand) is 
20 per cent stronger than a 1-2-4 concrete reinforced with 
25 hoops and 4 angles, and considerably more rigid under 
loading. In these tests on 1-2-4 >'Ock concrete the hoops 
were i5^ ins, wide by J^-in. (given as ai2 in.) thick 
spaced at various intervals. The smallest recorded num- 
ber (13) increased the strength of the column 58 per cent 
above that of the plain unreinforced piece, while the largest 
number (47) increased the strength 274 per cent, raising it 
to 5,289 lbs. per sq. in. In the latter case the spacing 
of the hoops was ai trifle over 2^ ins., or the neat openr 
ing between the hoops was 0.66 times the width of one 
hoop. Mr. Godfrey's deductions that the diameter of the 
square spiral rod should be 1-40 D, spaced % D, leaves a 
clear opening of i-io D between the rods, which opening 
is four times the width of the rod. This does not look 
like metal well placed to confine a disintegrating mass. 

In a reinforced beam we place the metal where it will 
resist the tensile stresses, leaving the plain, unreinforced 
concrete to take care of the compressive stresses of 500 
ibs. per sq. in. or greater. It this is good practice (and 
it is a common one) why should we design a column on a 
basis of 550 lbs. per sq. in. of compressive stress and 
then reinforce it. In other words, unless we either figure 
upon an allowable unit of compressive stress of much 
greater amount than 550 lbs., or assume that the longi- 
tudinal reinforcement carries a portion of the imposed 
load, then we have not reduced the size of the column 
under that of one not reinforced, and have added largely 
to its cost. It is the large size of columns (compared 
with steel) that in actual practice makes them so objec- 
tionable to many architects. This size can be reduced to 
reasonable limits by using a concrete mixture rich in 
cement, reinforced with spirals or hoops that form a close 
enclosing mesh and longitudinals to which ihey are firmly 
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attached, assigning to the concrete a high compressive 
unit of resistance and to the longitudinals a portion of 
the imposed load, but not by the formulae and method 
suggested by your correspondent. Very truly your5, 

G. B. Ashcroft, 
C. E. Assoc. M. Can. Soc. C. E. 
Supt. Roman Stone Co., Ltd. 
Toronto, OaL, Aug. i7> 1906. 



THE DESIGN AND THE BEHAVIOR OF REIN- 
FORCED CONCRETE COLUMNS 

Sir: I have before me proof of Mr. G. B. Ashcroft*s 
letter in which he objects to my method of proportion- 
ing a reinforced concrete column, and thank you for 
the opportunity to reply to the same. The answers to 
Mr. Ashcroft's objections are found partially in the papers 
which he cites and partially in his own letter. 

I have always considered the paper by Mr. J. A. 
Jamieson on tests on grain bins as a very valuable con- 
tribution to engineering knowledge. These tests were 
made to determine the relation between the head of grain 
in a bin and the horizontal and vertical pressures in the 
grain, and were not made with a view of finding the 
bursting pressure of a confining cylinder which has no 
longitudinal strength. One experiment made by Mr. Jamie- 
son on a cloth cylmder showed what one naturally would 
suppose, namely, that if the walls can yield vertically the 
grain itself will support all of the weight. In a steel 
cylinder a large part of the weight would be carried by 
the shell. A coil in a reinforced concrete column would 
act like the cloth cylinder; that is, it would take none 
of the load on the column. Unfortunately for column 
investigators, Mr. Jamieson did not measure the lateral 
pressure on the cloth cylinder. However, among his ex- 
periments there is one which has a direct bearing on this 
subject. The experiment referred to is one in which a 
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bin having sides that could be raised and lowered was 
filled. The pressures on the bottom and sides were 
measured, and the latter was found to be about six-tenths 
of the former, as stated by Mr. Ashcroft. Upon lowering 
the sides all of the grain as well as the sides themselves 
was supported on the bottom. Mr. Jamieson says (Eng. 
News, March lo, 1904, p. 238) : 

"On the bin being again lowered to its original position, 
while no increase of lateral pressure was shown by the 
side diaphragm, there was a very large increase of pres- 
sure on the bottom diaphragm, or sufficient to cause the 
water to flow out of the top of the 4- ft. gage glass tube, 
which was not, therefore, long enough to record the pres- 
sure; in fact, the total weight of the grain was then rest- 
ing on the bottom diaphragm, and in addition the grain 
was acting as a column to support the weight of the bin 
itself." 

Now the lateral pressure in this experiment at the bot- 
tom of a bin 78 ins, high was .1894 lb. per sq. in. This 
is only one-twelfth of the vertical pressure instead of being 
six-tenths. 

In one of the experiments referred to by Mr. Ashcroft, 
among those made at Water town Arsenal, is one on a 
column reinforced with wide bands. By my count these 
bands comes within a half inch of each other instead of 
an inch. This column stood 5,289 lbs. per sq. in. It 
is safe to say that the concrete was in, a state bordering 
on disintegration under this load. The lateral pressure 
on the bands could not have exceeded a force that would 
stress the steel to its ultimate strength, and this wiU 
give us a basis for determining that pressure. In the 
2 ins. of a lo-in. column occupied by one band an equiva- 
lent fluid pressure would be 2 X 5 X 5,289 = S^JSgo lbs. II 
the net area of the band were an eighth of a square inch, 
the unit tension on the basis of a liquid pressure would 
be 423,000 lbs. I do not know what grade of steel was 
used, but if it were good for 80,000 lbs. per sq. in. the 
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lateral pressure could not have been as much 9s one* 
fifth of the longitudinal pressure. 

"^Mr. Ashcroft's advocacy o£ the closer spacing of rings 
and of wide rings leads to the conclusion that the best 
column is a steel tube filled with concrete. There is 
no doubt that this would make a strong column, but it 
is a composite column, with all that the term implies in 
the way of tmcertainty in the distribution of stress, and 
not a reinforced concrete column. There are objections 
to such a column for ordinary use that it is needless to 
mention. 

The objection to a flat bar in reinforced concrete is 
that the holding power of concrete is due to its gripping 
the steel, rather than mere adhesion. The concrete tends 
to shrink away from the side of a broad flat bar, whereas 
it grips firmly a small square or round bar. Further, 
the concrete on the outside of a broad flat bar near the. 
surface may be easily knocked off. Some years ago I 
observed some reinforced concrete beams in which the 
reinforcement was a number of flats, which were' brought 
up and hooked over the flanges of steel beams. The con- 
crete below the bars fell o& in large chunks when the 
forms were removed* 

The objection to longitudinal steel in a column, that 
is, to the counting upon it as taking part of the column 
load, is that this, too, makes the column a composite 
structure and not a reinforced concrete column. 

I cannot see any objection to lack of rigidity, as it is 
called, in a column, that is, to a column that will shorten 
a proportionately large amount under load. Wpoden 
c(4umns with a safe load of i|000 lbs. per sq. in; and E 
= 1,000,000 will shorten three times as much as steel 
columns at lo/xx) lbs. per sq. in. E ^ 30,000,000, but 
wooden columns are not objectionable merely oq this 
account In a beam rigidity is very essential, as the 
deflection can be felt or readily measured; but 2^ ^ttle 
additional deflection in a column cannot bje detected with- 
out the most careful measurement. ,An explana.^ion of 



the lack ol rJgi^ty in rein^rced columns as observed 
in the Watertown Arsenal tests is found in the tendency* 
of concrete to shrink in setting. It does not seem to me 
to be necessary to assume that fissures occur, on this 
theory, as suggested by Mr. Howard (in Eng. News, July 
5, 1906). The tendency to shrink may be there and may 
be offset partially by the steel embedded. The concrete 
is then Kke a sprmg which is held from contracting quite 
down to its normal length by the steel. Again the tend- 
ency to shrink away from coils or hoops would make a 
swelling out of the column (due to the load) necessary 
before the coil is brought into action. 

Mr. Ashcroft says, "In a reinforced beam we place the 
metal where it will resist the tensile stresses, leaving the 
plain unreinforced concrete to take care of the compres- 
sive stresses of 500 lbs. per stj. in. or greater." This is 
exactly what we ought to do with cohimns. A short 
Mock one or two diamfeters in height cotild safely be 
loaded to Soo lbs. per sq. in., but a plain concrete column, 
if loaded to this amount, is apt to break suddenly by 
btilg^ng or flexure. The coils and longitudinal rods are 
used to overcome this wteakriess, just as the reinforcing 
rods in a beam are used to overcome the weslkness of the 
beam in tension. The Strength of the concrete in either 
case is practically that of concrete in short blocks. 

Confined in a cylinder, concrete (or even loose sand) 
has a very great power for canying loads; but while this 
fact is very useful in some lines it has little bearing on 
reinforced concrete design. 

Has Mr. Ashcroft's experience with sand Jacks shown 
him that the sand issues from the gate with a pressare 
approaching six-tenths of the Unit load upon it? W^uld 
he design the walls of the jack fdr this pressure? Yows 
very trtily, 

Edwfird Godfrey. 

Monongaheta Bank Bldg., Pittsburg, Pa., Aug. 31, 1906. 

tin connection with the exphmsition, above ol^ed, of 
the compressibility of concrete cohimns hi Certain cases,* 
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the old fftllibcy that two springs combined in opposition 
are more sensitive than n single spring recurs to mind. 
Really, the stiffness of two springs, whether in opposition 
or in parallel, is the sum of their individual rigidities, as 
a diagram will readily show. Now, applying this to the 
reinforced concrete, we have the concrete in tension due 
to shrinking, and the steel in compression to an equal 
amount. The rigidity of the combination, that is, the 
load required for unit compression, is just as great under 
these circumstances as if both steel and concrete were 
initially unstressed. The only case in which there is an 
exception to this rule is when there is a certain range of 
inelastic motion, or when the elastic system is changed 
at a given period; the former is instanced by local crush- 
ing at the bearing surfaces, the latter by loose fit of one 
of the elements which operates to keep it free from load 
until a certain compression is reached. — £d.] 



A FURTHER NOTE ON THE ANALYSIS OF RE- 
INFORCED CONCRETE COLUMNS 

Sir: Referring to your comment on my suggested ex- 
planation of the lack of rigidity in a reinforced concrete 
c(^umn, in Engineering News of Sept. 6, I beg to suggest 
further that the concrete is not in all respects like a 
^n-ing, but is restrained in the neighborhood of the steel 
more than at other points. Suppose, for example, that 
a coltunn of concrete with a central longitudinal rod be 
molded. In setting, the concrete will tend to shrink, and 
near the outer edge of the column this shrinkage will 
actually occur, in practically full amount. But near the 
steel the shrinkage will be counteracted by the resistance 
of the steel to coffipression, and only a small part of the 
normal ^hriidcage will take place, resulting in longitudinal 
t^^n in this zone of concrete, and longitudinal 
compression ii). th^ steel The end faces 
will, thWf far«, not, be |4anes, but will 



M:es of the column 



iphery, while the end face of the steel rod will be the 
highest point. Hence, when the column is put in the 
testing machine for a compression test, the load on the 
end blocks will be received by the steel and the inmie- 
diately surrounding concrete before the concrete away 
from the steel receives its load. The concrete near the 
steel would therefore be under greater unit stress, and 
the apparent rigidity might be less than plain concrete. 
The case of a spring was cited to show that it is not 
necessary to assume that fissures exist where the concrete 
is not shrunk down to its normal size. Yours very truly, 

Edward Godfrey. 
Pittsburg, Pa., Sept. 7, 1906. 



The Designing of Reinforced Con- 
crete Retaining Walls. 

The lateral pressure of earth is too uncertain to be 
defined by any law, and hence a correct theory for pro- 
portioning a retaining wall in the general sense of the 
term is not possible. Some earths will remain vertical 
for some time without any confining structure; some 
will even stand tunneling without caving in. A board 
fence will retain a considerable height of earth laid 
against it for awhile. On the other hand, slips are liable 
to occur in earth after it has stood for some time un- 
supported. These often exert great force. 

The lateral force of grain is, no doubt, nearly con- 
stant for a given kind of grain under given conditions. 
The same is probably true of sand, if one of the condi- 
tions be a definite proportion, or the entire absence, of 
moisture. But in the case of the substances generally 
classed under the term earth there is, as intimated, a 
variety of states, ranging from soft mud that will exert 
a lateral pressure approximating a fiuid pressure, to shales 
that exert no active lateral pressure. A condition ap- 
proximating a fluid pressure ought to be avoided in any 
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good design by proper drainage. Two cases calling for 
special exercise of judgment are (i) the one mentioned, 
of shale, which is itself a: sort of retaining wall of 
little durability, and (2) a case where large slips are 
probable, either due to an inclination of the under 
lying rock toward the retaining wall, or to a heavy sur- 
charge, that is, earth sloping steeply above the top of 
the wall. 

This paper treats of a wall to retain ordinary fill or 
prevent natural earth from slipping. The most severe 
test of a retaining wall is usually the freezing and thaw- 
ing of the earth around it The forces produced thereby 
are quite indeterminate. They can, however, be largely 
diminished by drainage. It has been found that masonry 
walls having a base one-third the height of the earth 
retained will resist these forces and retain any ordinary 
earth with complete rigidity. That this relation between 
the base and height agrees with the theory of earth pres- 
sures commonly employed is shown by the following. 

The theory referred to is based on deductions from the 
assumed action of a granular mass having no cohesion 
between its particles. It is found that the effect is 
that of a wedge of the material sliding without friction 
on a plane the slope of which bisects the angle of re- 
pose of the material and the vertical back of the retain- 
ing wall It is customary in discussions on retaining 
walls to treat the force due to this wedge as though it 
were produced by a solid block with its center of pres- 
sure at a distance of one-third of h from the base. The 
calculations are simplified by treating it as a liquid pres- 
sure, the weight of the liquid per cubic foot being a 
certain fraction of the actual weight of the earth. This 
jEraction is equal to the square of the tangent of the 

angle -^ (Fig. i), o being the complement of the angle 

of repose. 

The angle of repose of ordinary earth is about 45®, 
half of its complement is 221^"", and the square of the 
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tangent of 2254® is .1716, or nearly one-sixth. Hence if 
we use the pressure of a liquid having a density one- 
sixth that of earth we will have tl^ effect of this lateral, 
pressure so far as horizontal forces are concerned. This 
will neglect the vertical component of the force of this 
sliding block. A smaU and uncertain amount of this 
vertical componmit would act in friction on the back 
of the wall; the remainder would be carried on the in- 
clined surface upon which the block slides. As the 
force of friction tends to give greater stability to the 
wall, it is on the side of safety to neglect it 




Diagram of Earth Pressure Against a Retaining 
Wall with Vertical Face. 

Now from Fig. i, if we take moments around X and 
use as the weight of earth 100 lbs. per cu. ft., and of 
masonry 150 lbs. per cu. ft., we have for stability the 
following equation of moments: 

150 A^ x4-=-^X AxjI. 
6 6 Z 3 

from which we find 

A = 3 fr. 
Hence, using only the horizontal forces and neglecting 
adhesion or friction on the back of the wall, we find 
that a wall having a height three times its base, which 
^s tisualfy cottdldered in good proportion for a retailing 
wall, will be found to be stable against ordinary earth* 
• In rdaining walls of reinforced concrete the earth 
itself ma^ be utilized to prevent the overturning of the 



irMy not ^ ks unoertatn frtotk>ii or adhesion but fay 
its weight. 

A form of reinforced concrete retaining waill coming 
into use is comi^osed of a Iront curtain wall and a bot- 
tom slab, both reinforced with horizontal rods; wall ssoA 
dab are united by ribs at intervals. Fig. a is a modifi- 
cation of that style of construction, by the addition of 
steps at the junction of the front wall and the 'bottom 
slab. The purpose of these ^teps will be made evident 
further on. The ribs are spaced a fixed distance apart, 
the same for all heig^s of waH. The design is to be 
used only for waHs having a base width of 5 ^t. or 
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Fie. 2- Design for a Standard Re- 
tainlne Wall of Reinforced Coneretei 
for any Base not less than 6 ft. 

(Dimensions of part9 are given in 
terms of width of base. Steel stress, 
12.600 lbs. per sq. in. Beam reinfoi;ce- 
ment not to exceed IK per cent.) 
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more. The reason for the 5-ft lower limit of base and 
for the constant spacing of ribs will be shown in a later 
paragraph. 

In designs that have been illustrated in engineering 
publications, two sets of rods are shown in the bottom 
slab, one near the bottom of slab and the other near 
the top, both spaced miiformly for the full width. The 
writer believes this to be unnecessary and uneconomical 
The execution of the work is greatly complicated thereby, 
and the forces are not present demanding this re- 
inforcement. While it is true that this slab is contin- 
uous, and while somewhat less moment is found by am* 
sidering it as continuous, the purposes of good construc- 
tion are better served by proportioning the slab for the 
full moment as a simple beam and then adding some 
short rods in the top flange running across the support 
to relieve the concrete of tension. 

The standard wall shown in Fig. 2 was evolved as a 
result of investigation to determine the proportions of 
a reinforced-concrete wall that would be stable against 
earth pressure on the same basis as a solid masonry wall, 
granting that the latter will be stable if made with a base 
one-third of its height Three walls were taken, having 
bases 5, 10 and 15 ft. respectively, and heights 12, 24 
and 36 ft respectively, with other dimensions as given 
in Fig. 2. The volumes per bay were found to be 96,6, 
452.8 and 1,168.5 cu. ft. respectively. Solid masonry 
walls of the same heights and having bases one- 
third the height would contain 3.73, 3.39 and 314 
times as much in volume of masonry respectively as the 
concrete-steel walls; hence if reinforced concrete does 
not cost more than three of four times as much as solid 
masonry or plain concrete, the former is the more 
economical in the form of retaining walls. The addi* 
tional excavation for the wider base may enter as a fac- 
tor in the relative costs. It is not the purpose to give 
actual relative costs, but only to show that there is a 
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large margin in lavor of the rein{orced«<oncrete retail- 
ing wall i . . 

The centers o£ gravity of these three waUs were fonnd 
to be 1.43 ft., 3.00 ft and 4.66 ft. respectively from the 
heel of wall. The respective volumes of earth over the 
slab are 332.3, 1,377.2 and 3,206.3 cu. ft The centers 
of gravity of these volumes are located 2.96 ft, 5.97 ft 
and 9.01 ft respectively from the heel of wall. The 
moments of stability of these three walls, taken about a 
point one-third of the base from the heel, were found 
to be 39,599, 340405 and 1,227,272 ft.-lbs. respectively, at 
100 lbs. and 150 lbs. per cubic foot for earth and concrete 
respectively. The earth load considered is that directly 
over the bottom slab up to the level of the top of walL 
Assuming that the force of the earth back of the wall 
is that of a liquid one-sixth of its density the weight of 
a cubic foot of earth to balance the above moments wcntld 
be no, III and iii lbs. respectively. 

One peculiarity respecting these three walb is that the 
restdtant center of gravis of earth and concrete is in 
each case almost exactly in the center of the slab. This 
makes it proper to assume that the pressure due to the 
weight is uniformly distributed over the base, as shown 
at a. Fig. 2, as the stiffness of the bottom slab is suffi- 
cient to give this distribution. The reaction of the earth 
under the slab will be uniformly varying from zero in- 
tensity at the toe of wall to double the intensity 
of the uniform load at the heel of the wall, as at b 
The difference between these sets of forces, or the forces 
as shown at c, must be resisted by internal stresses in 
the concrete. On the left half of the bottom slab the 
fOTces are seen to be upward. If the construction were 
a reinforced slab, it would require the principal rein- 
forcement in the upper part. For simplicity of coostrnc- 
ti<m it is desirable to avoid this. The close proximity 
of the vertical wall makes it possible to throw this force 
directly into that wall by means of the st^s at the junc- 
tion of wall and slab. These steps cotild of course be 
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replaced by a chamler or slope, rf the latter were found 
to be simpler of construction. 

.On the right half ol the bottom slab there is a vertical 
load downward var3^ng in intensity from zero at middle 
to an amount at the edge of slab which may be taken as 
the weight of superimposed earth and of the slab itself. 
This is close to 250 X ^ ^s- P^'' sq. ft. Taking the effec- 
tive span of the slab as 7^ ft. the bending moment on the 
extreme right edge is 250 b X 75^ X 75^ H- 8 = 1,758 b. 
This is in foot-pounds per foot width of slab. 

In order to give clearance for the angles shown in Fi^. 2, 
the steel rods are placed one-sixth of the depth of slab 
from the bottom. Following the method employed by the 
writer, and described in Engineering News, March is 
1906, the effective depth of the slab is fotmd to be 2/3 of 
its depth. But as the depth of slab is 3/20 b, its effective 
d^th (that is, the distance from center of steel to center 
of compression in concrete) is i/io b. For an area of 
steel 1=: A, in sq. in. per loot width of stab, and a stress 
of 12,500 Q>8. per sq. in. we have an allowed bending: 
moment of 12,500 A X ^/^ ^ = '»^5^ ^ ^ foot-pounds. 

Equating this to 1,758 b, found above, we have 
A = 1.406. 

This can be made up of four H-^n. diameter rods. It is 
thus seen that for any size of retaining wall J^-m. round 
rods spaced 3 ins. apart will take the tensile stress in the 
bottom slab at the extreme right edge. 

When the area of steel does not exceed i?i per cent of 
that of the concrete in the slab (see article a^ve referred 
to) the stress on concrete will be within sale Hmits. It is 
seen that the area A found above is i^ per <;ent of that 
of a slab 12 ins. wide and 9.4 ins. deep. For a base of 5 ^ 
the depth of slab is 9 ins.; hence a lower limit of about 
5 ft. should be adh^ed to for this standard. For smaller 
waUs the thickness of parts for a wall of 5-ft. base could 
be maintained and the span between ribs varied to suit 
the bending moment £ound. Thus, for a wait having 
2j4'h, base (on»4ialf of the standard 5-ft. wall), the load 
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on the skb will be approxinately ode-half of that on the 
5-ft. wall, (The height of this wall would be 6 ft.) A 
Q^n. slab with the standard reinforcement will be good 
lor a span y/'2" times the standard, or 10.6 ft, say 10 ft 
clear. 

The span of J ft. in the standard wall is found as fol- 
lows: Let s =r clear span in feet The end shear on one 
foot of width of the slab is 250 & X 5^ J = 125 & j. The 
shearing strength of a slab 3-20 h feet deep and one foot 
wide, at 40 lbs. per sq. in. on the gross area is 
3-20 t X 12 X 12 X 40 = 864 t. 

Then from the equation 

i2Sh s = 26^b, 
we find s = 6.91 ft. 

Since this remains true for all sizes of standard walls, 
it is seen that the shear is taken care of also in walls of 
less than 5 ft. in base, as the slabs will have a greater 
relative depth than in the standard walls. 

The reinforcement in front wall is found as follows: It 
will be seen in the standard retaining wall that the d^h 
from top of wall to top of steps is 1.96. The intensity of 
horizontal pressure is therefore 1.9 b y^ 1-6 ^ 100 lbs. 
per sq. ft. This gives a moment on a foot depth of wall 
= 223 b ft^lbs. The moment of resistance of the con- 
crete-steel slab, found as above, is 

12,500 A X -|-X -4-=833 A d. 

From 

223^ = 833/^6, 
we have A = .267 sq. in. 

This would be made up by one §^-in. round rod for 
every foot of depth of wall. This reinforcement is carried 
up to the top of the wall and is used as indicated on the 
lower portion of the wall and on the bottom, though theo»- 
retically less reinforcement would be required. The pur- 
pose is to tie the wall together. 
: The rods in the rib act to tie together the bottom slab 



and the vertical wall, the manifest tendency being for 
these to pull against each other. The chief use of the 
concrete in the ribs is to protect these rbds. It is essen- 
tial that the rods have an efficient end anchorage, and 
any other anchorage or bond can serve only a subsidiary 
purpose. The line of cleavage in the rib may be im- 
mediately above the bottom slab, and practically the whole 
strength of the rod is needed at that plane. In the short 
depth of the slab there is not length enough for even me- 
chanical bond to take effective hold for the full strength 
of the rods. Hooks or curves on the ends of rods have 
not been shown by tests to be effective end anchorages. 
Such a detail would not be accepted in structural steel work. 
The use of plain round rods with thread and nut at end, 
attached to a front-to-back angle in the bottom of the 
slab, as shown in Fig. 2, seems to be the most economical 
as well as the most effective means of meeting these con- 
ditions. These angles may also act as anchors for the 
horizontal rods, at ends of wall, if any such anchorage 
is needed. 

The angles serve to locate the rods properly and to hold 
them in position against displacement during the placing 
of the concrete. They also make it more difficult to omit 
any rods and easy to detect any omissions. All of these 
points are of great weight in construction where unskilled 
labor is so commonly employed. 

The rods in the rib take the downward force shown at r. 
Fig. 2, the amount of which at the right edge is at a 
rate per foot close to 250 i> x 7 = i»75o b lbs. On a re- 
taining wall of 5 -ft. base the load in a foot is 8,750 lbs. 
At 12,500 lbs. per sq. in. this would require four rods 
H-in. in diameter. For a lo-ft. base four ii-16-in. round 
rods are required, etc By giving these rods the same 
horizontal spacing at bottom as those in the bottom slab 
and varying the rate of spacing in the same manner, the 
vertical load is taken care of. 

These rods atart vertical; hence the vertical l6ad 
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measures their stress and not the component in a diagonal 
direction. Their stress is not miiform throughout, but 
they begin near the foot of the wall to transmit their stress 
into the concrete to resist the upward thrust of the forces 
on the left half of the base. Their radius of curvature 
should not be less than about twenty times their diameter, 
so that the unit pressure exerted by the side of rod on 
the concrete will not exceed safe limits. (A square rod 
curved to a radius twenty times its diameter will exert a 
radial force on its side one-twentieth of the intensity of 
its tension, which is the usual ratio between the allowable 
stresses in steel and concrete. The use of sharp bends 
in embedded rods is a structural fault often met with.) 

The rods should have two nuts on the ends, so that the 
end nut can be drawn to a tight bearing on the angle. 
Horizontal rods should be spliced by sleeve nuts. 

A modification of the design can be made in which the 
rods in rib pass through slotted (or large sized punched) 
holes, and have cast iron beveled washers. The rods can 
then be straight. The inclination would be such as to 
give about 8 per cent more stress than found in vertical 
rods. 

The gripping of concrete is sufficient to make up for 
the difference in strength of rod at root of thread and 
that of the full section. 

Anchors that take the full stress of rods should have 
their areas twenty times the section of the rod. This con- 
dition would govern the size of the flange of angle to which 
rods, in the rib connect. These angles could vary from 
about 2V2 X ^y? X S-i6-in. for small sized walls to 4 X 
3 X M'^"- ^*^^ ^^xg^ walls. . 

The formulas ordinarily given for continuous beams are 
for heanis Jiaving a uniform moment of inertia. If the 
beams have not a uniform moment of inertia, the formula 
does not hold. If a beam be purposely designed so as 
not to. have a uniform moment of inertia, it will deflect 
more at the section not reinforced for the full moment, 
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und thus put greater moment on the fully reinforced 
section. This is the basis for the somewhat arbitrary re- 
inforcement of the upper part of bottom slabs. The bend- 
ing moment at the middle of this slab cannot exceed that 
for a simple span. The upper rods are^ added to prevent 
cracking, and consequent weakening of the slab in shear, 
tiear the ribs. 

It is recommended that long walls be concreted from 
one end to the other, and not uniformly from the ground 
up; so that the shrinking of the concrete as it sets will 
not act on the whole length of the wall at once. It is 
also recommended that at expansion joints, say about 
every loo to 150 ft., a complete separation be made in the 
wall, with an end rib in each portion of the wall 



THE DESIGN OF REINFORCED-CONCRETE 
RETAINING WALLS 

Sir: The article in your issue of Oct 18^ by Edward 
Godfrey, on the "Design of Reinforced Concrete Retain- 
ing Walls," was of especial interest to the writer^ because 
it so closely conformed to the methods of design lately 
developed by him in checking the computations for a 
very high and long wall about which he was consulted. 

Differences of opinion may exist as to proper methods 
of determining the lateral pressures exerted by earths of 
different qualities, and as to the proper design of rein- 
forced concrete beams, etc., but certain fundamental 
principles exist in accordance with which every proper 
design should be prepared, and it seems to the writer 
that Mr. Godfrey has come nearest to stating them of 
any one with whom the writer is acquainted. 

The writer's experiments on lateral earth pressures, re- 

L ported to the American Society of Civil Engineers, led him 
to the opinion that the angle of surface repose for most 
earths is entirely different from the angle of internal 
frictfem of the same earths. Manifestly it is the latter 
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which should be used in most design work instead of the 
former. The wfiter agrees with Mr. Godfrey, however, 
that the actual active pressures may with sufficient ac- 
curacy be considered as fluid in effect, and a certain per- 
centage of the weight of the earth backing in amount. 
The experiments above referred to seemed further to 
show that for walls more than about 5 ft. high the pres- 
sures varied practically as the depth, so that their re- 
sultant might, with sufficient accuracy, be considered 
as acting at the lower third point of the height of the 
wall. For walls of less height, however, this point of ap- 
plication rose often to a point four-tenths of the hei^nt 
above the base. In most walls, then, the lateral pressures 
would be represented by a triangular diagram of hori- 
zontal arrows, having a horizontal base (sketch A). 

The writer is in direct accord with Mr. Godfrey where 
he uses a bottom slab weighted by the superimposed 
earth, and agrees that the resultant downward pressure 
of the earth on this slab may, for all practical purposes, 
be considered as uniform (sketch B) unless the design 
employs a greatly extended toe, as is often necessary 
with high walls on soft soils. 

He also agrees with Mr. Godfrey that many designs 
are faulty in the arrangement of the reinforcement in the 
bottom slab, probably from wrong assumptions as to the 
distribution of the resisting earth pressures. 

While some experiments lately carried out by the writer 
(which are now being repeated) shed some new light 
on the distribution of resisting earth pressures under 
walls and foundations, still for the moment a uniformly 
varying distribution may be assumed, and, provided the 
resultant of the two series of forces above described in- 
tersects the base of the wall at the front edge of its 
middle third, the variatioa is from zero at the back to 
twice the average at the front (sketch C). 

The diagram of resultant forces on the slab will then 
evidently be two triangles, as described by Mr. Godfrey 
(sketch D). 



The horizontal forces are, of course, resisted by the 
sliding friction between the base of the wall and the earth 
beneath, and by the pressure of the toe of the wall 
against the earth in front of it. This front pressure 
may be considered as distributed uniformly over the base 
like the friction, for sake of convenience. 

These assumptions take care of all the external forces. 

If the slabs in front and base are to be tied directly 
together by diagonal rods in the counterforts, these rods 
must be given varying slopes (approximately as at E in 
the sketch herewith) to correspond with the varying pres- 
sures in front, while their bottom ends must be simi- 
larly spaced to correspond with the resultant downward 
earth pressure. Then, too, these rods would have quite 
different stresses due to their varying slopes, so that the 
proper distribution of diagonal rods of uniform diameter 
is a very complicated affair to determine. Evidently, if 
some satisfactory arrangement of horizontal and vertical 
rods can be devised to produce the same effect several 
advantages will be gained. Even the arrangement pro- 
posed by Mr. Godfrey (the correctness of the design of 
which the writer strongly questions) is rather costly in 
execution, because simple horizontal and straight, approxi- 
mately vertical rods are much more easily placed by in- 
experienced labor. 

Such horizontal and vertical rods in the counterforts, 
if spaced to correspond with the assumed forces, will 
have a uniformly var)ring spacing one way to correspond 
with that which theoretically should exist on the face, 
and a similar one in an approximately vertical position 
the other way, the upper ends of the rods running to all 
points along the back of the counterfort, while their 
lower ends cover that part of the base over which the 
resultant earth pressure is assumed as acting downward 
(see sketch F). These rods simply carry to points within 
and along the backs of the counterforts the active earth 
stresses, so that the resultant diagram may be drawn 
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§A shown at G when primary Orestes alone are con- 
tftderedy and as at H when the resultant earth pressures 
And rod actions are considered. 

Now the concrete in the counterforts being high^ re- 
sistant to compressive stresses, easily resists the com- 
bined action of these loads and the whple counterfort is 
much better tied together than in Mr. Godfre3r's design. 
The latter seems a little inconsistent in not better rein- 
forcing the coimterforts after employing more steel than 
theory requires at several other points. A similar incon- 
sistency crops out in the omission of any steel in the 
steps which are supposed to carry over into the face of 
the wall the upward pressure near the front under the 
bottom slab. Unless the concrete is considered as taking 
some tensile stress, reinforcement should be employed 
in some manner in these steps, either to make them act 
as beams of variable depth carrying the upward pressure 
to the counterforts, or as brackets attached to the inside 
of the front face. Under the latter assumption horizontal 
rods perpendicular to the face should be introduced in the 
bottom slab. These rods should also be carried through 
the plane of the face and into the toe projection, which 
must often be greatly extended, and the design of which 
Mr. Godfrey does not consider even though he shows such 
a toe in his diagrams. 

If the remainder of the bottom slab outside the stepped 
portion, besides acting as a vertical beam to take earth 
pressures, is consi<kred as a horizontal beam designed to 
resist the stresses which the lateral rods might be intro 
duced to resist; then proper additional ties should be 
introduced in the counterforts. Mr, Godfrey's angle iron 
would not seem of sufficient size to cover the usual needs. 

It is believed, farther, that the practical construction 
of the forms for Mr. Godlre/s stepped wall will be more 
costly than for a wall without the steps and with steel 
introduced instead. 

Whenever the weight of a cubic foot of the earth back- 
ing multiplied by the height of wall exceeds half the safe 



bearing power of the soil* an extended toe must be em* 
ployed. In that case the diagram of vertical stresses 
may be assumed as in sketch / and the resultant down- 
ward effect on the bottom slab may or may not reach *ero 
beliind the face. A diagram somewhat like that of sketch 
K will restdt. 

In this case the rods in the counterforts which are de-! 
signed to carry these vertical resultant stresses will them- 
selves be nearly or quite vertical. The exactly vertica/ 
condition would occur when the resultant earth pressure 
becomes zero under the face of the wall, which condi- 
tion would take place when the toe is extended a distance 
outside this point approximately three-tenths of the total 
width of base. This amount may seem rather larg:e, but 
is not unknown. 

Wkh soch an exttoded toe a series of steps in the out- 
side of the wall wouhl be rery proper because no cowa- 
terforts are available, and since the face of the wall is 
m close proxhnity. Properly arranged steel would be 
very necessary unless tension is to be attowed on con-' 
Crete. 

What Mr. Gbdfrey says wth regard to end anchorage 
of rods, the writer believes to be eminently correct, ex- 
cept that the writer's experiments have shown that proper 
hooks are entirely satisfactory. The writer further agrees 
with Mr. Godfrey in always advocating steel in beams 
and slabs to take up reverse moments at points of support, 
except that he feels that the design of the slabs as simple 
beams with extra reverse reinforcement added, is erring 
too much on the side of safety even with regard to the 
exceedingly uncertain knowledge we now possess as to 
earth pressures and reinforced concrete continuous beams. 

The writer has been greatly interested in Mr. Godfrey's 
design, but considers that the one briefly described above 
is more k)glcal and more economical of execution, espe- 
cially as to labor. Yours truly, E. P. Goodrich. 

1170 Broadway, New York, N. Y., Oct. i§, tgc6. 
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THE DESIGN OF REINFORCED CONCRETE RE- 
TAINING WALLS 

Sir: Kindly permit me space to reply briefly to Mr. 
E. P, Goodrich in his criticism (Eng. News, Nov. 15) 
of my article on design of reinforced concrete retaining 
walls (Eng. News, Oct. 18, 1906). 

As to the placing of straight horizontal and vertical 
rods being simpler than the inclined rods used by 
me, my idea would be to have the rods and angles sent 
cut and punched and threaded to the site. The harp- 
like arrangement in each rib or counterfort can be set up 
on the ground and raised to position. A few braces would 
hold all in place, whereas, with all rods separate, each 
would have to be held individually, and liability to dis- 
placement is multiplied. 

The total pressure against the front slab is less than 
that against the bottom, hence with the same rods, starting 
normal, there is more than enough strength to take all 
of the force. The occurrence of rods apparently closer 
than necessary near the top of front slab will give an 
extra saf^^uard against such pressure as that due to freez- 
ing of the ground, which would be greatest near the sur- 
face. Extraneous load would probably effect a lateral 
pressure near the surface only. 

In the matter of the projection in front of the wall, 
and of the steps being without reinforcement, it is seen 
by my sketch that the front projection is only one-third 
as broad as its height; also the uplift under the steps 
tapers down to nothing at the foot of the steps. There 
is strength enough in the concrete to take the resultant 
tension at a very low value. Spread footings are allow- 
able even in brick or rubble masonry; they ought to be 
so in monolithic concrete. If there were necessity for a 
(arge projection in front of the wall, a modified design 
MTould be requited. It was my purpose to give a rational 
analysis of the stresses and rational methods of taking 
care of them. Yours very truly, Edward Godfrey. 

Monongahela Bank Bldg., Pittsburg. Pa.. Nov. 19. IQ06. 
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A Method of Measuring^ Deflections 
in Floor Tests. 

[Published in Engineering News, Aug. 25, 1904.] 

By the Author 

The following description of the method employed to 
measure the deflection of a floor under test may be of in- . 
terest to any who have similar tests to make. 

The floor tested was in 20-ft. squares, and it was desired 
to obtain the deflection at the middle of the square tested, 
as well as at the middle of the side of the square, or half 
way between the columns. To accomplish this, pedestals 
or uprights were made of a single 4 x 4-in. piece of wood 
nailed to a block about 2 x 12 ins. by 2 or 3 ft. long. These 
were placed on the floor at points where the deflections were 
to be measured, and blocks of pig iron were placed upon 
them to weight them down, so as to prevent displacement 
by the men in loading the floor. Enough pig iron was 
placed on each pedestal to make up approximately the re- 
quired load for the space which it occupied. 

In addition to the pedestal there had been placed 2 x 10- 
in. timbers which reached across the floor space and were 
nailed to posts resting on the floor near the columns. These 
were about at the level of a man's head, so as not to be in 
the way of the men who were loading the floor. 

They were vertically over the points at which deflections 
were to be taken. The uprights were placed so that a flat 
side of the 4x4 was against the joist or timber which 
reached across the floor. On the back of the upright there 
was tacked a sheet of stiff paper, upon which was ruled a 
horizontal line. On the joist was tacked another sheet of 
stiff paper, the edge of which had been divided accurately 
into tenths of an inch. This was set with the zero of the 



scale at the horizontal line on the sheet tacked to the up- 
right. 

As the floor deflected, the amounts of the deflections 
could be instantly read on the scale to hundredths of an 
inch, by estimating tenths of scale divisions. The appara- 
tus is more clearly shown in the accompanying sketdi. 

A number of scales were ruled at the same time by tack- 
ing the sheets down on a drawing board with about %-in. 
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Apparatus for Measuring Deflections of Floor Panels 
in Load Tests. 

along the edge of each exposed. By dividing one sheet with 
a decimal scale and ruling across the exposed edges all were 
made alike. The tenths could be further divided into five 
parts or fiftieths with a hard pencil, but no difficulty was 
experienced in estimating the hundredths with a scale di- 
vided into tenths. 
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Reinforced Concrete Engineering in 
tlie Making* 

Concrete-steel or reinforced concrete construction is only 
an infant as yet. The relatives have not agreed upon a 
name. Many want tfie hyphenated appeflatton with the old 
family name of steel retained, while others would express 
the office of the steel rather than its presence. 

To drop the figure, there is much to learn by the builders 
of this construction, some things that only experience will 
teach, and others that can be wrung from known facts and 
technical knowledge in kindred lines. It is the purpose of 
this article to point out some of the things that ought to be 
set up as guides in the design and execution of reinforced 
concrete constructon, if it is to have a standing in the 
class of sound engineering. 

While it is true that the manufacture of reinforced con- 
crete can be accomplished largely with ordinary labor, it 
is also true that this labor must have strict supervision by 
competent foremen, who understand the importance of 
domg the work just as the designer has planned it. A 
laborer does not understand the importance of a small rod 
in the concrete, and would probably see no harm in leaving 
some rods out; or he might think that the exact location 
of rods is a matter of no importance, so long as they are 
present. The displacing of rods, either by accident or de- 
sign (as to make the placing of concrete more convenient), 
may be the result of an ignorant workman's act for which 
he wouki feel no guilt because of his ignorance. Rods that 
are mtended to lie ck>se to the bottom of a beam or slab 
may thus be placed at the middle of its depth, resulting in a 
great reduction in the strength, and not improbably being 
a cause of ftihate. Rods bunched together, where they 
should be separated, is a possibility that wotdd result in a 
loss of gripping power ih the concrete. 

Again a laborer may wish to save himself the handling 
of cement and cut down on the amount used; or, with a 
▼i«w of salving his employer expense, with the latter's con- 
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s«nt, a bag or two of cement may be If ft out occasionally. 
The time of mixing or number of turnings on the mixing^ 
board, if hand mixed, should not be left to any but ex- 
perienced and responsible persons. The uniformity of 
the concrete depends upon the thoroughness of mixing and 
correctness and constancy of the amounts of the ingre- 
dients. The strength of the structure is gaged, in a large 
measure, by the uniformity of the concrete. 

An illustration of a workman's idea of the possibilities 
of concrete is found in the following: The writer ob- 
served some work being put in, where three or four inches 
of plain concrete was being laid on an old wooden floor. 
With the idea that the floor had probably been shored or 
strengthened for the heavy load he asked the workman 
what supported the concrete. The reply was, that "the 
stuff didn't need any support, it supported itself." 

Inspection of every part of the work as it progresses, 
by someone not interested in the contractor's end of it, is 
almost an absolute necessity The combination of possi- 
bilities of skimping and scamping, through ignorance or 
carelessness, leaves the owner i^ith the small end in the 
probability line, unless he adopts suitable means to correct 
this condition. A contractor's guaranty that a structure 
will be built according to specifications, or that it will not 
crack or deteriorate in a given period, is scant comfort 
when a piece of work shows defects upon its completion, 
and the contractor's final estimate declares that the struc- 
ture is complete and ready for use. 

A guaranty that a structure will stand a specified test 
load is another uncertainty to which owners sometimes tie. 
A test load on a small square of a large floor of continuous 
construction is no more a criterion of its capacity when 
fully loaded, than the ability of a tank to hold a barrel 
is proof that it will hold ten barrels. Iti the early days of 
bridge building it was not unusual to see in specifications 
a requirement that a bridge should be loaded for a certain 
period with a given train load. Bridge builders have ad- 
vanced away beyond that point It is the man in the dc- 



signing department that can tell to a nicety what the bridge 
is fit to carry, the presumption being that all parts of the 
iabrication of the bridge have received the necessary in- 
spection, and the plans are carried oat in every particular. 
Tests on reinforced concrete construction are quite 
proper, but they should be made on an isolated unit of the 
floor not supported on all sides by the contiguous con- 
struction ; or else a test to be of value, should be made on 
a large section of the floor in place, of sufficient extent not 
to be affected by extraneous support. 

One contract which came under the writer's notice called 
for floors that had a theoretical breaking strength of three 
times a certain load per square foot. The floors in ques- 
tion proved to be unsafe under test with cmc time this load 
per square foot, though by the designer's method of figur- 
ing the '^theoretical breaking strength" was supposed to 
be three times. The theoretical breaking strength of 
concrete or of a concrete-steel floor is too nebulous to have 
any meaning in a contract. 

An error that works to the detriment of reinforced con- 
crete construction is the notion that it is the cheapest form 
of construction. For many reasons it is economical, but 
in no sense is it cheap. Properly built it cannot compete, 
even at present high prices, with wooden construction in 
the matter of first cost. It compares favorably in cost with 
steel construction, and in mdny situations structures can be 
built of reinforced concrete for less than of structural steel, 
when the same character of design is maintained. 

The necessity for using wet concrete cannot be too 
strongly urged. Dry concrete is lacking in the essential 
characteristics that make the combination of steel and con- 
crete so strong and durable. Mealy concrete will be porous 
and fail to protect the steel; wet concrete, if it contains 
enough ccmemt, will coat the steel with a film of cement. 
This is one essential to the preservation of the steel ; dense 
concrete is another. Neither of these are possible with dry 
concrete. Dry concrete has not much adhesion; it will 
therefore fail to take hold of the steeL It is also lacking 
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in cohesion, and would therefore be weak in its gripping 
power on the steeL Dry concrete will set in a shorter time 
than wet concrete, and on short time tests will show greater 
compressive strength. The wet concrete will, however, 
attain greater strength than the dry c<mcrete when it has 
thoroughly set. Many erroneous notions about ^e strength 
of reinforced concrete and the preservation of the imbedded 
steel have no doubt been the result of the use of dry con- 
crete, and the unsatisfactory conditions observed. Con- 
crete for this class of construction should be puddled rather 
than tanq>ed, by means that will work out the air spaces 
and make the concrete to run into all crevices. 

in the matter of materials and the proportions of the 
same there is not much difference of opinion. Good, hard 
and durd>le broken stone or gravel is essential in stone 
concrete for any purpose. For reinforced concrete the 
stones should be small, say under an inch in every dimen- 
sion for slabs, beams, columns, and small arches, and larger 
in size for more massive work. The reason that smaU 
stones should be used is that they will pack better around 
the steel and not leave voids. Graded sizes from the largest 
to the smallest are very essential both in the stone and in 
the sand. Uniformity in the sizes of stone or grains of 
sand is to be guarded against. The larger parts leave voids 
that only the smaller parts can fill, and these leave voids 
that still smaller parts are necessary to fill, smd so on down 
to the finest particles of cement. 

In plain concrete economy can be effected by a mixture 
that is suited to the parti<mlar broken stone or gravel used. 
In such concrete it is only necessary to provide enough 
sand to fill the voids in the stone and enough cement to 
fill the voids in the sand. In reinforced concrete there 
must be an excess of cement, so that the density of the 
concrete will be assured, and so that the steel witt be cov- 
ered with cement 

One part of Portland cement to two parts of sand and 
four parts of broken stone, gravel or cinders, all by volume, 
is the geueraHy accepted sUndard mixture. A leaner 
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mixtttre than this is not recommended. Stone concrete of 
these proportions, made of good materials, will have a 
compressive strength in short blocks of about 2,000 pounds 
per square inch. To have a factor of safety of four, as it 
should have, a compressive unit stress or an extreme fibre 
stress in beams of about 500 pounds per square inch should 
be employed in the design. Concrete in short blocks can 
be stressed to this amount with safety. It is therefore a 
proper unit for reinforced concrete columns or beams. It 
would not be safe in a plain concrete column, because a 
plain concrete column (having a length several times its 
diameter), will fail in other ways than in direct compres- 
sion, such as bulging or diagonal shear. But where the 
concrete is tied together by steel in such a way that the 
concrete is not subject to any but compressive strains in 
short braced elements, failures by bulging or by diagonal 
shear are prevented. 

Steel buildings are commonly built in lengths of several 
hundred feet without expansion joints, depending upon the 
elasticity of the steel to take up temperature stresses. Re- 
inforced concrete builders, essaying to do the same thing 
with the less elastic materials, are apt to have serious 
trouble. If a long wall or building is brought up from one 
end to the other, so that the shrinkage of the concrete does 
not act on the whole line at once, it is believed that one or 
two hundred feet of continuous reinforced concrete can 
be maintained in one piece. The placing of the concrete 
should be done from one end to the other of a long struc- 
ture where possible. It is well to have expansion or cleav- 
age joints and two sets of columns in very long buildings. 
So-called expansion joints, where the two parts of the 
building coming together are not independently self sus- 
taining are worse than no provision whatever for expan- 
sion. Two sets of girders on one column with an expan- 
sion joint between them would mean the concentration of 
all of the temperature stresses on the columns. 

It is very important that, excepting at expansion joints, 
structures be tied together continuously. A break in the 
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continuity of the steel results in a weak point or section ia 
the structure under temperature stresses. 

In the matter of the time allowed for the setting of con- 
crete the practice common with plain concrete will not 
apply in reinforced concrete. In plain concrete the forms 
can often be removed in a day or two after the concrete 
has been placed, and no harm results. This is because the 
stresses in plain concrete are not of the intensity of those 
in reinforced concrete, and because of the further fact that 
plain concrete seldom receives its calculated load until the 
structure it supports has been built up over it, which may 
be months later. The dead weight of reinforced concrete 
beams and slabs is a large part of the total load which they 
carry, hence they should not be called upon to support their 
own weight until the concrete has attained the greater part 
of its calculated strength. In a current engineering periodi- 
cal, description is given of a building in which the state- 
ment is made that forms were removed from some very 
large girders two days after the concrete was placed. There 
is absolutely no warrant for such practice. The straining 
of the steel rods before the concrete has firmly gripped 
them is a proceeding that is fraught with ^reat danger to 
the safety of the structure. No wise builder would submit 
to his structure being subjected to a test two days after 
the concrete had been placed. It is just as absurd to re- 
move the forms at so early a date. Two weeks of good 
weather should be allowed before forms are removed, and 
two weeks more should elapse before any test is made. In 
freezing weather a longer period should be allowed, as 
the setting of cement is retarded and sometimes almost 
suspended in freezing temperatures. 

If construction is proceeding upwards, as in buildings, 
speed should not be too great. If too much weight is 
placed upon the columns while the concrete is green, damage 
will result Forms for concrete columns should be weH tied 
together with a view of containing the semi-liquid con- 
crete as well as resisting the bursting pressure due to the 
load that may come upon the column. Props should be 
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placed close to columns as well as under intermediate points 
in the beams and girders. Column forms, as usually con- 
structed, are not suited to taking vertical loads, but arc 
built merely as boxes to contain the concrete. The cen- 
tering or props should be strong enough not only to sup- 
port the concrete in the forms immediately above, without 
sagging, but also to sustain whatever load may come upon 
the same during construction for the time that it takes 
the concrete to set. 

The qualities that make the combination of concrete and 
steel not only a possibility, but also a means of meeting 
engineering problems that in many ways has no equal, arc 
these : Concrete and steel have nearly the same coefficient 
of expansion under changes of temperature. Concrete in 
setting in the air will shrink and grip the steel ; it will also 
adhere firmly to clean or somewhat rusted steel, (but not 
to oily steel). Steel imbedded in concrete will supply the 
tensile strength that the concrete lacks, and the concrete 
will preserve the steel against rust besides acting as a pro- 
tection against fire. 

That the coefficient of expansion of the two materials 
IS not quite the same is reason for predominance of the 
weaker material. Large sections of steel In comparatively 
small sections of concrete should not be used, as the ex- 
pansion and contraction of the steel will crack the con- 
crete. The need of mass in the concrete to grip the steel 
to the capacity of its tensile strength is another reason why 
the steel should occupy only a small fraction of the sec- 
tional area of a beam or slab. 

The placing of steel directly against the forms and thus 
allowing it to be on the surface of the beam or slab is bad 
practice. The steel is by this means exposed to fire and 
rust, and it cannot be effectually gripped. Steel rods should 
be several times their diameter from the surface of the 
concrete. Beams narrow at the bottom and wide at the 
top are irrational in shape. They lack in concrete just 
where it is needed to protect and grip the steel. So-called 
T beams, which are rectangular beams, including in their 
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calculation a portion of the floor slab as top flange, are 
faulty in like manner, in that they <lo not contain enough 
concrete in the lower part of the beam for the amount of 
steel used. 

Floor plates in steel construction are not considered as 
adding to the strength of floor beams, even though flrmly 
riveted thereto. It is not good engineering to consider a 
wide expanse of floor slab as patt of a narrow beam, and 
it is not doing justice to the owner to make a floor slab 
which he cannot cut into, for the many necessary pur- 
poses that openings are often made in floors, without 
weakening the primary support of his floor. 

Wide flat bars bedded in concrete are not held as firmly 
as square and round bars of the same sectional area, and 
are not suitable shapes, for the reason that the concrete 
tends to shrink away from the flat sides. Flat bars have 
the further disadvantage that they make a plane of cleav- 
age in the concrete. This is especially true if they are near 
the surface. The writer observed some reinforced concrete 
beams in which several flat bars were placed side by side 
and brought up and hooked over the steel beams. When 
the forms were removed, large chunks of concrete below 
the flats fell off. Square and round rods should there- 
fore be used in preference to flat bars. 

The writer has no quarrel with mechanical bond, but he 
believes that more is to be gained by use of plain com- 
mercial steel and a low unit tension than by using mechani- 
cal bond and the high unit tension advocated by those who 
have the special material to sell. If the question of economy 
cuts no figure, the use of deformed rods under low unit 
stress will add an element of safety, which is more in the 
nature of insurance against bad work in the execution than 
a needful precaution in the design. 

The proper use of the steel is to take tensile stresses. 
Composite structures, such as the combination of wood and 
iron in a beam, are poor makeshifts at the best. Where 
dissimilar materials are used to perform the same office 
jointly there is no correct way of determining just how 
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much of the work each will do. A coltinm having longitudi- 
nal sections of steel that are intended to share in supporting 
the load is a composite of concrete and steel and not a true 
reinforced concrete column. Calculations to determine the 
relative amounts taken by the steel and concrete are ren- 
dered useless by reason of the tendency of the concrete 
to shrink and shorten. 

Segmental floor arches, that is, arches flat on top and 
curved upward on the under surface, with steel reinforce- 
ment near this curved surface, violate the principles of 
good design. If these act as arches and not slabs, they 
need tie rods where they would pierce the curved surface 
and be unsightly in a ceiling; the steel is in compression 
in place of tension. If they act as slabs, they are shallow 
and weakest where they should hav^e the greatest strength. 

The steel in reinforced concrete should be in compara- 
tively small sections, well distributed through the mass. 
Not only should there be the steel which calculations show 
to be required for tension, but it is very often desirable to 
use steel rods at right angles to the primary rods in order 
to tie the concrete together and prevent cracking. These 
cross rods also aid greatly in the lateral distribution or 
spreading of concentrated loads, as in arches or slabs. Wire 
mesh, m which the wires are straight, is an excellent ma- 
terial for floor slabs of small span; as uniform spacing of 
the steel wires is assured, and they are not easily displaced 
in placing the concrete. 

If wires or rods are bent or kinked, the tendency of stress 
in the same will be to straighten out the bends and kinks. 
This means excessive stretch in the steel accompanied by 
cracks in the concrete. The use of wire cables is irra- 
tional. It is a well known fact that a wire cable will stretch 
several times as much as a steel rod of the same sectional 
area under the same load. The principal reason for using 
wire cable must be because of the high tensile strength of 
the steel. Now if a high unit is used in the cable, the 
stretch will be still further augmented. 

Rods imbedded in concrete should not be given angular 
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bends. If a rod under stress is bent at an angle, there 
will be a large component of stress at the bend in a direc- 
tion bisecting the angle between the portions of the rod. 
There is evidently nothing at the bend to take this com- 
ponent but a small area of concrete bearing on the rod at 
the bend. The use of sharp bends in rods is a very com- 
mon fault in reinforced concrete design. It is inexcusable. 
These rods should be given gentle curves, so that the side 
bearing will not be excessive. If we allow a side pressure 
on the concrete one-twentieth of the tensile unit on the 
steel, we may arrive at a safe minimum radius of curva- 
ture of a rod as follows: Let d = diameter of a square 
rod, and p = unit pressure allowed on the concrete. Then 
20p will be the unit tension on the steel, and 20 pd^ = 
stress in rod. But the^ stress in the rod must equal the 
product of the width d of the rod, the radius of curvature r, 
and the unit pressure on the concrete ; or 20 pd* := d r p, 
whence r = 2od. That is, the radius of curvature of a 
square rod should not be less than 20 times the diameter of 
the rod. The same rule may be applied to the case of 
round rods without important error. 

Hooks at the ends of rods as a means of end anchorage 
have the same structural fault as sharp bends. They can- 
not anchor a rod for its full tensile strength. A proper 
anchor for a rod requires a washer plate or other bearing 
part having a surface in bearing against the concrete about 
twenty times the area of the rod. 

No tension on the concrete should be allowed in the 
calculation for the strength of beams or slabs. The ten- 
sile strength of concrete is uncertain and unreliable, es- 
pecially where it may be subject to expansion cracks due 
to the presence of the steel. One crack in a beam may 
destroy entirely an assumed tensile value, although the 
same crack might not be a serious matter in a beam not 
calculated to receive any assistance from the tensile strength 
of the concrete. 

The allowed tensile unit on the steel is a feature of de- 
sign that has not received the attention that it merits. The 
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mere integrity of the steel under a given tension per square 
inch may be taken care of, and yet the stretching out of 
the steel under that stress may be such as to disintegrate 
the concrete. Cracks begin to appear in the concrete after 
the stress in the steel has passed about ten or twelve thous- 
and pounds per square inch. Units of about these amounts 
should therefore be used. The use of high tension on the 
steel is indefensible. There seems to be a prevailing opinion 
and it is held by many men who ought to know better, that 
high carbon steel or steel that by cold rolling or other- 
wise is made to have a high elastic limit will elongate less 
under stress than ordinary structural or soft steel. This 
is entirely erroneous. For stresses below the elastic limit 
all grades of steel have practically the same modulus of 
elasticity, that is, they will all stretch out a given amount 
under a given unit stress. Beyond the elastic limit the soft 
steels will elongate more before breaking, but the proper- 
ties of steel under stresses beyond the elastic limit have 
nothing at all to do with the design of reinforced concrete. 
The writer has in mind a case where an architect wished 
to obtain rods having an elastic limit of 60,000 pounds per 
square inch, so that he could use 20,000 pounds in his de- 
sign ; because the building laws allowed him to use a factor 
of safety of three on the basis of the elastic limit. In an- 
other case a designer used 32,000 pounds per square inch 
for dead load stress on the steel. (This information was 
given in the defense of the design of a bridge that failed.) 
There is absolutely no warrant for the use of such high 
stress Upon stee! confined in concrete. One advocate of 
the use of high steel, and mechanical bond, makes the de- 
fense that the mechanical bond will distribute the cracks; 
thtts virtually admitting that the high tension he advocates 
will result in cracks in the concrete. Public confidence is 
not obtained by any such admissions or practices. 

Shear in steel, while it has a conspicuous place in specifi- 
cations and building codes, has practically no meaning in 
reinforced concrete. For a steel rod to be in shear to the 
extent of 12,000 pounds per square inch, as sometimes 
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allowed, there would be a pressure on the side of the rod 
which no concrete could stand. If we imagine a bar one 
inch square projecting normally out of a vertical concrete 
waU, and a vertical load of 12,000 pounds resting on this 
rod where it projects, we have the absurd proposition which 
12,000 pounds per square inch shear on imbedded steel 
represents. We do not measure the bearing power of a 
nail driven in wood by the shearing strength of the metal, 
but by the bearing power of the wood. So in reinforced 
concrete the bearing power of the concrete must govern if 
any steel is to be considered in shear. So-called shear bars, 
while they may have a place in tying the concrete of a beam 
together generally, do not perform that office by acting in 
shear, but they are in tension tying together the parts of 
a beam into which they extend. 

Reinforced concrete will not work wonders. The ma- 
terials are amenable to the laws of nature, including the 
law of gravitation, as has too often been demonstrated, 
where ignorant or careless builders have attempted its use. 
Unscientific and misleading tests have led exploiters to 
launch into the field of reinforced concrete with a system 
and little or no engineering knowledge, and the recorded 
failures are the fruit. Prospective builders are deluded 
with the idea that some special system will accomplish 
feats with steel and concrete that are almost magic and 
that defy all theory. Some of these designs find their way 
into books treating of the subject, where a learner ought 
to expect to find only absolutely reliable information. 

Designers in this new construction have the advantage 
of access to the knowledge gained by experience and study 
in steel construction, and as a consequence great strides 
have been made. Arch spans of 150 feet or more and 
buildings of sixteen stories do not astonish us because of 
familiarity with the great achievements in steel structures. 
In the case of steel a more or less gradual development 
took place. The design of steel work has come to be 
largely a matter of following certain rules embodied in 
the specifications, and other principles known to the struc- 
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ttiral desagner; and to the extent that the personal equa* 
tion is eliminated by these rules is the design perfected. 
Coranaion sense and professional judgment sound well, but 
^kcy are too often just atwther way of expressing the work- 
ing of yie process colloquially known as skinning. In light 
steid bridges it is not uncommon to see principles of good 
engitieeerii^ thrown to the wind. It will not do to follow 
the same course in structures of the permanence of those 
in reinforced concrete. A reinforced concrete structure 
with no better provision for rigidity than the average high- 
way bridge (put iq> with no disinterested engineering super- 
visicHi), will very soon shake itself to pieces. The high- 
way bridge has the advantage in this respect because of the 
tougher material o£ which it is made. 

The sooneir reinforced concrete design is reduced to rule, 
and the more inclusive the rules» the better for the preserva- 
tion of life and property. 

In tbe matter of methods of csdculating the strength of 
beams many fommka have been brought otit, the great 
part of whidi are very complex. Complex formulas are not 
consistent with the nature of the materials nor with the 
r^uH of tests. Complex formulas lead to errors, not only 
on account of the dslBculty of applying them, but because 
of the bliad way which they are generally applied. 

By assuming the neutral axis always at the center of 
depth of the concrete beam and compression in the con- 
crete as uniformly varying from the neutral axis up, the 
formula for bending moment^ as well as its derivation, are 
rendered very simple. The first of these two assumptions 
is quite rational, because of the fact that tests to locate the 
neutral axis of beams under safe loads have shown that 
it lies veary close to the middle of beam. The second as- 
sumption is eqstaUy sound. By the principle of the equality 
of tensile and tbe eon^ressive stresses in a beam, if 500 
and 10,000 pounds be used as extreme compressive stress 
in concrete and tension on steel respectively, it can be 
shown by a simple calculation that there will be i^ per 
cent of sUel area in the beam. It i$ not the purpose 
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this article to give formulas, but ' to lay down general 
principles. 

The common form of beam has one or more rods near 
the bottom from end to end. These rods receive their 
stress by increments from the concrete. These increments 
come in the form of horizontal shear in the concrete, being 
transformed from horizontal shear to stress in the rods by 
the medium of the gripping power of the concrete. As the 
web of a plate girder must have sufficient shearing strength 
in any given length to take the flange increment in that 
length, so there must be section enough in the concrete 
beam to take the increment of the flange in a given length. 
The shear on the concrete in a horizontal section just above 
the rods must be provided for in section in the beam. Thii 
is one of the reasons why narrow beams and beams that 
are lacking in concrete in the lower part of the rectangle 
are faulty. If the gripping power of the concrete is mea- 
sured by the area of the rod in contact with the concrete, 
and that gripping power is taxed to its safe capacity in any 
beam, the area of the horizontal section in the beam should 
be equal to the area of the surface of the rods. This means 
that square rods should be placed four diameters apart and 
round rods 3.1416 times their diameter apart 

As intimated, the holding power of concrete on a rod is 
measured by the area of rod in contact. This cannot ex- 
ceed, in amount per square inch, the shearing strength of 
the concrete, for it is clear that a prism could shear out, 
taking just the skin of concrete adhering to the rod. The 
adhesion and shear are usually taken at about the same 
unit value. A safe amount is 50 pounds per square inch for 
stone concrete. It will be seen by a little calculation that, if 
a rod is imbedded fifty diameters in concrete, at this amount 
per square inch of its surface, it will be anchored to the 
extent of 10,000 lbs. per square inch. Hence, any plain rod 
not anchored with nut and washer at the end must be im* 
bedded fifty diameters before it is held by the concrete to 
the amount of its safe capacity. In the case of a beam* 
however, while the anchoring value increases uniformly to 
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the center of the span the stress increases as the ordinates 
of a parabola. Hence, in order to have the anchoring valae 
not less than the stress at any section the rod should have 
double its safe anchoring strength at the center of span, 
since the tangent to the parabola at the ends of beam cuts 
a point twice as high as the middle ordinate at the center 
of span. This would require loo diameters up to the cen- 
ter of span. In other words a rod not anchored at the 
end of span, or continuous into the next span should not 
exceed in diameter one two-hundredth of the span. 

The curving of a rod up to the top flange at the ende 
of span, without providing an end anchorage or rurniing 
the rod into the adjacent span for anchorage, is another 
structural fault, and a common one. This takes the rod 
out of the plane where flange increments are added (near 
the bottom of the beam) and makes a suspension rod 
of it on which the ccmcrete rests as a saddle. It is neces- 
sary in such a case that nearly the full stress of the rod 
should be imparted to it at the very end, where in many 
designs there is absolutely nothing to perform this office. 
If a rod curved up at the end of one beam runs beyond 
the support into an adjacent beam, it serves the double 
purpose of anchoring the rod and taking tension in the 
top flange of the next beam that would be caused by the 
continuity of the beams over the support. Separate rods 
lying near the top of beams, where two beams occur 
end to end over the sanle support, are of great value in 
resistsng negative moments over supports, and should 
be made use of in the absence of the arrangetnent just 
mentioned (where the bottom rods of one span continue 
into the next to resist tension in the top flange). These 
separate rods should extend not less than 50 diameters 
into each beam for anchorage, and may require to be 
longer. Rods nmning from one beam into the next 
for anchorage should extend into that beam not less 
than 50 diameters. 

In steel work beams arc not usually considered as 
continuous, unless it be necessary to take care of canti- 
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lever stresses, but in steel beams there is ample strength 
in the top flange to take care of any tension that^ may 
occur due to continuity. With reinforced concrete beams 
the case is quite different. Where two beams in a line 
resting on the same support are poured at once» there 
will be sure to be some tension in the top flange; and 
if this is not resisted by steel, a crack may be the result, 
which would destroy the shearing strength of the con- 
crete, and taigint cause the beam to fail by shear. 

The end shear of a reinforced concrete beam or slab 
with only horizontal rods nmst be taken by the con- 
crete. When a beam of a given ^an is increased la 
depth, the bending strength and consequently the capacity 
for load is increased about as the square of the depth. 
The shearing strength is, however, only increased as 
the depth. There will therefore be a point where the 
shearing value is overtaxed^ and beyond which the depth 
should not be increased without some provision for taktng 
the extra shear. In a subsequent article the writer hopes 
to show that this limiting depth is one-tenth of the span. 
When the depth of beam is more than one-tenth of the 
span, some provision must be made for taking the shear 
that the concrete is not capable of carnring. The mere 
turning up of some rods and ending them short of the 
end of span, or running them to the end of span without 
imchorage at the end of span, will not do this. 

For columns a circular coil to resist the bursting or 
bulging pressure and longitudinal rods tied to this coil 
at regular intervals in the circle to resist flexure, aseatt 
to be the most rational means of overcoming the wealt' 
nesses of ccmcrete as a column. 
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The Design of Reinforced Concrete 
Beams and Slabs. 

Based on the principles of design laid down by die 
writer in an article published in Concrete Engineering 
of January i, 1907, the ^>Uowing is given as exemplifying 
simplified, and at the same time rational design as ap* 
plied to beams and slabs in reinforced concrete. 

There are two ways of finding the safe strength of a 
beani or sfeb, one is to use in the formula ultimate 
vaioes ami then apply a factor of safety; the other is to 
use in the formula safe values, thus appl3ring the factor 
of safety before the formula for strength is rwiched. 
These two methods should not be divorced from each 
other, bat their interdependence should be recognized. 
Stresses that would be quite safe for steel in a framed 
rtmcture may be unsafe in steel imbedded in concrete, 
by reason of the excessive stretch and the consecpient 
craddng of the concrete. And again there should be 
some approximate agreement between the ultimate strength 
of besuns as shown in the formula and the ultimate 
strength of test beams as found by experiment. Formulae 
to be of value, must be based upon assumption of the 
continiied elasticity of the materials up to the point of 
failure, and for this reason exact agreement between 
the <^lculated ultimate strength and that shown in tests 
is not to be expected. In fact the variation in the strength 
of concrete would preclude any such exact agreement. 

The ultimate usefulness of steel is reached when the 
material is stressed to its elastic limit, or say 40^000 
pounds per square inch, which is about the elastic limit, 
as shown by drop of beam, for the vast majority of tests 
commercially made on structural steel. High steel is 
not considered in this connection, for its use is neither 
appropriate nor economicaL At this value for the stress 
in steel cracks are sure to be plainly visible and bond 
between the concrete and steel is greatly weakened, if 
not destroyed. Using 40,000 pounds per square inch as 
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the ultimate tensile value and a factor of safety of four 
for rolling loads, such as those on floors where wheeling 
is done, or in bridges, we have 10,000 pounds per square 
inch as the safe limit on the steel. It is safe to say that 
if the stress on the steel be kept within this limit, other 
parts of the design being equally well proportioned, the 
integrity of the structure will be completely safeguarded. 

Unlike steel, concrete is elastic practically up to the 
point of failure. Good stone concrete, of the proportions 
of I volume of Portland cement to 2 of sand and 4 
of hard broken stone, will show in short blocks an ulti- 
mate strength of about 2,000 pounds per square inch 
after setting several months. This may then be taken 
as the ultimate strength of concrete in beams, and on 
the same basis as the steel the safe value is 500 pounds 
per square inch. The ratio then between the unit stress 
in the steel and the extreme fibre stress in the concrete 
is 2a 

By the well-known principle of the equality of tensile 
and compressive stresses in a beam subject to bending 
only we know that the total tension in the steel must 
equal the total compression in the concrete. As stated 
in the article previously referred to, no tension will be 
counted upon as existing in the concrete. The variation 
of stress in the concrete will be taken as uniform from 
the neutral axis up, and the neutral axis will be taken 
as located in the middle of the depth of the concrete 
beam or slab. 

Let D= depth in inches of concrete beam or slab out 
to out; B= width of beam in inches; i4=area of steel 
in square inches; M= ultimate bending moment in inch- 
pounds on beam AB; M'= bending moment in foot 
pounds on beam or slab one foot in width. 

The ultimate stress in concrete is 2,oooXH^X%^= 
500 BD, This must equal the stress in the steel or 40,000 
A. Hence y4=i-8o of BD or 1.25 per cent, of the area 
of the concrete rectangle. 

The center of gravity of the stress in the concrete is 
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one-third of D above the neutral axis, atid« if we place 
the steel one-eighth of D from the bottom of concrete, 
it will be three-eighths of D below the neutral axis. The 
effective depth is then 17*24 D, and the ultimate bending 
moment is 

M = 17-24D X 500BD = 354BD^ 
If a beam or slab 12 inches wide be considered, the 
ultimate bending moment on the same in foot-pounds 
will be 

M' = 1-12 X 354 X I2iy = 354l>' 
Allowing a factor of safety of four for rolling loads 
and 3.5 for quiescent loads we have for safe bending 
moment per foot width 

M' for rolling loads = 88D» (i) 
M' for quiescent loads = lOiD* (2> 
By the same process we may derive the following for 
steel placed one-sixth of the depth from bottom of 
concrete 

M' for rolling loads = SaD* (3) 
M' for quiescent loads = 95D* (4) 
For steel placed one-tenth of the depth the safe bead- 
ing moment per foot width is 

M' for rolling loads = 92D* (5) 
M' for quiescent loads = 105D' (6) 
The foregoing considers only the bending moment in 
the beam or slab, and deals only with the amount and 
location of steel to reinforce a concrete beam for a given 
bending moment. In all beams shear plays an important 
part and must be taken care of. In steel beams this ofike 
is performed by the web plate. In reinforced concrete 
beams provision for gripping the rods must be made. 
This corresponds in structural steel design to the spac- 
ing of rivets in the flange to take the flange increment. 

Some of the rules laid down in the writer's previous 
article are these: 

(a) The diameter of horizontal straight rods not an- 
chored at the ends of span should not exceed 1-200 of 
the spasL 
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(b) The spacing of rods in which the gripping value 
is taxed to the safe limit (as where the diameter is 1-200 
of the span) should be four diameters for square rods 
and 3.1416 dmmeters for round rods. 

Coupled with the latter rule it is to be observed thai 
the distance from center of outside rod to edge of beam 
should be one-half of the spacing. This is so that the 
shearing area in a plane just above the rods will be 
equal to the superficial area of the rods. If rods of less 
diameter than 1-200 of the span are used, the gripping 
value is not taxed to its safe limit. In such case the 
spacing can be closer. The area of the horizontal section 
of the beam should be not less than the superficial area 
of the rods in a length of 200 diameters, for beams taking 
uniform loads. 

Rods ^ould be several times their diameter from the 
bottom of the beam, so as to make the gripping of con- 
crete effective. With 1.25 per cent, of steel and round 
or square rods spaced 3.1416 and 4 times their diameters 
apart respectively, rods % oi D from the bottom of con- 
crete, it will be found that the coiter of rod is 2% diame- 
ters from the bottom of the concrete beam. This is in 
good proportion. 

By rules (a) and (b) the gripping of rods and the 
increment to the stress in rods, as well as the horizontal 
shearing strength of the beam, are taken care of. 

For vertical shear, with only horizontal rods, the end 
shear must be taken by the rectangle of concrete having 
sides B and D. It is a well known principle of mechanics 
that the intensity of shear in a rectai^gular beam varies 
as the ordinates of a parabola, being a maximum at the 
middle of the depth of rectangle, where it is three-halves 
of the average. 

Concrete in shear partakes of the weakness of concrete 
in tension, because it depends for its value to a large 
extent on the tenacity of the material. In simple com- 
pression a loose hard material, such as sand, if it be 
confined, has great strength, but it can have no ajryring 
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strength. Reinforcement confines concrete to a large de- 
gree, and lessens dependence upon tenacity in the material 
itself. Concrete in compression can therefore have a 
much greater relative safe value than in shear. Shear 
must be depended upon in design, but its unit value 
should be low. If 50 pounds per square inch be taken as a 
safe limit in shear, the average on the rectangle should 
be two-thirds of this. The allowed end shear is then 
shown by the following equation 
W 

— = 12 D X 2-3 X 50, or W = Soo D 
2 
where W is the total load in pounds on a beam or slab 
12 inches wide. 

The bending moment in a uniformly loaded beam, car- 
rying a total load W is W times % of the span. If L= 
span in feet we have, from (i) 

L 
M' = 88D»z=8ooDx — = looDL 
8 
or 88I> = 100 L, and since D is in indies and L in feet, 
the actual ratio of D to L is about i to 10. Hence, when 
the depth of a beam or slab is greater than one-tenth of 
the span, the concrete is overtaxed in shear, and must be 
reinforced. 

This reinforcement is best effected by curving tq) some 
of the rods and anchoring them at the ends or passing 
them over into adjacent spans. 

By an arrangement such as shown in Fig. i the total 
end shear is taken by the rod, at least such of the shear 
as is represented by the load giving the stress in the rod 
that is curved up. If some of the rods are curved up 
and anchored at the ends of span and others are horizontal 
throughout, the concrete will be called upon to take only 
the end shear represented by the part of the load taken 
by the horizontal rods. 

Continuous beams are of frequent occurrence in rein- 
forced concrete being almost a necessary result of the 

278 




279 



nature of its manufacture. The benditfg moment on an 
indefinite line of continuous beams all uniformly loaded, 
or that on a fixed ended beam, is two-thirds of that of a 
simple beam. This moment is negative and occurs at the 
supports; at the center of one of these beams the bend- 
ing moment is less, but, if the adjacent beams be relieved 
of their live load, the bending moment at the center of 
this beam increases to an amount depending upon the 
relation between dead and live load. For these reasons 
some designers use two-thirds of the simple beam mo- 
ment for reinforcement at center and ends of beams that 
are continuous. There are several objections to this. 
First, the formula for continuous beams is based on beams 
having a uniform moment of inertia. This is not true of 
reinforced concrete beams. Second, it is generally im- 
practicable to make the last beam of a line fixed at the 
end, and the bending moment of a beam of uniform mo- 
ment of inertia, fixed at one end and simply supported 
at the other, is equal to that of a beam simply supported 
at both ends. This bending nnmient is, however, at the 
fixed support and is negative. In a continuous beam the 
moment at this support may exceed two-thirds of that 
of a simple beam. Third, uniform load on all spans does 
not give the maximum moment at the middle of a span. 
Fourth, the relief moment at the supports in any beam 
under consideration, assuming that beam to be fully 
loaded and the side beams unloaded, is at the expense 
of negative moments in the side beams, which may re- 
quire reinforcement in the top of beams throughout their 
length. Complete reinforcement at top and bottom of 
beams throughout the span is not desirable and is not 
economical. Fifth, some beams in the structure may not 
be joined end to end with other beams, and some may 
not be of the same span as those adjacent. Complications 
would thus be introduced that no simple rule would 
cover. Sixth, in alterations on the structure a beam 
may be taken out upon which another depends for its 
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strength. Seventh, tmeqnal settlement of supports will 
disturb the condition of assumed continuity. 

The first reason given above is sufficient to condemn 
the use of the purely theoretical method, not because the 
theory itself is incorrect, but because it is not applicable. 
Fully carried out the theory of the continuous beam 
would greatly complicate both the design and the execu- 
tion, and it would not possess the redeeming feature of 
being correct. A further reason why top reinforcement 
as a primary element of strength should be avoided 
where practicaWe is this practical one. In a fire the prin- 
cipal damage to floors is on the imder side where heat is 
greatest, and is usually, in the case of concrete, of the 
nature of spalling at the surface. Damage to the con- 
crete of a beam or slab on the tension side affects only 
the grip on the steel, and would have to be extensive to 
be serious; whereas a small amount of spalling on the 
compression side wotdd gready weaken a reinforced con- 
crete be«n. 

If each beam be reinforced for its full bending moment 
as a simple span in the way outlined above, there can be 
no question as to its safety, provided the top fiange stress 
near the support is not stidi as to crack the concrete and 
thus weaken tjie beam in shear. There remains, then, 
the necessity, in beams «^ere continuity exists, of prc- 
ventkig tension in the concrete in this portion of the beam. 
The rigidity of the beam, if fully reinforced for the 
simple beam moment, will be greater than if reinforced 
for only a part of that moment, ^nd the deflection will 
be less. Hence the tendency to produce tension in the 
top flange near the supports is diminished. To overcome 
this tendency it is recommended that reinforcement be 
used to the amount of one-half of that at the center of 
beam and that the reinforcing rods extend at least through 
one-quarter of the span. This would be equivalent in 
total reinforcement to three-quarters of the full rein- 
forcement at center of span and three-quarters at sup- 
ports, and wotdd be distributed in a more rational manner. 
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In an anrangement such as shown in Fig. 2, if Ae tipper 
rod ts made contimtoua and horizontal near eads of sp«i 
for a portioa of the span, as indicated, the tension in the 
upper part of the beam at supports will be taken care of. 
Tension in these rods» however, in the curves at A gives 
a force in the direction of the arrows, causing tension in 
the bottom of beam. In such case the bottom rod should 
also be continuous or else anchored at supports, as there 
is a tension under the arrows, where these rods would 
have developed only a portion of their anchorage, if not 
secured at the ends of span. With rods so arranged in 
continuous beams one-half of the reinf^M'cing rods may 
be brought up near the top flai^e over supports and the 
other half made horizcmtal throughout. Splicing of rods 
should be over supports, either with sleeve nuts, which 
is preferat^e, or by lapping rods fifty diameters. The 
continuity of bottom rods, as well as top rods, adds 
greatly to the rigidity of the building. 

In the case of slabs of short span there is scarcely any 
need of reinforcement near the top of slabs over sup- 
ports, because of the extra concrete that is generally pres- 
ent. The concrete supplies a rigidity that does not allow 
of much deflection, and the danger of cracking, if the 
slab is properly reinforced near the bottom, is small. The 
writer made some tests on concrete slabs 3 feet 8 inches 
in dear between the beams and 3 inches thick, in which 
there was no reinforcement whatever. Many of these 
were cracked through the middle parallel to beams. In 
spite of the cracks and the absence of reinforcement the 
slabs showed no signs of distress under 250 lb. per square 
foot of superimposed load. Slabs of this sort should un- 
doubtedly be reinforced, but owing to the excess of con- 
crete made necessary by practical considerations of thick- 
ness, the rigidity resulting there&om is warrant for the 
onussion of top flange reinforcement 

Continuous slabs of long span deflecting as simple 
beams would bend at sharper angles over the support 
than short span slabs. Hence the need of top flange rein 
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forcement in longer spans. Slabs in whkh there is not 
an excess of concrete over the requirements for compres- 
sion will not be as rigid as those in which there is an 
excess of concrete. It is recommended that in slabs of a 
span of 9 feet or more, and in all cases where there is 
an area of three-quarters of one per cent or more of 
steel, one-half of the reinforcing rods be curved up over 
supports, as indicated in Fig. 2. 

As an example of the application of the foregoing in 
the design of the floors of a building, given a building 
having columns 15 feet apart, to be designed for a live 
load of 100 pounds per square foot, assumed to be quies- 
cent Assume girders between columns and the beams 
supported by the same to be spaced 5 feet apart For 
the floor slab assume a depth of 3 inches. By equation 
(4) the bending moment per foot of width is 855 ft-lb. 
The dead load in this case is 40 lb. and the live load 
100 lb. per sq. ft. The total nK>ment is then 140X25-5-8= 
438 ft.-lb. The area of steel reinforcement, instead of 
being ij^ per cent of I2x3-sq. in. (or 45 sq. in.) will need to 
be only 438/855 of .45 or .23 sq. in. per ft. width of slab. 
This can be made up of ^-in. square rods spaced 3 in. apart 
These should be placed with centers ^2 in. above the bot- 
tom of slab. In addition there should be say two rods 
running parallel to the beam to tie the concrete together 
in that direction. 

For the beams the span is 15 feet The slab weight 
200 lb. per ft. of beam; the assumed weight of beam in 
addition is 130 lb. per ft. The total load is then 830 Ibi 
per ft and the bending moment is 

830 X 15' -^ 8 = 23400 ft lb. 
Assuming a depth of 18 in. we have by equation (2) 

Af' per foot width of beam = loi X 18* = 32700 ft.-lb. 
The width of beam is then 23,400 -{- 32,700 = .716 ft. or 
say 8H in. For reinforcement 1% per cent of 18 X^ 
= 1.9 sq. in. The allowed diameter of rods is 1-200 of 
180 in., or .9 in. Three round rods of this diameter would 
make up the exact area required. Further, the circum- 
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fcrcnce of the three rods would just about equal the 
width of the beam. The nearest commercial sizes to this 
are %-in. and is-i6-in. For the purpose of having an even 
number of rods four round rods 13-16-in. in diameter 
will be used. The superficial area of these rods in 200 
diameters, (= 162.5 in.) is 1,658 sq. in.; the area of a 
horizontal section of the beam is 8% X 180 = i,53o; 
but as these rods are of larger diameter than necessary, 
the horizontal shear would be taken care of in this beam 
if all rods were horizontal. To take the stresses due to 
continuity two of these rods will be curved up at sup- 
ports, as shown in Fig. 2. At center of span all rods 
will be 2% -in. from bottom of beam. 

For the girder assume a depth of 24 in., including the 
depth of slab. The total dead weight of bay is about 19,000 
lb., and the live load carried is 22,500 lb., a total of 
41,500 lb. 

When a girder carries beams equally spaced, two of 
which are at the ends of span, the bending moment is 
the same as though the load were uniformly distributed, 
if one of these beams is at the center of span, that is, if 
there is an even number of spaces. If PF = the total load, 
L= span in feet, the bending moment =W^L -j- 8. If 
there is an odd number of spaces, the bending moment 
is less by the value of the moment that would occur in 
a span equal to the space between beams. For example, 
if there are five spaces, the bending moment in a span 
L ^ W L WL 

-^is -g-X-^-!-8=^200 » *" *^^ "* the girder is 
WL WL 3JVL 
8 — 200^ 25 

In the present case there are three spaces, and the 
bending moment is 

jVL IVL WL 
8 ■" 9x8 "" 9 

The bending moment on this girder is then 
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By equation (6) M' = lOsD* = 105 y 24* = 60480 
ft.-lb. per h, width of beam. The beam shoald then be 
14 in. wide. The area of steel required is 1% per cent 
of 14 X 24 = 4.2 sq. in. This^may be made np of seven 
%-in. rotmd rods, five of which lie horizontal and two of 
whkh are cnrved up as in Fig. i. In addition to these 
two %-in. rods, which pass into adjacent beams to take 
the stress due to continuity, there can be two %-in. round 
rods 8 ft. long placed near the top of girders over the 
support, to make up the remainder of the 50 per cent 
of steel area. 

The end shear of this girder is about one-third of the 
load of a bay or 14,000 lb., as die load of one beam is 
taken directly to the cohunn. At a nominal ultimate of 
200 lb. per sq. in. on concrete in shear, with a factor of 
safety of 3^, the allowed unit is 57 lb. per sq. in. Two- 
thirds of this as the average on the rectangle =c= 38 lb. 
per sq. in. This on a section 24 in. x 14 in. gives 13,800 
as the shear allowed on the concrete. As the concrete 
is called upon to take only 5-7 of the shear the shearing 
strength is ample. At center of span all rods will be 24 
in. from bottom of beam (say 2H in.). The fiv« horizontal 
rods are to be equally spaced, being 2^ ia center to 
center, the outside ones being iH in. from the surface. 
The two carved rods may lie between horizontal rods. 
Fig. 3 illustrates this floor. 

Reinforced concrete lends itself to ccHistmctioB in the 
form of slabs supported on four sides, and such construc- 
tion may in some cases be more economical than the 
ordmary beam and slab design. Given a square slab sup- 
ported on all four edges, the side of the square being L 
feet» as shown in Fig. 4. Assume that this slab is to be 
reinforced in two directions at right angles to each 
odier. It is clear that the strip A B, i h. wide, and the 
strip I each being similarly placed in the structure will 
eadi sustain the same load. Each will then take one-half 
of the load on the middle square foot of the slab. The 
•trips 2, 3, 4i etc., will be prevented from deflecting as much 
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as strip j and hence will take less load than strip / in pro- 
portion as their deflection is less. Strip A B will then be 
compelled to carry more than half of the load on the 
square at the intersection of itself and strip 2 and still 
more at the intersection with strip 3, etc It is sufficiently 
accurate to assume that the deflections of strips i, 2, 3, 4 
etc, diminish as the ordinates of a parabola. Hence the 
load on strip A B increases in the same relation. Fig. 
4, at (b), illustrates the loading on strip A B, The 
bending moment at the center of span for the uniform 
load of intensity Y^ w, \s wL^ -f- 16. For the load in- 
creasing from zero at middle of span to ^w at the ends, 
it can be shown that the bending moment at the middle 
of span is w L' -^ 96. The total moment at center of span 

.s then M =-_+^_=_^(7) 

This strip is the critical strip of the slab. Reinforce- 
ment can be diminished towards the beams surrounding 
the slab. This diminution is not uniform, however, but 
as the ordinates of a parabola. At a point %L from the 
beam the reinforcement must be not less than % of that 
at the center. A good rule is to use the same remfcH-ce- 
ment for the middle half of the span and uniform varia- 
tion from the quarter points to a minimum at supports. 

For the beams supporting this slab an intensity of load 
may be assumed equal to the reaction of strip A B, or 1-3 
w L. Assuming a uniform load on the beams we And 

Moment =}wZx4^=^(8) 

If the beam supports two equal square slabs, moment = 

It is to be noted that this is the same moment as 
would be obtained by assuming that each beam on the 
side of the square supports a load uniformly increasing 
from ends to middle of span, being % wL at middle for 
each square of slab supported. In using this formula w 
shottkl be taken as the weight per sq. ft of slab plus the 
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uniform live load per sq. ft. The weight of the beam 
itself below the slab is a uniform load whose moment is 
found in the ordinary way. 

Exactness is not claimed for this theory. It is based 
on reasonable assumptions, however. 

On account of the fact that the cross rods in the slab 
cannot occupy the same position the reinforcement must 
be proportioned accordingly. 

In a rectangular slab supported on four sides and ob- 
long in shape the amount of reinforcement needed in the 
two directions is found as shown in Fig. 5a. It will be 
seen by trial that when there is much difference between 
the sides of the oblong the short span will take nearly all 
of the load. Thus when one side is 50 per cent longer than 
•the other ife = i, showing that in an oblong slab of these 
proportions reinforcement in the long direction needs to 
be only nominal. 

As an illustration of the application of the above to a 
floor in square slabs, take the case of columns spaced 15 
feet each way, live load 100 lb. per sq. ft. Assuming a 
weight of slab of 70 lb. per sq. ft. we have by equation 
(7) a total moment on one foot width of slab = 2,790 
ft.-lb. By equation (4) we find a depth of slab of about 
5% in. One and one-quarter per cent of 3 in. x 5% in. 
would require just a little more than 7-16 in. square rods. 
This size of rod could be used, spaced 3 in. apart and % 
in. above the bottom of slab, but this would not leave room 
below for the layer of rods in the other direction, with 
sufficient concrete. To meet the difficulty we will add % 
in. to the depth of slab and make the plane separating 
the two layers of rods one inch from the bottom of slab. 
The spacing of 3 in. will be used for the middle seven 
feet, increasing to 12 in. towards supporting beams. To 
take care of the continuity every alternate rod in the mid- 
dle half of slab will be brought up near the top of stab at 
quarter points, all other rods being straight. This will 
make a sort of square basin in the middle of the slab. 

Assume a beam supporting the slabs of a depth of 24 
288 
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m., including slab, and a weight of aoo lb. per ft. below 
the slab. By equation (9) the total moment from the slab 
is 47,800 ft-lb. Adding 5,630 ft-lb., due to weight of 
beam, we have a total of 53.430 ft.-lb. By equation (6) 
we find the width of beam to be 10% in. The reinforce- 
ment can be made up of four %-in. square rods, two of 
which curve up, as in Fig. i, and pass into adjacent spans. 
At the middle of ^an all rods are 2^ in. from bottom 
of beam. 

Comparing this floor with the one worked out above hav- 
ing slab, beams, and girders, we find that the one having 
beams and girders contains about 124 cu. ft. of concrete 
per bay or square, while the other contains about 148 cu. 
ft. The forms would be simpler in the square slab con- 
struction, and this would tend to balance the cost. 

A reinforced concrete building should be tied together 
as a unit, just as a building having a steel frame is tied 
together by the rivets that connect the beams to columns. 
This can best be effected by making rods in beams and 
slabs continuous, either by connecting them end to end 
with tumbuckles or by lapping them over supports. It is 
hard to see how a failure of any considerable extent could 
take place in a btdMing so tied together, even under the 
severest conditions, assuming that the columns are prop- 
erly designed. 

In the execution of plans for reinforced concrete it is 
very essential to have steel placed just where calculations 
show that it should be placed. This is not always easy 
to do, especially in any complicated design. Permanent 
templates left in the concrete may work an injury by 
making a plane of cleavage for the starting of a crack. 
Exactness in placing the steel may be secured in the fol- 
lowing manner: 

Given a beam having reinforcing rods placed as per Fig. 
6^ at any given section. A template of wood is made fit- 
ting the cross section of the beam and extending up above 
the slab 6 or 8 in. Holes are bored in this template for 
each of the reinforcing rods. It is then sawed through 
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these holes into pieces that can be turned and removed 
from the box which forms the mold for the beam. It 
could, of course, be made of several pieces fitted together. 
When in use the parts are clamped together as in the fig- 
ure, with the rods passing through the holes. Enough of 
these templates should be used to hold the rods in position 
during placing of the concrete. When the concrete has 
been placed nearly to the template on both sides, the rods 
will then be held by the concrete itself. The templates 
may then be undamped and the pieces turned and drawn 
out, and the concreting completed. 
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DISCUSSION OF T BEAMS AND SLABS. 

Editor Concrete Engineering: 

The article by Mr. Edward Godfrey in your issue of 
Jan. I, was an excellent one, and if the many good recom- 
mendations which it contained were generally followed 
the number of failures in reinforced concrete constructions 
would no doubt be greatly reduced, if not wholly elim- 
inated. Reinforced concrete has lately received a bad rep- 
utation, and any rules and recommendations which tend 
io spread knowledge on the subject, and influence design- 
ers and superintendents to exercise better judgment and 
care in the execution of their work, are very welcome. 

Referring to the clause in the article dealing with T 

beams, the writer, although admitting that it is on the 

side of safety, believes that it is unnecessary extravagance 

to figure beams, in the way -recommended by Mr. God- 
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ALT. U. FLOOR SLAB DISREGARDED 
IN CALCULATING BEAMS AND GIRD- 
ERS. 

RESPECTIVE BENDING MOMENTS AND 
DEPTHS OF FLOOR MEMBER^ REMAIN 
THE SAME AS FOR ALT. I. 

SLAB: REMAINS THE SAME AS FOR 
ALT. I. 
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ALT. 11 IS CONSEQUENTLY 1S.» 

:NTS MORE EXPENSIVE PER SQ. FT. 

' FLOOR THAN ALT. I— OR ABOUT 

%. 

THE COST OF CENTERING WOULD 

-SO BE IN FAVOR OF ALT. L 
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frey. It i$ tSiie to My that iif more thdn 50 pet cent of all 
the reinforced concrete structures built in this country, 
and in £nr(^>e, the beams have been treated as T beams, 
1. e^ a portion of the floor slab has been considered as 
forming part of the beam, in calculating the strength of 
the same. 

The fact that nearly all of these structures are standing 
today and carry the loads for which they were designed, 
is at least partial proof that this method of calculation re- 
sults in a sufficiently safe design. 

The question of how much of the slab may be safely 
considered as part of the beam is a matter which should 
be determined by tests. The writer usually assumes that 
about 1-5 of the span on either side of the beam acts as 
top flange. This assumption is based on the condition 
that the floor slab is built monolithic with the beams and 
girders, and that the slab reinforcement is carried across 
the beams continuously, and tied down into the beam re- 
inforcement, by means of stirrups or hangers. Such a 
slab may be considered as a practically buih-in-beam, in 
whidi case the point of contra flexure occurs at a dis- 
tance of (6.21 /) from the beam, for uniform loading. 
(See illustration.) Within this distance the upper part 
of the slab is in tension, and the lower part in compres- 
sion, due to negative bending moments in the slab. In 
addition to these stresses the bending of the beam pro- 
duces compressive stresses in the slab at right angles to 
the former. The latter have their maximum intensity at 
the top and tend to increase the tensile stresses, which are 
resisted by the slab reinforcements, and are practically nil 
at the bottom. It is often found impracticable to raise 
the slab reinforcement over and adjacent to the beams, 
so as to fully resist the tensile stresses, in which case, it 
is necessary to introduce small secondary rods of the re- 
quired section and length near the top of the slab, as the 
concreting proceeds. 

"^hat a considerable economy is effected by considering 
the beams of T section, as compared with rectangular sec- 
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tion in destgning, is apparent from tbe example given be- 
low, which, it is believed, represents an average case. The 
calculations of the beams and slabs are based on the reg- 
ulations governing the design of reinforced concrete work 
in New York City. 

Apart from the matter of economy, the beams which 
are figured as rectangular become very clumsy, and would 
be objected to in many buildings on«that account alone. 

A. JORDAHL. 



Editor Concrete Engineering: 

Sir: The letter from Mr. A. Jordahl in your issue 
of Feb. 15, in favor of the T-beam calculation of rein- 
forced concrete, seems to me to prove something that is 
manifest and to pass without comment the issue brought 
up by my article in the issue of Jan. i. I do not claim 
that it is cheaper to neglect the floor slab in calculation 
of the beams. If the concrete is needed around Uie rods 
to grip them and to take up the effect of differential ex- 
pansion, it should be there for that purpose, and means 
should not be sought, through some hokus pokus of 
methods of calculation, to leave it out for the sake of 
cheapness or supposed economy. I do not mean by this 
to question the regularity of Mr. Jordahfs calculation. 
I have not checked his figures, but take them to be right 
according to some method or other of calculation. What 
I wish to say is that any method of calculation that re- 
quires in a girder havii^ 426 sq. in. of concrete, 6 sq. in. 
of steel, and in another of the same depth, having 800 
sq. in. of concrete, 9 sq. in. of «teel to perform the same 
work, is radically wrong. 

According to this method of calculation a beam of a 
certain depth can have nearly half of its concrete shaved 
off and 1-3 of its steel without affecting its strength; or 
conversely, if nearly 100 per cent be added to the con- 
crete of a beam, leaving the steel the same, it wiU be 
weakened one^hird on account of being shy that ansount 
in tensile strength of the stceL This difference is of 
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course due to the shifting^ of position that the neutral 
axis is supposed to undergo. The method used by Mr. 
Jordahl to locate the neutral axis is purely theoretical, 
and it is theoretical in a dangerous way, in that it leaves 
out of the account the one most important consideration, 
namely, the effect of the shrinking of the concrete in 
setting. Furthermore, (ests do not in aii^ way substan- 
tiate the results of this dieory. 

A fault in the girder preferred by Mn Jordahl is, that 
he has 6 sq. in. of steel in a girder only lo in. wide. If 
this were made up of 6 i-in. sq. rods, there would be only 
2-3 of an inch between them. It does not seem possible 
for the concrete to grip effectualfcr this amount of steel 
and to overcome the effect of differential expansion due 
to temperature changes. I have seen beams 3 in. wide 
with i}^-in, sq. rods in them cracked up, under the dead 
load alone, in a way that tended to prejudice one against 
reinforced concrete construction. Under load the beams 
resembled a string of beads. 

To reiterate, my position is this: If the neutral axis 
be taken at the center of depth of the concrete beam, 
where test? have shown it to be, the only saving in a 
T-beam over a rectangul^ beam is in concrete m the 
lower part of the rectangle, and the concrete is needed 
here to protect and grip the steel The steel in each case 
would be exactly the same in amount. 

Edward Godfrey. 



FLOOR SLAB CONTROVERSY CONTINUED. 
Editor Concrete Engineering: ' 

Sir: Permit me to say a few words in reply to Mr. 
Godfrey's letter in your last issue. My letter in your 
issue of February 15th, merely attempted to show that 
under certain specified conditions it is entirely safe to in- 
clude part of the floor slab in calculating the strength of 
beams, and that mch procedure is attended with consid- 
erable economy. I did not pretend that the (T) beams in 
the example submslted w^e as strong as those of rec* 
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tangular sections, but I did claim that they were amply 
strong to do the work, and that the rectangular beams 
involved a considerable waste of materials, due to their 
calculation being based on the extravagant assumption 
that the floor slab did not add to their strength. 

It would be interesting to have Mr. Godfrey furnish data 
of tests on reinforced concrete T beams— which uphold 
his contention that the neutral axis is at the center of the 
depth — for any percentage of reinforcement. 

The fault which Mr. Godfrey sees in my girder, in that 
it had 6 sq. in. of steel in a width of lo in., is not as serious 
as he imagines. The 6 in. sq. bars would be placed in 2 
horizontal rows, the underside of the first row 1^4 in. from 
the bottom and with a clearance oi lyi in. between the 
lower and upper row. The bars in each row would be 
placed with 2 in. clearance and i^ in. from the sides of 
the girder. To insure the steel being placed in its correct 
position in the beam box, and held there while the con- 
creting proceeds, it is necessary to make it up into frames 
or units, provided with saddles and spacers, and for that 
reason it is more practicable to place the steel in 2 hori- 
zontal rows, even if there are only 4 rods in the beam. 
This, of course, reduces the effective depth of the beam a 
little, but that is more than offset by the increased security 
and ease of handling and placing the steel. 

In conclusion, I have seen a large number of concrete 
beams 6 to 10 in. wide, designed as T beams and carrying 
test loads often several times that for which it was de- 
signed, without showing any cracks or other evidence of 
weakness. 

A. JOtDABU 
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Editor Concrete Engineering: 

Sir: Replying to Mr. Jordahl's letter, in rebuttti I 
would sute briefly that if he did not pretend that the T 
beams in his comparison were as strong as the rectangular 
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beams, why did he compare them in cost in brder to dis- 
credit the rectangular beam? 

I caiwot give any data of tests on T beams that will 
prove that the net^ral axis is at the center of the depth. 
Can Mr. Jordahl give any to prove that it is not? Mr. 
Jcfrdahl's theory is entirely upset in the case of rectangular 
beimns by tests which show the neutral axis close to the 
center lor safe loads. Why should it be held to be good in 
T beams ? The modulus of elasticity of concrete varies all 
the way from one million to five million. Now if such a 
peripatetic vahse as this is to have any weight in designing 
and calculating beams, where are we at? The strength of 
a beam would be a function of the designer's private opin- 
ion as to what the modulus of elasticity ought to be. 

Edwasd Godfbey. 



The Design of Reinforced Concrete 
Arclies. 

The arch is about the least promising form of reinforced 
concrete design to standardize by reason of the apparently 
refractory facts about an arch and its loading. In any in- 
vestigation of the stresses or the stability of an arch as- 
sumptions itinst be made, since the same degree of accuracy 
is not possible in ardies as that which obtains in steel 
frames or evoi in reinforced concrete beams. The prem- 
ises and assumptions upon which the following investiga- 
tion is based are these: 

(i) Concrete will be considered to take only compres- 
sio" (and the shear incident to the joint action of concret** 
and steel as a beam to resist bending). The unit com- 
pr^sion, or the extreme fibre stress on concrete will be 
taken at 500 lbs. per square inch. This would not be a 
safe value on a plain concrete arch, but by virtue of the 
steel reinforcement, which ties the concrete together and 
relieves it of bending strains, the concrete thus held is 
capable of withstanding with safety a compressive stress 
of this intensity. 



(2) Steel will be considered to take only tenston. Hie 
unit tension allowed will be taken at 10,000 lbs. per square 
inch, because at this stress, it is believed, few if any cracks 
will develop due to the extension of the steel under ten« 
sion. 

(3) Earth will be considered to exert only vertical 
force. It is of course true that earth has the ability, under 
certain conditions, to exert horizontal pressure; but it ts 
not good engineering to depend for stability upon earth 
exerting an active horizontal pressure, unless the condi- 
tions are such that a measurable deflection or movement 
horizontally, is not injurious. The compressibility of earth 
is well known. Buildings having their foundations in earth 
will settle gradually and often continuously. If an arch is 
made to depend for its stability upon earth against which 
it presses horizontally, there will be the same tendency of 
the earth to settle back in the direction of ttie pressure, and 
this with a resistance but a fraction of that of a horizontal 
surface of earth against a vertical load. An assumption of 
horizontal pressure of the earth fill over an arch gives a 
curve of stability for the arch that is more advantageous 
and would give a more economical arch, but the nature of 
the case does not warrant this assumption. 

(4) An arch will be considered stable and safe if tite 
arch ring is capable of resisting the thrust and bending 
moment due to any possible applied loading, when the 
curve or polygon of equilibrium is drawn in such position 
as to give a minimum bending moment, or mhiimtfm devia- 
tion from the central line of the arch ring. In the case of 
stone or plain concrete arches it is conceded that the arch 
will be stable if an equilibrium polygon can be drawn, using 
any possible applied loading, that will- pass within the mid- 
dle third of bI\ joints. The two propositions are equally 
sound. 

(5) The arch proper will be taken as the part of the 
structure included between two vertioal planes throui^ the 
inner faces of the arch abutments. The rise of the arch 
will be taken as the middle ordmatc of the central line ol 



the arch ring, considering the curve to terminate where it 
pierces the planes above referred to. If an arch be de- 
signed with a curve at springing joining the intrados and 
the inner face of abutment wall, as will often be the case 
for appearance sake, this small curve should have no 
structural significance. The effective rise of the arch is 
only obscured by considering the curve as having any 
weight in determining the rise^ The intrados of the arch, 
the extrados, and the median line between these (the cen- 
tral line of the arch rii^) will in general be close approxi- 
mations to arcs of circles, each having one radius. Embel- 
lishments on the intrados, for grace of outline, should be 
considered as such and omitted from the calculations. 

(6) The abutments of the arch will be separately treated 
as abutments and not as part of the arch. Their office as 
anchoring mediums for the reinforcing rods of the arch 
will also be recognized. 

(7) It is understood that all calculations refer to a 
foot in width of the arch ring and that the arch is one 
having fill in the spandrel up to the floor level. For a 
ribbed arch a modification can be made by using factors 
that will represent the weight carried by one foot in width 
of the rib. The arch will be taken as hinged at the abut- 
ments. 

Fig. I gives a typical form of arch. The intrados, ex- 
trados, and median line are here shown as arcs of circles. 
As stated these curves will approximate circular curves; 
the actual curve to be used must be determined by the 
calculations. Attention is called to the method of finding 
the thickness of ardh ring. If the intercepts marked 
"equal" in the figure are so made, the thickness of arch 
ring will be proportional to the secant of its inclination to 
the horizontal, as should be the case where the thrust of 
arch is constant A constant thrust necessarijy fo)k)ws 
where only vertical loads are considered. 

In what follows earth will be assumed to weigh 100 lbs. 
per cu. ft. and concrete 150 lbs. 

For a uniform live load of W lbs. per sq. ft. the thick- 
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ness at the crown may be found in the following manner. 
The loads to be considered are (i) the arch ring, (2) fUl 
from arch ring up to level of crown, (3) fill from level of 
crown to floor level. (This may include paving, by mak- 
ing proper allowance for weight in value of if), (4) live 
load. If we find the bending moment for these several 
loads at the center of span and divide the same by R, the 
result will be the thrust at crown. The allowed ayerage 
stress on the cross section of the arch will be taken at 250 
lbs. per sq. in., which would be the average with the ex- 
treme fibre stress 500 lbs. per sq. in. and intensity diminish- 
ing to zero at opposite edge of rectangle. A small devia- 
tion of the curve of equilibrium will throw the same one- 
sixth of the depth out of center, which would give the 
conditions just named. 

The bending moment due to the fill from level of crown 
of arch down (assuming the curve of arch a parabola and 
remembering that the area of the fill to one side of the 
center is 1-6 5" R and its center of gravity is f^ 5" from the 
center line of the arch) is 

1005 R/ S 3S\ ^ S* R 
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Now taking the effect of the arch ring as that of a uni- 
form load 10 per cent greater than the depth of ring at 
crown we have for the total moment at center of span 

^_ 100 5« R , ^5> , 100 H 5« , 165 D 5» 
48 8 8 "^ 8 

Dividing the right side of this equation by R we have 
the thrust, which we have assumed to equal 250 X 144^ 
(taking all dimensions in feet) Hence we have 

36.000Z>=^£+1^+2J^-^^^^ 

From this we may derive the following value for the 
depth of arch ring: 

/>=r(2.08i?-|-.125 W^-|-12.6/O-»/25s^2-20.6Vl) 

This formula is to be used only for a trial depth. As 
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will be shown later the effect of the live load covering a 
portion of the span is to produce an extreme fibre stress 
on the concrete greater than the unit stress from the 
thrust of arch fully loaded with live load. 

A little study of some of the curves of equilibrium will 
be useful in the investigation of the arch. 

A circular arc is the curve of equilibrium for forces 
normal to the curve itself and of equal intensity for every 
unit of length of the curve. This curve is useful in con- 
licction with arches because of the ease with which it can 
be constructed, and because the curve of equilibrium for 
an ordinary arch will not differ much from a circular arc. 

The catenary is the curve that a flexible cord will as- 
sume from its own weight. It is the curve of equilibrium 
for forces parallel to each other and of equal intensity 
for every unit of length of the curve. The curve of equi- 
librium for an arch ring of uniform thickness, supporting 
the ring alone, is a catenary. 

The common parabola is the curve of equilibrium for 
forces parallel to each other and of equal intensity for 
every unit along the chord of the curve. The curve of 
equilibrium for a uniform load over the entire arch, con- 
sidering this load alone, is a parabola. The fill over 
the arch between floor line and a line parallel to the same 
through the crown would demand a curve of the same 
shape. 

Another curve is one that would support a load repre- 
sented by the distance from a horizontal line through 
the crown of the arch and the arch ring. Such a curve 
would be the curve of equilibrium for the fill over the 
arch below the level of the crown. Assuming the arch 
ring of an arch having a rise R and a span .S to be a 
parabola whose equation is 

we have for the conditions in a curve having the same 
rise and span, which would be in equilibrium under the 
fill over this parabolic arch, 
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dy J^hrust at (x,y\ 
ax shear at (x, y) 
The thrust at any point is the same, and, as we have 
seen above, amounts to 5' for a load of unity per 
unit of area of fUl. 48 

The shear at {x, y) is 1-3 x' y, (Note that x' is the 
absissa of the parabola and x of the curve under dis- 
cussion, y corresponding for both). 

This is a parabola of the fourth degree. 

The catenary, the common parabola, and the curve 
whose equation has just been deduced will each have its 
influence in determining the shape of the curve of equili- 
brium, and hence the line of the arch ring itself, in an 
arch having fill over the haunches and supporting a uni- 
form live load. The curve will be a sort of composite 
of all. 

Using the circular arc and the parabola as standards by 
which to compare the other two we find that if all four 
curves pass through the same points at ends and crown, 
the catenary will lie between the circular arc and the par- 
abola. For ordinary ratios of span and length it will 
be almost midway between these curves, being a little 
nearer to the parabola than to the circular arc. The cir- 
cular arc will of course be outside of the parabola. The 
parabola of the fourth degree referred to will be outside 
of the circular arc. It will be flatter at the crown than 
any of the others and will rise above the circular arc over 
the haunches of arch. 

The effect of the fill in the spandrel of the arch is to 
make the curve of equilibrium to rise above the circular 
arc at the haunches, and that of the weight of the arch 
ring and of the fill from level of crown to floor line, as 
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well as the uniform live load, is to make the curve drop 
below the circular arc. The combined effect is to make 
the curve approach a circular arc, depending for its loca- 
tion upon the predominence of these two influences. 

In treatment of arches the graphic method is generally 
used. This method used alone is crude and inexact. Much 
of its inaccuracy can be overcome by combining with it the 
analytic method to determine reactions, thrusts, etc. Thus 
the horizontal thrust of an arch of a given rise can be 
found by taking moments as for a simple beam at the cen- 
ter of span: dividing the moment obtained by the rise 
will give the thrust. This thrust laid out to scale opposite 
the middle point of a vertical representing the consecutive 
applied vertical loads will give the exact location of the 
pole to make the equilibrium polygon pass through the 
central line of the arch at crown and springing. This 
avoids the usual cut and try method employed. The sim- 
ple beam moment at any other section is equal to the prod- 
uct of the thrust and the ordinate of the equilibrium poly- 
gon. Hence dividing this moment by the thrust, already 
found, will give the ordinate of the polygon at the section 
under consideration, or the ordinate for the central line 
of the arch. 

Having the approximate dimensions of the arch the cal- 
culations for the simple beam moment are readily made. 
Of course the arch could be drawn to scale, using say a 
circular arc for the curve, and divided into vertical strips 
of any desired width, and the areas of these strips could 
be used to determine the applied loads. Then treating the 
arch as a simple beam or girder span the bending moment 
may be found at center of span, which divided by the 
rise will give the thrust. Then the simple beam moment 
at any other section may likewise be computed; dividing 
this by the thrust will give the proper ordinate for the 
arch. 

It is believed the following method will give results, in 
any ordinary case, that are commensurate in accuracy with 
the common assumption of the weights of concrete and 
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earth. The ttnifofm live load, the fill above crown, axk! 
the total weight of arch ring can be taken as a miiform 
load over the arch. To find the bending moment at any 
section assume one-half of this total weight as concen- 
trated at that section, treating the arch as a simple beam. 
The moment due to weight of fill below crown lerd is 



'='"<Tf-f5)<" 



where y= distance from center of span to section consid- 
ered. This is the moment for a parabolic curve for top 
of arch ring. 

Having found several points in the arch ring the curve 
can be drawn through these points. 

The effect of live load on part of the span in altering 
the shape of the equilibrium curve is another important 
point to consider. This can be best seen experimentally 
by taldng a cord already loaded, or a heavy cable, and 
suspending loads upon it. The added load will cause the 
cord to dip in the vicinity of the load. In genera] there 
will be 1 point on each side of the load, in the new curve, 
that will coincide with a point in the original curve^ while 
the part between these points and the end supports will 
rise. By adjusting the length of the cord one of these 
points coidd be brought to any sdccted position. In the 
treatment of the ardi the curve of equilibrium takes the 
place of the cord in the suspended system and responds to 
the shifting of the live load, rising whore the other would 
dip, and vice versa. It is plain that at^ number of as- 
sumptions can be made as to the nodes or points in this 
curve which retain their original position. In accordance 
with the fourth of the premises given at the beginning of 
this ttrtidk the node will be taken at such position as to 
make the curve of equilibrium to dip at one side of this 
node 1^ the same amount ai it rises at the other side, 
meastired vertically. 

By assuming that the curve of equilibrium for dead 
and live load is the same as that for tiie dead load atone, 
and that the two agree with the center line of arch ring, 
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also that the cutve is a parabola, the b^ndmg moment in 
the arch can be determined anal3rttcally in a manner to be 
shown presently. It is not meant that results obtained by 
assumptions that ai^ar to be so loose as these are to be 
used in the final design of the arch. The assumptions af- 
ford iL means of determining the position of live loads for 
the maximum effect on the arch, and supply a simple for- 
mula expressing this effect, the results of which are very 
close to the true results. The proper relation between span 
and rise, depth of arch ring and reinforcement can be 
studied by this means to an extent not approached by any 
graphical or other trial method. 

If the curve of equilibrium for dead load coincides with 
the central line of arch ring, bending on the arch ring 
is eliminated excepting for live load, and we are left free 
to investigate the effect of a concentrated load or uniform 
load covering part of the span with the arch as a simple 
curved line. 

In Fig. 2 A O B represents the curve of an arch shown 
In the position in which a parabola is generally consid- 
ered to be placed with respect to the axes of co-ordinates. 
For a concentrated load P, the triangle A F B is slu equilib- 
rium polygon. If the distances D C and F E are equal, 
this polygon is the one giving the minimum moment oo 
the arch. The amount of this moment is v times the 
thrust in the polygon. The various rdations shown in 
Fig. 2 may be deduced from the properties of a parabola. 
The moment on the arch may then be expressed in the 
following equaticm: 

^ 5(5—2^) ' 

For the position of P, to give the maximum value to 
this moment, we eqtiate the first d^rential coefficient of 
this expression to 2ero. The value of m thus fouad Is 
.33aS*. A concentrated load would then be placed two- 
tenths of the span length from one end of the span in 
cjrder to give the maximum bending moment on the arch 
ring. 
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Substituting the above value of z in (4) we have 

Af. = .o65P5'(5) 
For two concentrations, as at (a) Fig. 3, the equation 
for the bending moment in the arch ring is 

^.=^X<i^=^f/=^ (•) 

For the maximum value of M^ we find by differentiating 
and equating to zero 

I9.3i«* — 1849 S^ + 4S"* = 2 Q (S« — «*) 

The value of s is seen by this to depend upon that of Q, 
The following have been worked out: 

If = i/io S,g= .3f3SS, Ma = ,osiPS. 

If = 2/10 S,g= ,^7S, Mt = x^oPS. 

If = 3/10 S,g= .267S, Mt = .031PS. 

If Q z= 4/10 S, 8 = .2SS, Mtz= J02SPS. (7) 

If Q be made zero, we find that s = .3305*, whidi agrees 
with the value for a single load as previously found. If Q 
be made = 5* — 2.4142 s, the largest value of Q that would 
bring both loads on the span, we find that g = .248 S. 
Hence a greater value of Q need not be considered than 
this, which is four-tenths of S, 

For uniform load, as at (6), Fig. 3, the equation for the 
bending moment in the arch ring is 

Differentiating this and equating to zero we obtain for 
the position to give the maximum moment on the arch 
s = ,24!&S, Substituting in (8) we have 
Mu=zjoioWS'ig) 

This agrees with the last equation of (7), if P be made 
.4W, as it should. 

We thus see that the maximum effect of any live load 
in producing bending is obtained when the load covers 
four-tenths of the arch. 

The foregoing considers only the bending moment on 
the arch produced by the live load, and not the varying 
thrust due to the shifting position of the load. It is there- 
809 



fore applicable to the steel reinforcement only, as the 
steel is assumed to be stressed only by bending on the 
arch ring and not by direct load or thrust. For the posi- 
tion of live load to give the maximum effect on the con- 
crete we shotdd derive an expression that will combine the 
extreme fiber stress due to bending and the unit load due 
to the thrust or direct compression. Taking the differ- 
ential coefficient of such expression and equating it to 
zero we would find the position of live load that will give 
the maximum effect on the concrete. The writer worked 
out the problem along these lines and found that the re- 
sulting equations involved R and D as well as 5* and Q, 
However, by assuming ratios between R and D both these 
terms could be eliminated. Using wide variations in the 
ratios oi R to D it was found that the values of 2 that 
satisfied the equations were practically equal to those found 
by considering the bending moment alone. This is be- 
cause of the relatively greater effect of the bending mo- 
ment as compared with the thrust in producing stress. The 
equations expressing the maximtun bending moments on 
the arch, as already given, will then be used both in dis- 
cussing the proportions of the arch ring and the reinforcing 
steel 

This treatment of the reinforced concrete ardi demands 
practically constant reinforcement near both tcq> and bot- 
tom surfaces of the arch ring from end to end, with rods 
running into the abutment for anchorage. The reason for 
this uniform reinforcement is seen by an inspection of 
Fig. 4. In this figure the center line of arch is represented 
by the line A O B. The bending moment due to a single 
load rolling across the span is r^pr^ented by the vertical 
distances from ^4 O 5 to the curves A M N and Q R B. 
The bending moment due to uniform load advancing across 
the span is represented l^ the vertical distances from 
^ O B to curves A T U smd Q V B, It is here seen that 
tiie bending moment is pretty generally distributed in the 
length of the arch, so that no part of the arch can be 
lacking in reinforcement The bending moment is of pp- 
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posite sign for ioz4comng on from- the right and from the 
left, showing the need of reinforc^nenfc near the top and 
bottom of arch ring from end to end of span. 

Taking tip first the sted reinforcement we will assume 
that lii per cent of steel area is to be used, ^ of i per 
cent near the upper surface and the same amount near the 
bottom surface of the' arch placed }i D from the surface. 
Referring to the writer's article on beams and slabs, pub- 
lished in Concrete Engineering, Jan. 15 and Feb. i, 1907, 
it will be seen by equation (i) that for a reinforcement 
of i^ per cent at the bottom oi a slab the allowed bending 
moment for rolling loads is 88£^ per ft. width of slab, d 
being in inches. For f^ of i per cent, as here assumed, the 
bending moment, to give the same stress on the steel, is 
44 rf*. Equating this to the value of the maximum moment 
from uniform live load, as given in equation (9), and re- 
ducing the depth to feet, we have 

i^=6336Z>« (XO) 

In the design of arches the following live loads will be 
taken as standard: 

100 lb. per sq. ft. for foot traffic and light vehicles. 

200 lb. per sq. ft. for heavy driving. 

500 lb. per sq. ft. for trolley traffic 

1,000 lb. per sq. ft. for steam roads. 

The latter is the live load found by taking an axle load 
of 60,000 lb. uniformly distributed over a space 5 by 12 ft. 
The load of 500 lb. per sq. ft. is probably greater than any 
live load at present specified for trolley traffic, but the 
experience of steam railroads teaches that it is wise to 
anticipate heavier loading. It is especially so in a struc- 
ture of the permanence of a reinforced concrete arch and 
one which has so little possibility of being reinforced sub- 
sequent to its construction or used again for another loca- 
tion having lighter traffic. 

Reverting to equation (10), if we let ff" = lOO^ 200^ SOOt 
1,000, we find 

S^BoD for light traffic. 
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Si=s6D for heavy traffic 

5 = 36Z> for trolley traffic. 

S = 2SD for steam roads, (il) 

These ratios of span to depth, while tiot intended for 
final use in design, are of use in fixing upon a close ap- 
proximation of the final proportions. The economical pro- 
portions can readily be studied by means of equation (lo). 
If more steel be used than i% per cent, a less depth can 
be employed than that given by equations (ii), and if 
less steel, a greater depth is needed. Steel reinforcement 
is affected only by the live load, and, as seen, is inde- 
pendent of the rise of the arch, except as the rise is gov- 
erned by the depth assumed. 

To take into account the effect of live load on the con- 
crete we will consider the arch as being loaded for 4-10 of 
the span, giving the moment as shown in equation (9). By 
the principles of mechanics, in a rectangle having a width 
B and depth D 

6 6 IT 

where M is the bending moment, K is the extreme fiber 
stress, and A is the area of the rectangle. But K A being 
the product of fiber stress and area may be called an 
equivalent direct stress, for if we divide this by the area 
we obtain the fiber stress. Applying this in equation (9),. 
we have for an equivalent direct load L on the arch 

Under the same loading, from the expression for thrust 
as given at (6), Fig. (3), we find it to be 

We can now modify the derivation of equation (i) 
to include the effect of live load on a portion of the span 
only. The allowed thrust, instead of being taken at 36,000 
D to allow for a possible bending moment due to irregu- 
larities, will be taken as 72,000 D, as we now have a definite 
bending moment, which is a large factor in producing an 
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equivalent direct stress as a cotnponetit part of that thrust. 
The second term on the right hand side of the equation 
just above (i) will now be the value in equation (13), and 
a new term will be added, namely, the value of Z. in 
equation (12). 

Hence we have, as an equation expressing the propor- 
tions necessary in an arch whose central line coincides with 
the curve of equilibrium for dead load, the maximum effect 
of live load being considered, the following: 

72.000^--^-|-.j^^i-_j^+-g^j— i-^55^ (14) 

Both equations (i) and (14) should be made use of in 
finding the depth of an arch, and the depth that is the 
greater should be employed. For concentrated loads equa- 
tion (14) may be modified by altering the second and last 
terms on the right hand side in accordance with the par- 
ticular loading used. 

If for trial we make H = D, using the ratios in equa- 
tions (11), and solve equations (i) and (14), we find the 
values shown in Table A. The values in columns 2, 4, 6 
and 8 are found by equation (i), and those in columns 3, 
S, 7 and 9 are found by equation {14). The approximate 
agreement between these rises for each class of loading 
suggests that the percentage of steel reinforcement used, 
namely, ij^ per cent of total area, is probably close to the 
economic and proper amount. As this is not far from the 
amount of steel used in many arches already built, there 
is a further suggestion in the table, namely, that the rises 
shown for the various classes of loading and different 
spans will probably give close to the right proportions. 

It is recommended that reinforcement of an arch be 
made with round rods running from end to end of span 
and for a distance of 50 diameters of rod into each abut- 
ment. They should be spliced, where they join, with turn- 
buckles. Rods should lie yi of the depth from both top and 
bottom surface of arch. Sharp curves should be avoided, 
especially in rods near the surface, for stress in the steel 
may cause the rod to tear out a portion of the concrete. 
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If rods are placed 2 diameters from the surface, the radius 
of curvature should not be less than about 80 diameters 
of rod. If rods are three diameters from surface, the 
radius of curvature should be not less than about 50 diam- 
eters of rod. This is to keep the shearing unit on the con- 
crete covering the rod within safe limits. ^ 

There should be rods through the arch laid across the 
main rods and wired to the same, to tie the concrete to- 
gether in that direction and to distribute the load in a 
transverse direction. These may have 1-3 to 1-5 the area 
of the main reinforcing rods. 

In the abutment it is necessary to consider (i) the load 
per sq. ft. on the soil, (2) the stability against overturn- 
ing, (3) the stability against sliding. 

In Fig. I the principal forces acting on the abutment are 
indicated in the parallelogram A B C D, In this parallelo- 
gram D C represents the force supplied by the arch itself. 
This is the resultant of the total weight of arch, including 
the live load supported, and the horizontal thrust under full 
load. " The force B C is the weight of concrete and earth 
lying directly above the base E F applied in the line of 
the resultant of these combined weights. A C is the re- 
sultant of these two. This latter line must pass within 
the middle third of the base E F, so as to insure a con- 
dition of zero tension at F. The maximum pressure on 
the base will then not exceed twice the average pressure 
from the total weight above given, considering this weight 
as distributed on the base E F. To this, however, is to be 
added a load per sq. ft. equal to the live load per sq. ft. 
to allow for live load over the abutment. 

To provide against sliding, the direction of A C should 
be such that its horizontal projection is not more than 
one-half of its vertical projection. This means that a co- 
efficient of sliding friction of one-half is assumed. 

The dimensions of the abutment are to be adjusted 
until the above conditions are satisfied. If the resultant 
pressure does not fall within the middle third of the base, 
the base must be extended away from the arch. Also if 
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the vertical pressure on the soil is too great, the same 
extension should be made; or an offset may be made on 
the inner edge of abutment, if this does not cause the line 
of pressure to fall without the middle third of the new 
base. If the inclination of the resultant ^ C is not steep 
enough to have a tangent of two, the abutment should be 
made deeper. 

The above does not apply to a rock foundation. Where 
the abutment rests on rock and can be built so as to have 
a bearing against a vertical rock surface to take the hori- 
zontal thrust, it need not have mass enotigh to resist over- 
turning, for the rock surface can be relied upon to resist 
horizontal forces. The inclination of the restiltant pres- 
sure may, of course, be less, as sliding is also prevented 
by the rock. 

As a corollary to the foregoing it may be added that the 
same general principles apply to stone arches or plain 
concrete arches, except as they bear on the steel rein- 
forcement In such an arch, where the material will not 
take tension, the resultant pressure must not fall outside 
of the middle third of the arch ring. 

Fig. 5 shows the conditions that will hold when the 
resultant faUs at the edge of the middle third of the arch 
ring. Taking equation {14) we find that the first, third 
and fourth terms of the right hand side of that equation 
equal the dead load thrust, and the second term is the live 
load thrust when the live load covers 4-16 of the span 
from either end. The distance ^ R in Fig. 5 is the maxi- 
mum deviation from the arch ring, or v of Fig. 2, under 
the same loading. Making this substitution in the equa- 
tion in Fig. S and reducing we have (ii D = H) 

r, 5.521 Z>»+.0067 WD .,., 

This expresses the relation between the rise and the 
depth of an arch needing no steel reinforcement. In such 
an arch we could allow an extreme fiber stress of 400 lb. 
per sq. in., or an average at the crown of 200 lb. under 
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full load. Following the derivation of equation (i) we 
may then write 

By trial it was found that using the ratios oi S to D 
given in Table B the approximate agreement in values of R 
were found to exist It is interesting to note also that 
these values of R do not differ greatly from those in 
Table A. 

It is to be observed that the arch of Table A is propor- 
tioned on the assumption that the steel reinforcement is 
stressed by any eccentric load on the arch ring. In thick 
arches especially reinforcement could rationally be dimin- 
ished by reducing the bending moment by the amount that 
the plain concrete would take. That is, in refining the 
calculations the distance v of Fig. 2 can be diminished by 
1-6 of the depth of arch ring. 

For short spans of say 20 to 30 ft., arches do not seem 
to be appropriate. Flat slabs or straight beams and slabs 
would seem to be more suitable. Horizontal thrust is then 
eliminated, and the abutments may be much lighter. 



SHORT ARCH SPANS. 
Editor Concrete Engineering: 

Sir: In your issue of March i, Mr. Godfrey concludes 
an article on "The Design of Reinforced Concrete Arches," 
with the following statement: "For short spans of say 20 
to 30 ft., arches do not seem to be appropriate. Flat slabs 
or straight beams and slabs would seem to be more suit- 
able. Horizontal thrust is then eliminated and the abut- 
ments may be much lighter." 

I am unable to discover any basis for such a conclusion 
The relations between arches and beams of short spans 
are the same as for arches and beams of longer spans. If, 
then, a beam of 30 ft. is more desirable than an arch of 
that span, why is not a beam of 150 ft. span more desir- 
able than an arch of the same span. The only reasonable 
difference between the two is in forms and erection and 
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this difference is maintained for the longer spans as 
well as for the shorter. 

I have frequently heard the statement by engineers, 
similar to that given above by Mr. Godfrey, that the rea- 
son an arch is not as efficient as a beam is because it has 
horizontal thrust. But that is the very reason that makes 
the arch more efficient than the beam. The banks of a 
stream have horizontal resistance as well as vertical resist- 
ance; why then throw away the horizontal reaction when 
the arch offers so satisfactory a method of using it to re- 
duce the material in the structure? If an arch and a 
beam of same span and having the same depth are both 
reinforced to the same extent, the beam will require heavier 
abutments than the arch to support the same loading in- 
stead of lighter abiitments, as Mr. Godfrey's statement 
would indicate. Suclt an arch would have the same strength 
as the beam without exerting any horizontal thrust at all. 

The above statements will doubtless appear strange to 
many railway bridge engineers who do not understand 
the arch, yet those same engineers will use knee braces in 
their beam culverts, **to shorten the span," as they say, 
without realizing that a logical conclusion of this form 
of design would be an arch. 

Daniel B. Luten. 
President National Bridge Co. 



Editor Concrete Engineering. 

Sir: I have before me a copy of a letter from Mr. 
Daniel B. Luten criticising my statement that for short 
spans arches do not seem to be appropriate, and beg to 
thank you for the opportunity to reply. 

Mr. Luten says he does not discover any basis for such 
a conclusion. The basis is this: An arch of short span 
and economical proportions, so far as the arch itself is 
concerned, that is, eliminating the abutments, as my table 
would show, would have a small rise, say 1 ft. or so. 
Now the purpose of using any kind of a structure to span 
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X ipSLCt is to get an opening for water or i«ssage. With 
so low a rise the arch would have to be on the top of high 
abutments in order to get the CH)ening necessary. Again 
with so low a rise there would be a heavy thrust. High 
abutments with a heavy thrust on top would be ansrthing 
but economical. 

I attempted to show in the first part of my paper that 
it is not good engineering to depend on earth as exerting 
an active horizontal pressure. It is well known that earth 
settles away from any pressure brought upon it. What 
sort of conditions would result if a short arch of 20 ft. 
span settled away at the ends to the extent of only an 
inch at each end? It is especially true that earth fill 
is quite unstable. This is what would be encountered in 
the large majority of cases so near the top of an arch. 
Such would be totally unfit to take any horizontal thrust. 

Mr. Luten says tliat the relation between arches and 
beams of short spans are the same as for arches and beams 
of longer spans. I do not see how he can sustain such an 
assertion. I do not think that he would attempt to make 
or approve a beam of 150 ft. of span, and I do not believe 
he would condetaa a flat slab for a span of 5 ft. My 
table shows a much greater relative and actual rise in 
arches of long spans. These greater rises not only aUow 
the clearance and opening necessary, but they also reduce 
the relative thrust and bring the points of its application 
down near the base of abutment. These are very im- 
portant differences in the relation between beams and 
arches in long and short spans. 

Answering the latter part of his third paragraph I would 
say that the "arch" that exerts no horizontal thrust at all 
is not an arch at all. It is simply a curved beam. A simple 
truss span may be given any camber, even to a large frac- 
tion of the span, and supported on rollers at one end. It 
is still a simple span and in no sense an arch. So a steel 
beam may be curved and given only horizontal supports. 
It is only a curved beam. An arch must have thrust to be 
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There is a popular notion, born of little knowledge, that 
an arch is the strongest form of construction. But an 
arch without abutments to take the thrust is not an arch 
and is not strong. Independent of the effect of curving 
on the metal a curved I beam is not as strong, simply 
supported, as a straight one. 

Edward Godfiiey. 



CRITICISM OF MR. GODFREY'S ARTICLES ON 

ARCHES. 
Editor Concrete Engineering. 

In your issue of April i, 1907, I called attention to an 
erroneous statement in Mr. Godfre/s article, that short 
beams were more efficient than short arches and he replied 
with the remarkable argument that an arch proportioned 
for efficiency without considering the abutments, would 
require such heavy abutments that the beam would be 
more economical. 

Mr. Godfrey continues: "It is a popular notion bom of 
little knowledge that an arch is the strongest form of con- 
struction.** It is quite true that this notion is bom of little 
knowledge, for the most inexperienced stone mason learns 
it, but it is surprising that Mr. Godfrey fails to see it. I 
have been moved to investigate his series of articles on 
arches and I find a most remarkable combination of unau- 
thorized assumptions, too numerous to be mentioned in one 
letter. I beg, however, to call your attention to a few on 
the first page of his article in your Feb. 15 issue. In 
(4) he states: "In the case of plain concrete arches it is 
conceded that the arch will be stable if an equUibrium pol^ 
ygon can be drawn, using any possible applied loading that 
will pass within the middle third of all joints.'* This 
statement should be "if the proper tqmUbrium polygon for 
each arrangement of loading can be kept within the middle 
third." Otherwise it is unsound, and his accompanying 
statement in which he selects the equilibrium polygon that 
gives the minimum moment, is equally unsound. For an 
arch hinged at. the abutments this latter assumption wall 
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hold good only vfhtn there is a shortening of the span on 
striking centers, and every builder of a concrete arch 
knows that the arch settles and the span increases when 
the centers are removed The assumption might prove 
good if there were great expansion of the concrete in set- 
ting, but in all other cases it is not only baseless, but is 
actually on the side of danger. Many of Mr. Godfrey's 
conclusions will require modification because of this error. 

In (6) and (7) he states that "the office of the abut- 
ments as anchoring mediums for the reinforcing rods in 
the arch will be recognized," and in the next paragraph 
adds that ''the arch will be taken as hinged at the abut- 
ments." 

In (3) Mr. Godfrey says that "it is not good engineering 
to depend for stability on earth exerting an active hori- 
zontal pressure." It occurs to me that it is good en- 
grineering to make the base of a retaining wall sufficiently 
wide to resist the overturning action of this pressure. 
Perhaps Mr. Godfrey meant to say that the passive resist- 
ance of the earth should not be relied upon, but. if so he 
^iled to conform to that idea in his arch design, for he 
actually does neglect the active horizontal earth pressure. 
Yet every retaining^ wall proves that there is such a pres- 
sure. ^It not only must be depended upon lor stability, 
but if neglected it may cause the collapse of the arch. 
Moreover the pasnve resistance of earth may be relied on 
to a limited extent, as Mr. Godfrey himself shows, for his 
abutment design allows vanring intensities of stress. 

Many of his assumptions are made to simplify his proc- 
ess regardless of consequences, and he labors to make 
himself and others believe that they are justifiable. 

Mr. Godfrey is wrong in saying that a curved beam is 
not as strong as a straight beam. The bending moments 
on the two beams are the same, and the moments of resist- 
ance are in favor of the curved beam as an analysis will 
readily show. If he will compare beams and arches on 
the basis of waterway area he will still find that the arch 
is the more efficient. 



He suggests that I would not approve a beam of 150 ft. 
span. Certainly not, but merely because of the cost. And 
this is exactly the reason that I urged against the short 
span beams. A beam of 150 It. is quite feasible given 
sufficient depth and material, but it is exceedingly ineffi- 
cient as compared with an arch. For shorter ^ns the 
difference is not so marked, but it is nevertheless in favor 
of the arch. 

I have not by any means uncovered all the erroneous 
assumptions in Mr. Godfrey's article, and with your per- 
mission will conclude in a subsequent issue. 

Daniel B. Lvxen. 



MR. GODFREY'S REPLY TO THE FOREGOING. 
Editor Concrete Engineering, 

I beg to thank you for die opportunity to reply to Mr. 
Daniel Luten's second letter criticising my paper on arches. 

In Mr. Luten's first paragraph he tries to read into my 
statements an absurdity that does not exist. It is per- 
fectly rational to design a beam entirely apart from the 
supporting walls or columns. Does Mr. Luten see any 
absurdity in following this with a statement that this beam 
requires walls or columns or other support? It is per- 
fectly rational to design an arch without any reference to 
what is going to support it and to offer the necessary hori- 
zontal thrust to make it act as an arch. Is it absurd or 
"remarkable" then to say that if economy in such an arch 
demands a low rise, the supporting abutments must be very 
heavy because the thrust is great? 

Now an arch of small span could be made with a large 
rise in order to get the necessary waterway under it, and 
this large rise would permit of a small depth at crown be- 
cause the thrust would be relatively small. So far, so 
good. Theoretically such an arch would be economical be- 
cause of the small thickness, for perfectly balanced static 
loads. If such an arch be subjected to live load, because 
of the fact that it is of shallow depth and that it has a 
sharp curve, the equilibrium polygon w«uld readily pass 
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away beyond tlie confines of the ardi, and the bending mo- 
ment would be great An arch of shallow depth wotdd 
offer but little resistance to bending moments, and the 
economy of the arch goes aglknmering. 

I have heard men express the opinion that camber in 
a girder or truss span is to prevent the span from dipping 
from a true boriaontal line for fear that the strength will 
all be gone when the deflection exceeds the camber. 
Others a little better informed still think that camber is 
necessary to the strength of a truss span, when in fact 
it does not affect the strength in any manner, and is dim- 
ply to prevent a dip in the track. These notions are rudi- 
ments of misinformation from the days when structures 
were designed 1^ judgment, or, in other words, guess. 
Are we to return to those days and take our knowledge 
from ''inexperienced stone masons,'' or are we to continue 
to analyze structures on the basts of principles of mechan- 
ics ? I would like to repeat my former assertion to give it 
emphasis. An arch without abutments to take the thrust 
is not an arch and is not strong. 

I would not have Mr. Luten or anyone else imagine for 
an instant that my treatment of an arch has anything of 
the exactness of the conunon treatment of steel structures, 
or that it is theoretically correct. The first pari^raph of 
my paper sets this forth clearly. Assumptions are abso- 
lutely necessary, and a theoretically correct treatment of an 
ordinary stone or concrete arch is an impossibility. To 
say that my assumptions are unauthorized leaves me with 
nothing to reply. One is naturally timid about announcing 
himself as an authority. If the assumptions are dedared 
to be unsound, that is a different matter. I shall reply 
from that standpoint. 

Mr. Luten's first attack upon my assumptions is rather 
upon the English with which one of them is clothed than 
upon the assumption itself. It is instructive to note that 
it is the proper equilibrium polygon that must be used, 
that is, not one belonging to some other arch that may be 
laid out on the board, but the polygon and loadh^ belonging 
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to the arch under consideratioo. As I read literature on 
arches, the proper equilibrium polygon is arrived at by a 
system of cut and try until a polygon is found that will 
fill the bill. Of course this method is based on authorized 
assumptions, and demands a drawing bo&rd and all of the 
necessary accoutrements to make it a first class guessing 
match. It would not do at all to ascertain befordiand, by 
calculation, as could readily be done, where this proper 
polygon will probably pass. 

I cannot see how "each arrangement of loading" is any 
more lucid than "any possible applied loading." I made no 
attempt to go into the matter of explaining the well known 
process of determining the stability of an arch by drawing 
a polygon that will pass through certain points in the arch, 
and then, if this fails to pass through the middle third of 
all joints, drawing another, and another, etc., until one is 
found that will pass through the middle third throughout 
This is known to engineers, and if any others wish to f<^ 
low that way, they can consult works on arches, where 
this process is fully set forth and recommended. My 
treatment of plain concrete arches is nothing more nor 
less than a S3rstematic method of finding, anal3rtically, how 
deep an arch should be in order to assure the equilibrium 
polygon falling within the middle third. 

I will not discuss the soundness of this "authorized as- 
sumption" until Mr. Luten brings out something more un- 
derstandable than the last part of his second paragraph. I 
might state, however, that an arch that is designed to give 
a horizontal thrust against a vertical wall of yielding earth 
could not be expected to do anything else but settle and 
increase in span. This is the very thing I stated in my 
previous letter as the objection to an arch of low rise and 
small span. It is objectionable in an arch of any rise or 
span to depend upon a vertical wall of earth to take the 
thrust, because the earth will settle away, and the arch, 
to an unknown extent, becomes a beam. 

In Mr. Luten's third paragraph he tries to read another 
absurdity into my paper. It is because a well designed ardi 
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needs reinforcement near the top and bottom from end to 
end of span that I would rmi the reinforcing rods into the 
abutment, otherwise there would be no reinforcement imtil 
a point was reached, some distance from tiie abutment. 
where the rods had st^idetit embedment in the concrete 
to make them effective. It is because the abutment of an 
arch would not be suitable anchorage for a cantilever that 
h would not be suitable to hold the end of an arch fixed. 
Heavy abutments could be designed that would be suitable 
for taking the stress of a fixed ended arch, but their econ- 
omy is very doubtful. 

Down in Palos, Alabama, some years ago, I observed 
some large piers being constructed in earth that was 
"candy" to dig. These piers not only had vertical sides, 
but they were chamfered out so as to have a base broader 
than the section at the ground level. All of this excava- 
tion was done without a stick of a shore to keep the earth 
from caving in. Where was Mr. Luten's "active horizontal 
earth pressure?" It is not an unusual thing to see trench- 
ing done in earth with little or no bracing and to see earth 
standing in a high vertical wall for some time. The prin- 
cif^al forces s^ainst a retaining wall are those due to the 
loosening action of rains or the expanding action of frost. 
These are wedging actions. They have no place whatever 
on the haunches of an arch, and they woukl be broken 
reeds to rely upon against the side of an abutment. I 
meant exactly what I said, and not what Mr. Luten thinks 
I Qttfl^t to have meant The horizontal pressure of earth 
over the top of the arch may be neglected with perfect 
safety. The horizontal pressure of earth behind the abut- 
ment shomid be neglected for safety. 

Mr. Luten acknowledges that the bending moments of a 
curved and a straight beam are the same. It would be in- 
teresting to see the analysis that shows that putting an 
I-beam through a bulldozer and curving it in the plane of 
the web, increases its section modulus. The reason why 
a curved beam is not as strong as a straight one is because 
the flange stresses, which tend to go in straight lines, will, 
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in a curved ilaage, induce secondary stresses. These 
stresses would tend to increase or decrease the currature 
of the outstanding flanges, according as the stress is com- 
pression or tension. Curved flanges of a beam or girder 
are just as irrational and uneconomical as bowed cokimtui 
or tension members (bowed in one direction.) 

Mr. Luten says in this letter that the difference between 
arches and beams is not so marked in shorter spans. In 
his former letter he said: "The relation between ardies 
and beams of short spans are the same as for arches and 
beams of longer spans." Mr. Luten has more confidence in 
beams of reinforced concrete than I have. As an engineer 
I would condemn a beam of 150 ft. span. Would Mr. Luten 
condemn a slab of 6 ft. span? 

Edwaio Goonay. 



The Design of Foundations. 

The requisites of a good foundation are: (i) The pres- 
sure per sq. ft. on the soil must not exceed a certain safe 
limit. (2) The unit pressure on the entire foundation 
should be as near uniform as practicable. (3) Tl» pres- 
sure should never be negative, that is, there should not be 
a tendency to lift the foundation which is in excess of its 
weight at any part. (4) The foundation must be snffi* 
ciently deep not to have the underlying soil disturbed. (5) 
The materials must be practically indestructible in their 
respective places. (6) The integrity of the foundation it- 
self must be assured ; that is, it must be capable of resist* 
ing the forces upon it. 

To provide for the first requisite the safe bearing power 
of the soil must be known. This is not determined by ex- 
periment so much as by experience. 

The pressures allowed by the New York Building Code 
per sq. ft. on various soils are as follows: Soft day, one 
ton; ordinary clay and sand together, in layers^ wet and 
springy, two tons; loam, clay or fine sand, firm and dry. 
three tons; very firm, coarse sand^ stiff gravel or hard 
day, four tons. The same building code allows for tests 
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being made to determine the beaHng ca|>acity in special 
cases. 

In Baker^s Masonry Construction the following are given 
as the safe bearing power of soils in tons per sq. ft: 
Qvatksznd, alKivial soiK etc., 0.5 to i; sand, clean, dry. 
^ to 4; sand, compact and well cemented, 4 to 6; gravel 
and coarse sand, well cemented, 8 to 10; clay soft, i to a; 
clay in thick beds, moderately dry, 2 to 4; clay in thidc 
beds, always dry, 4 to 6; rock, from 5 1^. Thb lower 
value is for rock equal to poor brick masonry. 

In th^ casie of hard rock the area of femndadcm may 
sotnetimes be determined by the strength of the foundation 
rather than that of the rock. Thus, if concrete is used in 
a pier with a bearit^ power of 15 tons per sq. ft., this sets 
the limit, though the rock may be capable of carrying a 
Cheater load 

instability in a foundation, as regards the bearing power 
of the soii^ is exhibited in the sinking or settling of the su- 
perstructure. This may be the result either of compressi- 
bility of the 8<hI or of lateml iiow m it. The unit loads 
above given are those that will generally give a structure 
with little or no settlement. On soils other than rock, or 
6Qlid gravel, or hardpan a little setUement is usually eic- 
pectec) and sometimes allowed for in fixing the level of the 
floors. 

Compressible soils may have their bearing power in- 
creased (i) by ramming; (2) by driving in short piles to 
com^ct ^e soil by this means; (3) by driving in piles 
6 or 8 ft and then withdrawing them and filling the holes 
with sand, slag, gravel, or concrete, well rammed in, or 
the holes may be made by driving a cast iron cone 20 or 50 
ft. into the soil and ramnnng the hole full of the materials 
named. The latter method was employed in the foundation 
of soriie of the buildmgs of the Paris Expositkm, the ram- 
ming being done with a cast iron weight of t to i^ tons. 
{Bee Engineering Newa, Sept. 27, 1900.) 

Tltt advantages of monolithic and reinforced concrete 
0?f er all other forms of construction in foundaticwis are seen 



T 



in structures resting cm yielding soils. The solid mass of 
concrete, as in a wall, tends to settle as a unit, and uni- 
formly, even though the pressure may not be quite uniform 
on the entire foundation. 

Lateral flow in the subsoil is especially troublesoiiie in 
soils of a clayey nature or in sand that is saturated with 
water. Quicksand is a saturated sand that flows very free- 
ly, but many saturated sands that would not be classed 
as quicksands are subject to this lateral flow; and founda- 
tions upon such require the utmost care. A good precau- 
tion is to drive sheet piling just outside of the foundation, 
so as to retain the sand or other soil, if flowing is antici- 
pated. This will greatly increase the bearing power. The 
tower of the Hamburg water works is about 290 ft. high. 
It is built of brickwork and rests on a circular block of 
concrete 56 ft. in diameter and 11 ft. thick. This rests on 
quicksand enclosed by sheet piling driven below the line of 
saturation of the River Elbe. The pressure is about 2 tons 
per sq. ft. on the quicksand. 

Much trouble is caused in the city of Chicago due to the 
flowing of the subsoil. In the down-town portions of the 
city there is first a layer of about 13 ft of made ground, 
then 6 to 12 ft. of a hard clay, below which it a softtf 
clay for about 60 or 9d ft. to rock or hardpan. In some 
places this clay becomes very hard towards the rock and 
contains large boulders. Before the days of tall buildings 
foundations in Chicago were generally laid on top of the 
crust of stiff, blue clay found about 13 feet below the sur- 
face. This was loaded with about l^ to 2 tons per sq. ft., 
and in order to get the necessary area in contact spread 
footings were employed. These are large pyramids that 
had to rest on top of the hard day, as it was found that 
the bearing power was less if they penetrated into the day. 
Before building the Masonic Temple the sofl was 
tested by a tank having an area of 2 sq. ft in 
contact with the soil. This was loaded until the 
pressure was 5,650 lb. per sq. ft In one test it 
was placed on top of the hard clay for xoo hours; tke 
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settkmcnt was i 13-16 in. In a second test it was stip- 
ported at the bottom of a hole 2 ft 4 in. deep in the hard 
clay ; the settlement was 4}i in. 

Some of the taller buildings were founded on these 
spread footkigs, but it was found that the entire crust 
was depressed by tl^ great load. The settlement was great- 
er, though the unit pressure was the same as in smaller 
buildings. This was especially the case where any exca- 
vation was made below the crust in the neighborhood of 
these buildings. Excavation for the freight tunnels, which 
are about 40 ft. under ground, recently caused some tall 
buildings to settle and develop bad cracks on account of 
the flowing of the soil. 

The present methods of sinking foundations in Chicago 
will be described later. Even these cause some settlement 
in old buildings because oi unavoidable spaces left around 
the lagging in the wells. 

Sometimes retaining walls are built around the site of 
a building below grade. This, however, is to prevent the 
flowing in of the soil, if excavation is made for a sub- 
basement 

The bearing power of gravel or other similar material 
may sometimes be greatly increased by the use of grout. 
Gravel not mixed with sand may readily be consolidated 
into a sort of concrete by forcing into the interstices cement 
grout. This has been done also where some sand was 
present in the gravel, by first pumping out some of the 
sand. The first method was employed in the foundation 
of a bridge over the Danube, near Ehingen, Wuerttemberg. 
Pipes having loosefy inserted driving points were driven 
into the graviel at intervals of 18 or ao in. By drawing 
the pipe up a few inches to dear the point grout could 
be pumped into the gravel. Then by successive withdrawals 
and pumpings a concrete was made of the natural gravel in 
place. The gravel was one which contained running water 
and little sand. This would not work in sand or in gravel 
where much sand is present (See Eng, News, Jan. 9i 
1902.) 
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&y the same mentis a sort of cotferdam can be tmdt in 
gravel by amking the pipes around the site of the proposed 
excavation and building up a wall inside of which ex- 
cavation can be made. 

There is a process (patented Dec 8^ 1891) for injectinsr 
cement grout into quicksand in the making of a foundation 
in the same. It consists of (i) smking' pipes into the 
sand, (2) pumping out the sand so as to leave a diamber, 
(3) forcing cement grout into this chamber. (See Eng, 
News, April 28, 1892; June 28, 1894; Oct. 16, 1902.) One 
way to get out the sand is to use two pipes near together, 
forcing water into one while the water and sand are bein^ 
pumped out of the other. 

In the foundation work of the Merrimac River bridge 
at Newburyport, Mass., cylindrical piers were sunk by 
open dredging to a level where rock was indicated by the 
borings, and the bottom was found to consist of boulders 
in a stratum of coarse sand and gi^vel. The cyUfiders 
were then converted into pneumatic caissons, with air locks 
placed on top, and were loaded with pig iron* The water 
in them was then blown out. No rock ledge was found 
within reach of steel probing rods 12. ft. long, and it was 
decided to use the boulders and gravel as the foundation. 
A foot or more of water was allowed to rise in the cylinder, 
and Portland cement was mixed with it and kept well 
stirred. By increasing the air pressure this grout was 
forced out into the surrounding gravel and boulders. The 
mass was thus rendered stronger to receive the founda- 
tion. (See Engineering Record, Vol. 50, page 220.) 

When soil is deemed too soft to support the weight of 
a structure, piles are sometimes driven in; These sttpport 
the weight either by virtue of their penetrating to hard 
bottom or by friction on die surrounding soiL Where a 
substratum of rock can be reached, the piles should be 
driven to the same, and driving should cease as. soos as 
this is readied. Further hammering may broom or spHt 
the pile or cause it to fail by diagonal shear and thus 
destroy its usefulness. There are various rules for de- 
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termining when sufficient hammering has been done. One 
rule allows a penetration not over i6 in. in the last ten 
blows of a 2,6oo-lb. hammer falling 15 ft. Another rule 
allows a penetration not over i in. in the last blow with 
a 2,ooo-lb. hammer falling 10 ft Another allows a pene- 
tration not over 3 in. under a 2,000-lb. hammer falling 15 ft. 
for piles supported by friction only. One rule for piles 
driven with a steam hammer, the hammer of which weighs 
5,000 lb., requires that the piles will not move more than 
% in. to the blow, when driving is complete. 

By the New York Building Code piles intended to sustain 
a wall, pier, or post must be spaced not more than 36 or 
less than 2g in. in centers. They must be driven to a solid 
bearing if practicable to do so. Piles less than 20 ft. in 
length may be 5 in. at the small end and 10 in. at the butt. 
Piles more than 20 ft. in length must not be less than 12 
in. at the butt. The maximum load allowed per pile is 
20 tons. 

A rule quite general in Boston is to allow a safe load 
of 10 tons per pile when supported by friction. Piles 
reaching hard stratum may be loaded to 16 tons. (See 
Eng, News, February 5, 1903). 

Specifications for bridges in the city of Milwaukee allow 
a load of 12 tons on each pile. Piles nrast be not less 
thMi 14 in. at butt and 9 in. at small end and 55 ft. long, 
driven to hard bottom. The minimum spacing is 2 ft. on 
centers. Piles may be of pine, tamarack, or hemlock. 

The "Engineering News Formula" for the safe load on 
piles allows a load in tons equal to twice the weight of 
hammer in tons tnnes fall in feet divided by one plus 
penetration of pile under last blow, in inches. 

To prevent the splitting of the head of a pile a steel ring 
about 3 in. wide and H in. or more thick and about the 
diameter of the head is laid on it and driven into the 
fibers with the hammer. This is pulled off by means of a 
tool for the purpose when the driving is completed. Where 
one piece of timber will not reach to the requited depth, it 
is sawed off and spliced by means of a dow«l and side 
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straps of wood or iron. Piles are usually sharpened with 
a blunt point. Sometimes steel straps are laid across the 
point two ways and spiked <hi, and sometimes cast iron 
shoes are used to facilitate the penetraticm and to protect 
the pile. 

Timber piles in permanent structures should only be 
used where always wet. The piles are usually sawed off at 
an even level, below low water line, and the earth is ex- 
cavated around them for 2 ft. or more. This is then filled 
with concrete and the pier footing of concrete laid upon 
the same. Care must be taken in laying masonry upon the 
concrete to see that it is set first 

Cheap woods, such as spruce and hemlock, are generally 
used for piles completely under water, as they will last 
indefinitely if kept from contact with the air. These soft 
woods can be obtained in lengths from 20 to 50 ft. and 
diameters 10 to 12 in. at the head. Hard pine piles can 
be obtained up to 75 or 80 ft. in length with diameters at 
the head of about 16 in. 

Concrete piles have recently come ixAo extended use. 
These may be made by filling up with concrete the hole 
left by a pile of wood or metal In some a sheet metal shell 
covering a removable wooden core is driven into the ground 
and then the core withdrawn and the shell filled with 
concrete. These are often tapered. They are generally 
of larger diameter than wooden piles. 

The following method was employed in some concrete 
pile work at Pittsburg in 1904. Steel tubes about 16 ia 
in diameter, of metal about H in. thick, having bullet 
shaped shoes loosely inserted in the eods and with wooden 
heads, were driven into the ground bf means of pile 
drivers. Where the ground was hard> these shoes were of 
cast iron; and where sufficiently soft, they were of con- 
crete previously made and allowed to harden. When 
driven to the required depth, the tube was drawn up a 
little; and a rammer, made of long cast iron weight sus- 
pended on a rope, was let into the inside. The known 
length of the line supporting this rammer served lo in- 
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<yc«te whether the shoe was In the proper place (not being 
drawn up by the tube) ; or, if a concrete shoe had been 
used, it would show whether it had remained whole and 
had not been januned up into the tube. Concrete buckets 
snade of old house boilers were then filled and the concrete 
deposited into the tubes through gates in the bottom of 
these buckets. After each bucketful had been deposited 
and rammed the tube was drawn up a little further, the 
distance being gauged by a mark on the line suspending 
the rammer. The buckets were not let into the tube, but 
were emptied at the upper end of the same. Parts of this 
process are patented. 

Piles reinforced with steel are sometimes molded at the 
site, and after setting and hardening are driven in the same 
manner as wooden piles. A method of protecting the head 
of such a pile in driving is described in Eng. News, De- 
cember 37, 1906. It consisted in a steel tube fitting over 
the top of the pile and having a diaphragm against which 
on one side was a long wooden block to receive the blows 
and on the other side a short wooden block, and between 
this and the head of the pile a cushion of rope. 

The foundations of tall buildings in Chicago are now 
generally made on what might be called concrete piles. 
They vary fi*om 3 to 12 ft in diameter and are sometimes 
100 ft long or more, reaching down to hardpan or solid 
rock. The excavation is done by hand in depths of 4 or 
5 ft at a time. This circular hole is sheathed with vertical 
lagging made of boards 2 or 3 in. thick planed radially on 
the edges and fitted tightly together. These are held in 
place by flat sted bands, segmental in shape and flanged 
on the ends* bolted together to form a complete circle. 
Then the excavation is made another 4 or 5 ft, and this 
is also surrounded by lagging. At the bottom, if the pile 
is to rest on hardpan, the well is belled out to twice the 
diam^er. The piles are genially Ipaded to about 20 tons 
per sq. ft, and this would givQ a load of 5 tons per sq. ft 
on the hardpan^ The holes or wells are filled wth con- 
crete^ well tamped, which should preferably be let down 
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in buckets, so as not to separate the ingredients and thus 
impair the uniformity of the concrete. Sometimes the 
lagging is left in place, and sometimes it is removed as 
the concreting progresses. The concrete is best made of 
a mixture of i Portland cement to 2 sand to 4 broken 
stone or gravel. Sometimes i .3 :$ concrete is used. Where 
a pocket of quicksand is encountered, it is apt to flow 
into the well and to make a change in the method of ex- 
cavation necessary. One method of meeting the difficulty 
is to use a steel cylinder, in segments bolted togfether, either 
allowing it to sink as the excavation progresses or forcing 
it down with jacks. This is not always successful, and 
resort must be had to the use of sheet piling driven from 
the surface through the strattmi of quicksand. Thus a 
sort of cofferdam is made around the well inside of which 
excavation can be done without difficulty. When the sand 
is penetrated, the first described method, using short lag- 
ging, is resumed. Steel sheet piling is best for the purpose, 
as it will penetrate further wthout injury, and it can be 
drawn and used again. 

The tops of these concrete shafts are capped with grillage 
beams or other means of distributing the load of the 
column uniformly over the concrete. 

The load allowed on concrete piles shoold not exceed 
20 tons per sq. ft. for those of large diameter. If there 
is any possibility of their acting as columns, as in the event 
of the surrounding earth being removed, the unit load 
should be less. Concrete is weak in columns, unless it is 
properly reinforced with steel. A better load on piles of 
small diameter is about 15 tons per sq. ft 

Screw piles are sometimes made use of to distribute 
pressure and to anbhor structures such as lighthouses, sig- 
nal towers, etc. They are made of a shaft of steel or cast 
iron and an auger shaped blade of about one turn. They 
are driven in by turning either by hand or other power. 
Screw piles for supporting parts of the tunel for the Penn* 
sylvania and Long Island R. R, under the Hudson River 
are to be made of cast iron in 7 ft. sections, having inside 
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flanges at splice which take 4 i^ in. bolts and 12 steel 
dowels. The piles are ^ in. outside diameter and of i^ 
in. metal, and the diameter of the screw is 4 ft 8 in. They 
are spaced 15 ft. and aid in the support of a single trade 
tunnel. (See E%g, News, Oct. 12, 1903.) 

The load coming upon the soil of a foundation or on a 
system of piles consists of the total dead load carried and 
some or all of the nominal live or superimposed load that 
the structure may be called upon to carry. In tall build- 
ings it is not necessary to include all of the live load, as 
the floors are never all fully loaded with the calculated 
capacity. The New York Building Code allows a reduc- 
tion in column loads of 5 per cent of the live load of 2 
fioors (including the roof) ; 10 per cent of the live load of 
3 floors; 15 per cem of 4 floors; down to 50 per cent of ii 
floors, and 50 per cent reduction for any more than 11 
floors. 

In estimating the weight on a foundation part of which 
is permanently under water it is legitimate to deduct the 
buoyancy of the water for the part of the foundation that 
is below low water line. Thus in piers at Chicago and 
Milwaukee 62.5 lbs. per cu. ft. of masonry below water 
level may be deducted from the weight of piers. On the 
other hand this same deduction should be made in de- 
termining the stability of a partly submerged pief used as 
an anchor against uplift or horizontal forces. 

A brief description of the processes used in excavating 
for foundations will be in place here. The ordinary proc- 
ess of excavating for foundations where water is not en- 
countered is simple and the problems are few. Apart from 
digging or blasting out the material and handling the 
same there is often the question of shoring up the sides 
against a cave-in. In a wide excavation in loose ground 
the shores should not be merely horizontal struts^ but these 
struts should be braced together diagonally and vertically 
to prevent displacement. Wedges or jacks should be used 
to give a firm bearing against the earth, as it is much 
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easier to prevent earth from sliding than to stop it when 
it has once loosened and started to slide. 

There is a process of excavating through flowing soils 
known as the freezing process. It is expensive and not 
used very much. It consists of forcing into the soil just 
outside of the opening to be made refrigerating pipes 
freezing the mass, excavating and then damming off the 
soil or building in the stone or concrete work. 

There are three methods of excavating for foundations 
in water. One is by making a cofferdam by driving sheet 
piling around the space to be excavated and digging out 
the earth. The water is kept pumped out as the excava- 
tion proceeds. Wooden sheet piling, called Wakefield pil- 
ing, consists of boards spiked and bolted together in threes^ 
the middle one being set back to form a tongue at one 
side and a groove at the other. Steel sheet piling has been 
found to be very useful for cofferdam work. It has greater 
strength than wooden piling, and there is less leakage. 
The piles can be used repeatedly. Sometimes they rust 
together in the ground. A blow from the pile driver on 
the head of one pile will generally loosen the one to be 
drawn. 

A second method is called open dredging. This consists 
in dredging out the earth in the inside of a casing, which 
sinks as the earth is removed. The casing forms a shell 
for the pier, being filled with concrete when sunk to the de- 
sired depth. The shell has a uniform outside diameter and 
is tapered from the inside to a cutting edge. The dredging 
is done by means of steam shovels, or clam shell, orange 
peel or other bucket dredges. 

Hydraulic dredging, used in different methods of ex- 
cavation, is done by means of pumps. Where loose ma- 
terials are to be removed by pumping out, a jet of water 
agitating the materials will cause them to be drawn up 
by the pump. Jets of water may be used to advantage in 
open dredging to loosen the soil under the cutting edge. 
Somaimes the cutting edge encounters boulders which 
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the dredge will not remove, and it is necessary to send 
down divers to remove the same. 

By use of the open dredging process in the foundation 
of the Atchafals^a Bridge at Morgan City, La., the defith 
of foundation bed was made about 120 ft below high water 
and 70 to 115 ft. below the ailt or mud surface. The 
greatest depth attained by this mediod in a bridge 
foundation was reached in sinking the piers of the Hawkes* 
bury Brieve in Australia, namely, about 170 ft. below water 
or 126 ft. below the river bed. 

Concrete deposited in deep water, as in an excavation 
made by open dredging, is apt to have the cement washed 
out To overcome this it may be dropped through a tube 
or a tremie in as large loads as practicable. If put into 
jtitc bags^ the cement will be retained ; enough cement will 
ooze out of the meshes to cement the pieces together. 
Coiwrcte mixed extra long or even retempered concrete, 
if it has not stood too long, is preferable to concrete in 
which the cement is too freshly mixed, where it is to be 
deposited in water. 

The o*her method of excavation is the pneumatic process. 
An airtight timber crib or caisson is made, having a space 
underneath large enough for men to work in, provided 
with a cutting edge around the periphery and supplied with 
air lodes, etc, in the roof. This is placed in the position 
which the pier is to occupy and allowed to rest upon the 
ground. Men enter and leave through the air locks, and 
the excavated earth is hauled up in buckets through locks 
for the purpose. Air is continuously pumped in and it 
escapes below the cutting edge. Ordinarily this air pres- 
sure keeps the water out, but if the soil becomes dense or 
is clayey, the air pressure can often be reduced below the 
hydraulic head of the cutting edge, greatly to the benefit 
of the workmen. In such case the water that leaks in may 
be removed with an ejector. 

As the crib sinks the pier is built on it, and when suit- 
i^e bottom is reached the working chamber is filled with 
concrete. 



In the Brooklyn pier of the new East River Bridge a 
depth of 115 ft. below high water was reached by the 
pneumatic process. In a bridge over the Barrow River in 
Ireland a depth of 127 ft. below high water was reaped. 
In this work the air pressure used was 42 to 45 lb. at the 
maximum depth. (See Eng. News, Vol. 53, p. 607). 

In foundations for tall buildings in New York some- 
times pneumatic caissons are required. These are sunk 
under the individual columns or under two or more col- 
umns in a group. (See Eng, Record, Sept 3, 1904, for 
description of caissons under Trinity Building.) 

The second requisite of a good foundation, namely, a 
uniform unit pressure on the entire foundation, has special 
force in foundations on soft soil. On such soils there 
will be some settlement, and if the tmit pressure is greater 
at one point than another, settlement will be greater at 
that point. This condition of uniform pressure is effected 
by making the area in bearing on the soil in proportion to 
the load to be carried. A great part of the settlement of 
a building takes place during erection, and it is hence due 
to the dead weig^ in greater measure than to the super- 
imposed weifi^t. In any event, as only a part of the super- 
imposed load is on the floors continuously, the dead load 
must be taken as the prime factor in determining the size 
of footings. If the footings of all of the columns of a 
buildix^ were given areas in proportion to the total dead 
and live load to be carried, those carrying the walls would 
settle more than the interior columns. However, the areas 
of the footings for the interior columns should be based 
on the probable maximum load, so that the safe pressure 
on the soil<is not exceeded. 

Sometimes the density of the soil varies under different 
parts of a building. In such case the foundation shouM 
be proportioned so that the pressure will be in conformity 
to the bearing power of the soil at different parts. The 
leaning tower of Pisa seems to have acquired the lean 
which has made it famous by uneven settling on soils of 
different densities. 
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Eccentricallsr loaded piers resting on piles should have 
the center of gravity of the system of piles coinciding with 
that of the load as near as practicable. 

The third requisite, namely the maintenance of a post^ 
tive pressure on the soil at all parts, has special force as 
s^pliedrto foundations for high or narrow structures where 
the vrtnd may cause tension or uplift on the windward side 
at the edge of foundation, also for anchorages of cantilever 
or suspension bridges. 

In order to have no tension on the extreme edge of a 
rectangle, the resultant of the vertical load and the hori- 
zontal force (as the wind load or pull of anchorage) must 
fall within the middle third of the base. In a circular sec- 
tion the resultant should fall within the middle quarter of 
the base. This is a condition which follows upon the 
theory of flexure. It ddes not mean that there is a factor 
6i safety of three when the resultant falls within the 
middle third of the base. It simply means that this condi- 
tion must hold, if there is to be no tension and no tendency 
to rise, at any part of the base. In a material incapable 
of taking any tensi^, or nearly so, such as a wall resting 
on the soil, or a wall laid in Hme mortar, there should be 
absolutely no tension or tendency to rise anywhere. Such 
tendency would be detrimental to the safety of the struc- 
ture, especially if it be a revCTStble condition, as, for ex- 
ample, in a tower where joints may tend to open on one 
side and then on the other, due to reversal of the wind* 
Of course it is true that one application of die wmd load 
would not overturn the tower, if the nsultant fell some- 
where between the middle third and the outer edge, as the 
resultant must fall without the base in order to overturn 
a body. But the rackmg will loos^ the joints and tend 
ultimately to ruin the walls. In a foimdation it is manifest 
that any such disturbance in the region of the main sup- 
porting medium of a structure would be harmful 

The condition rehiring that the resultant idSl within 
the middle third of tbe base msLy be seen from another 
standpoint^ namdy, that of uniloni^y varying presscnret. 
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Suppose the resultant pressure falls in the middle of the 
base of a foundation as at (a). Fig. i. The reaction of 
the soil will be uniform across the width of the base, as 
represented by the row of short arrows. If the resultant 
of the pressure falls 1-3 of the base from the edge of the 
same as at (b), the reaction will be greatest in intensity 
at the edge nearest this resultant, and it is necessary^ that 
the center of gravity of this reaction be on the line of the 
resultant. Again, if the reacting medium be yielding or 
elastic, the pressure will vary uniformly from the maxi- 
mum at the right edge of the base to a minimum at the left 
edge. Only a triangle, as indicated in the figure, can 
fulfill these conditions. Hence the pressure varies from 
zero at the left edge to an intensity double the mean pres- 
sure at the right edge. 

If the resultant is closer to one edge than 1-3 of the 
base, and the variation of pressure is uniform, one of two 
things must occur; either there will be tension on the 
farther edge, or the pressure will be zero for whatever 
width of base remains in excess of zx [See Fig. i, at ic)]. 
A floating rectangular block supporting an eccentric load 
whose resultant, or center of gravity, falls closer than 1-3 
of the width from the edge would be out of water for the 
width of block exceedintg 3jr. 

Fig. 2 shows the anchorage of a suspension bridge. The 
force A B is the pull on the cable; A C represents the 
weight of the anchor pier, af^lied at the center of gravity 
of Uie pier ; A D is the resultant. This latter force should 
pass within the middle third of the base 

Fig. 3 shows the pier for a trunnion bridge, such as the 
bascule bridges of which a number are found in the city 
of Milwaukee. The force A is the total dead load of 
trunnion and approach girders. This will be at the center 
of column supporting these loads, as the trunnion girders 
are counterbalanced for dead load. The force B is the 
dead weight of the pier, aUowaace being made for the 
bttoyanorof the water. C is the sum of the Kve load ovcr- 
hwiging the pier. The resultant of all of these is in amotmt 
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equal to the sum of the three. Its position is found by 
taking moments, say around the edge of the pier. It is 
preferable that this resultant fall within the middle third 
of the base, but if the pier is founded on piles, they may 
be driven closer on the side of the higher pressure, thus 
allowing the resultant to fall closer to that edge. 

In the foundation of a cHimney or tower the same prin- 
ciples apply. The dead weight of the structure is one force 
always present, and the greatest possible wind load is to 
be combined with the same. The direction of this result- 
ant must be such as to pass within the middle third in 
the case of a rectangular base or within the middle quarter 
in the case of a circular base, that is, it must fall not over 
1-6 or 1-8 of the diameter of the bases respectively, from 
the center. 

It is legitimate to allow somewhat greater pressure at 
the edge of a foundation than those given heretofore, 
where the increase is due to the maximum wind load. An 
increase of 25 per cent over the unit regularly allowed 
would be a reasonable allowance at the edge where the 
pressure is of maximum intensity. 

The fourth requisite would demand that foundations be 
made deep enough to be free from danger of undermining 
by abrasion from streams or drainage water, or by ex- 
cavation for foundations of adjacent structures. They 
should be deep enough to rest on soil not affected by frost 

Many failures of bridges have been due to the washing 
away of the soil beneath the piers. Gravel beds, upon 
which piers often rest, could very often be cemented to 
advantage into one mass by the use of grout, as herein- 
before described. Often the scouring action of the stream 
will carry away large stones of the piers themselves. These 
stones lose nearly half their weight when submerged, and 
are hence comparatively easy to move. This is a strong 
argument for solid concrete piers. 

A depth of 4 or 5 ft. is sufficient to reach soil not af- 
fected by frost in temperate regions. This is deep enough 
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for light foundations as for mill buildings, etc^ where the 
soil IS not made ground or filL 

The fifth requisite of a good foundation, namely, that the 
materials be practically indestructible in their respective 
places, can be assured only by using materials of known 
lasting qualities. Brick should not be used in sea water. 
Wood should be used only where it will be always under 
water or always exposed to air only. Cement mortar and 
not lime mcntar should be used in wet places, as lime 
mortar requires a long time to harden if kept wet Steel 
placed in concrete is probably better not painted, as the 
concrete will adhere better to the steel than to the paint 
and is a better medium of protection than paint 

The sixth requisite demands a foundation that is strong 
enough to da the work that it may be called upon to da 
The forces to be resisted may be (i) a downward force 
due to the weight of the structure carried, (2) an upward 
force due to an uplift that may be exerted upon the foun- 
dation, (3) horizontal or overturning forces, (4) the up- 
ward reaction of the supporting soil 

The base of a steel or cast iron column or a bridge bolster 
or shoe resting on stone or other masonry should have 
sufficient area in contact with the stone to prevent crush- 
ing. It should be borne in mind that generally such 
bases do not have an ideal bearing, so that the unit em- 
ployed should be low, that as, a large factor of safety 
should be used It is true that building columns and some 
other bases are often set up a little above the surface of 
the stone or concrete and the space filled in with grout, but 
it is also true that bridge seats are very often placed directly 
on the surface of the stone. The following are good units 
of safe pressure to allow on various classes of masonry, 
in lb. per sq. in.: Brick masonry in lime mortar, 150; 
brick masonry in cement mortar, 200; ordinary rubble 
masonry, 200; good bridge masonry, 250; granite, 400. 

It is of great importance that the masonry pier receiving 
a cast coltunn base be a rigid mass under the base. The 
writer observed a number of cast colunm bases on rubble 
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piers that were split in two by the weight of the column. 
The rubble appeared to sink under the center of the column 
leaving the cast base supported on its edges. Not being 
suited to take such a heavy bending moment the cast hstst 
broke under the weight. The cap of a pedestal or pier 
taking a column should be a single stone, or, better, the 
entire pier should be a monolith of concrete. 

A large building in Pittsburg collapsed some years ago 
on account of the fact that a brick wall between two build- 
ings that were being thrown into one, was taken out for 
one story and replaced by columns about i6 ft. apart. 
These columns were supported on the rubble wall, whidi, 
being intended only to carry a continuous brick wall, was 
unfit to carry the concentrated weight of the columns. 
Spreading beams under these columns would doubtless have 
saved the building. 

Suppose in Fig. 4 the load on the column is 150,000 lb. 
At 200 lb. per sq. in. on the rubble wall a flange area of 
beams of 750 sq. in. would be required. Assuming I-beam 
flanges 4 in. wide a length of 188 in. or 15 ft. 8 in. is 
needed. This will be made up of 2 beams 7 ft. 10 in. long. 
The pressure per lineal foot is 200 X 4 X 12 = 9,600 lb., 
and the span of the cantilever is 3 ft. 6 in. The bending 
moment is 705,600 in. lb. and the section modulus required 
at 16,000 lb. per sq. in. is 705,600 -?- 16,000 = 44.1. The 
size of I-beam required is then a 12 in. 40 lb. beam. As 
the flange width is more than 4 in., a revision of the cal- 
culations could be made using the 5^ in. width of this 
beam and trying again for the bending moment. 

Beams and rails are often imbedded in concrete footings 
and pedestals to distribute the pressure over a greater 
surface, the beams being used to give the resistance to 
bending which the concrete lacks. Rails are not economical 
for this purpose, unless they happen to be old rails on hand 
or purchasable at a much lower rate per lb. than I-beams. 
For the same weight of metal much greater rigidity can 
be obtained in light weight I-beams than in rails. The 
concrete, instead of being counted upon to assist the steel, 
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is merely the medium to transmit the upward pressure of 
the soil into the beams, to hold them against buckling, and 
to protect them from rust. 

In Fig. 5 assume a load of 600,000 lb. on the column 
shown. Allowing 250 lb. per sq. in. bearing on the con- 
crete this would require a bearing area in the flanges of 
the I-beams of 2,400 sq. in., or, assuming the flange to be 
6 in. wide, a total length of I-beam of 400 in. or 33 ft. 4 in. 
This will be made up of 4 beams 8 ft. 4 in. long. The 
upward pressure on the beam is 6 X 250 = 1,500 lb. per 
in. or 18,000 lb. per ft. of beam. The overhang of the 
cantilever is 3 ft. 6}4 in. and the maximum moment is 
18,000x3.542x3.542x5^x12=1,355,000 in.-lb. Dividing this 
by 16,000, the extreme fiber stress allowed, we have 84.7 
as the section modulus. The beams will therefore be 18 
in. I's 55 lb. per ft. (S = 88.4). 

A grillage of I-beams crossing at right angles to each 
other as indicated in Fig. 6 is used to distribute the load 
of a column over a rectangular concrete base. In calculat- 
ing the bending moment on the beams the point of sup- 
port of the cantilever should not be taken as the edge 
of the flange of the beam above or the edge of the column 
base, but as some point where a good substantial support is 
assured, as indicated in Fig. 6, the span of the cantilever 
being /. 

It is sometimes necessary to place a column pedestal so 
as not to project beyond the property line, where the col- 
umn center is located but a foot or so within the property 
line. No form of footing will give effective bearing on the 
soil for a width more than three times the distance from 
the outside line of the footing to the center of the column, 
unless it be a cantilever balanced by interior loads. Can- 
tilevers are sometimes employed which are supported on 2 
pedestals within the property lines, and which in turn 
support 2 colimms. Figs. 7 and 8 illustrate cantilever sup- 
ports of wall columns both for a narrow building, where 
the 2 outside columns may rest on the same set of can- 
tilever beams, and a building where an interior column 
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is utilized to take the uplift of the cantilever. The span 
of the cantilever beams is the distance from center of col- 
umn to the center of the group of supporting beams. The 
depth of cantilever beam should be selected with the 
length S in view, making it sufficient to prevent too great 
deflection upward, say not shallower than 1-20 of S. The 
cantilever may be composed of rolled beams or of a box 
girder. If below the surface of the ground or cellar floor, 
the steel work should be protected by concrete. The box 
girder may be riveted to the side of the column or may 
have interior diaphragm and stifiFeners equivalent in area 
to the column, with the column resting on top. The 
I-beams should have separators or riveted diaphragms be- 
tween them. 

The safe carrying power of masonry, according to the 
New York Building Code, is as follows, in tons per sq. 
ft.: Brick in lime mortar, 8; brick in lime and cement 
mortar, 11.5; brick in cement mortar, 15; rubble in 
Portland cement mortar, 10; rubble in other than Port- 
land cement mortar, 8; rubble in lime and cement mor- 
tar, 7; rubble in lime mortar, 5; Portland cement con- 
crete, IS ; other than Portland cement concrete, 8. 

These units are less than those given a few paragraphs 
preceding for columns, etc., resting on masonry, as they 
should be. Those are for a load on only a portion of the 
top of a wall or pier, while these are for the entire wall 
or pier. 

While no general rule prevails for the load on high 
walls, diminishing the unit as the ratio of height to width 
increases, it is true that high walls not braced should not 
be loaded with the above limiting loads. Some such rule 
as this would be a safe basis upon which to proportion 
walls that are heavily loaded, namely; for walls whose 
height is 10 times the thickness, or less, use the units 
above given, and for walls whose height is 25 times the 
thickness, use 2-3 of the same, walls between 10 and 25 
times the thickness to have proportionate units between 
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these limits. Walls n^ore than 25 times their thickness in 
unsupported height are to be avoided. 

For an upward pull, such as the anchorage of a can- 
tilever or the uplift of the post of a railroad bent due to 
wind load, rods or bars should go down deep enough 
into the masonry to take a weight of the same 50 per cent 
In excess of the calculated uplift. If the masonry is brick 
or rubble, there should be a grillage of beams or rails so 
arranged that they would lift the necessary weight of 
masonry. For very heavy anchorages in concrete, grillages 
should also be provided. For a small uplift in concrete 
a good sized washer plate is usually sufficient. The anchor 
bolts should have a square head, and the washer plate 
should have a small stop plate riveted on it to keep this 
head from turning. Cast washers may be made with a 
recess in which the head of the bolt will fit. A split bolt 
and wedge should not, in general, be depended upon for 
anchorage against an uplift The holding power of such 
a bolt is more or less uncertain, and the chances are 
many that the bolts will not all be properly set. 

These split bolts, passing into the masonry a foot or 
two, are commonly used for anchorage of stringers and 
girders and trusses of bridges where no uplift is counted 
upon. 

Columns for office buildings are not usually anchored. 
The cast steel or cast iron bases are generally left untooled 
on the bottom, and holes are cored in the bottom plate 
through which grout is poured after the base is leveled up. 

No anchor bolts of any kind should be close to the 
edire ol a concrete wall or pier, as the driving may break 
out the concrete 

The stability of a masonry pier against horiontal or 
overturning forces is met largely by the weight of the 
pier. Figs. 2 and 3 illustrate piers subject to such forces, 
and the remarks made in regard to these figures relate 
to provision for their stability, treating the vertical pres- 
sure on the soit only. In addition, if the forces are hori- 
tontal or have horizontal components, there is provision 
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)k^inst sliding to be considered. If we assume a coeffi- 
cient of friction of the pier on the soil as 54, we should 
have a horizontal projection J^ of the vertical projection 
in the line of the resultant pressure. Any earth packed 
against the side of the pier will be an additional safe- 
guard against sliding. It is best in the case of a constantly 
exerted force not to depend upon earth exerting horizontal 
pressure against a vertical surface, as the force will tend 
to compact the earth and move the pier. 

In the case of a pier for a mill building column or a 
crane runway column the horizontal forces due to the 
wind against the building or due to the thrust of the crane 
are only occasionally exerted and very seldom to their 
full extent. It is safe in such cases to allow for some 
horizontal pressure exerted by the earth. 

To arrive at a means of finding approxhnately the sta- 
bility imparted by the lateral pressure of the earth, take 
the case shown in Fig. 9. This represents a pole placed 
in the ground and subject to a lateral force. The weight 
here is negligible If we as^me that the pole turns about 
a point 2-3 of the depth bdow the ground, the resistance 
of the earth will vary uniformly from this point down, 
and would vary uniformly from the same point up, but 
for the fact that this would make the maximum pressure 
occurring at the ground level. Because the lateral pres- 
sure in ordinary earth at the ground surface would be 
practically nil, it is taken as varying from zero at the 
ground to a maximum somewhere below the surface. This 
is arbitrarily taken at 1-3 of the depth from the surface. 
It is safe to say that well compacted soil will stand a 
lateral force, for a short time, a few feet bdow the sur- 
face, of 500 lb. per sq. ft. and about twice this amount 
at a depth of 5 or 6 ft. below the surface, all without ap- 
preciable settlement. Now if P be assumed as constant, Q 
will depend in amount upon F, as it must be the differ- 
ence between P and F, For a small force at F and a kxig 
Uver arm L, Q will approach equality with P. Hence the 
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afi|»rox»nat€ moment ol stability in ft.-lb. about a section 
at the force P will be 

ilf=600X-|-X-|-XAX*=92A'^^ 

Thus a pole i ft. in diameter, 30 ft. above the ground 
and 6 ft in the ground would stand 3,350 ft.-lb. or a force 
of 105 lb. horizontally at the top. If the ground is hard 
and rocky or if there is a pavement around the pole, it 
will stand much more than this. 

The moment of stability of a column and pter due to 
their weight is equal to the product of the total weight 
(under the condition of maximum horizontal pressure) 
and 1-6 of the base. 

To take an example, suppose a column supporting a 
crane runway is anchored to a pier 6 ft. deep and 5 ft. 
by 4 ft. in plan. The pier on account of its being planted 
in the ground will have a moment of stability 2 ft. below 
the ground line of 92 X 36 X 4 = I3i250 ft.-lb. On ac- 
count of its weight (taking the weight of the pier as 18,000 
lb. and the minimum load on the column under the condi- 
tion considered as 10,000 lb) a moment of stability of 
28,000X1=28,000 ft.-lb. at the base of pier. At a height 
of 20 ft. above the ground the former moment would al- 
low a force of 13,250-4-22 = 602 lb. and the latter would 
allow 28,000-^-26=1,080 lb. A total thrust of 1,682 lb. 
could be exerted at this height. In general 2 columns of 
a runway will be acted upon by the sudden stopping of a 
load carried by the crane. The coefficient of sliding friction 
is usually taken as 1-5. The load on the trolley could 
then be 2X 5 X 1,6825= 16^820 lb. This pier would then 
do for about an 8 ton crane runway. In a similar manner 
the stability of a mill building column against wind loads 
may be woriced ot^. No rigid analysis has been attempted 
of the forces in Fig. 9, but simply a rough approximation 
of the stability imparted to a post or pier planted in earth 
which is tamped around it. 

The allowed slope on a concrete footing, srtch as either 
of the two forms shown in Fig. xo^ may be investigated 



as follows : The bending moment under the edge of wall, 
at S tons per sq. ft. upward pressure of soil is 
2ms ^P* 

The resisting moment, at 40 lb. per sq. in. safe modulus 
of transverse strength is 40 A* -?- 6, both on a rectangle h 
in. deep and i in. wide. Equating these we find the fol- 
lowing to be very nearly true: 

Sp*=zh* 

Thus for a pressure on the soil of 2 tons per ft. the 
depth of the footings should be 14 times the projection 
beyond the wall. For a 4 ton earth pressure the depth 
should be 2 times the projection. 

In a brick footing no reliance can be placed upon tensile 
strength of the mortar in the vertical joints, but inde- 
pendent of this there is a tensile strength in a brick wall 
derived from the bonding of the bricks. The friction of 
each brick against the upper and lower adjacent tiers re- 
sists the tendency to draw it out of place. Assume the 
coefficient of friction to be yi. If the earth pressure at 
the base of the footing is i ton per sq. ft. there will be 
1-9 of this pressure on the top and on the bottom of the 
half of a brick. Hence 1-9 of 2,000 lb. will be required 
to pull out a brick. This on 16 sq. ia (the section of a 
brick longitudinally) is 14 lb. per sq. in. Allowing a factor 
of safety of 5 to cover irregular bonding we have an al- 
lowed tension of 3 lb. per sq. in. Using these values as 
above for the concrete footing we find 

Since the allowed tension on the brick footing is directly 
proportional to the earth pressure, this relation will hold 
true for any other earth pressure. It requires good bond- 
ing of brick work to distribute the load on a spread founda- 
tion, even with the small spread that this formula would 
give. 

From the standpoint of the allowed shear on the con- 
crete, using Fig. 10, the amoimt of pressure on the projec- 
tion for an earth pressure of i ton per sq. ft is 2fioop. 
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The area in shear is 144 h sq. in. Allowing 40 lb. per s<i. 
in. we have 5,760 h = 2,000 p, or 
* = .3S^ 

Sometimes the upward pressure of the soil is resisted 
by needle beams under a wall, of old rails or I-beams. 
In Fig. II assume the upward pressure of the soil as 2 
tons per sq. ft. and the imbedded beams spaced i^ ft 
apart. This upward pressure will be the same as a vertical 
downward load on the beams, which will be cantilevers 
having an overhanging of 3 ft The middle distance of i 
ft. 6 in. is taken less than the width of the wall, as some 
space is required for bearing. The bending moment on 
each beam is i54 X 4.o«>X3 X 'J^= 27,000 ft.-lb. or 
324,000 in.-lb. The value of the section modulus required 
is 324,000 -T- 16,000 = 20.25. The section modulus of a 10 
in. I-beam 25 lb. is 244, hence this size of beam would be 
used. It would take 4 55 lb. rails or 73.3 lb. per ft to give 
the same stiffness. 

Reinforced concrete slabs are now much used in place 
of the needle beams shown in Fig. 11. Fig. 12 shows a 
slab of the kind referred to. We have seen that in order 
to have a proper shearing area we should have for every 
ton of earth pressure a depth h equal to .35^, or if ^ be 
the pressure of the soil in tons per sq. ft., 

h^.SSpS (I) 

tf we use square rods for the reinforcement, and place 
them as indicated in the figure, we should have the rod im- 
bedded for so diameters, or ^ = 5orf. Allowing 12,500 lb. 
per sq. in. on the steel, and remembering that the amount 
of stress in the concrete must be the same as that on the 
steel, we have for a section x in. wide and h in. dttp, 

Af=12500^2>< ^,=^354^2^ 

Substituting for h its value, .35 pS, we have M = 3099 P 
d*S in.-lb. From the soil pressure of S tons per sq. ft 
we have 

144 2 



Equatinr these tw^ v^tnes oi M and minff f or # ks 
value sod we have 

X =: 8.93 d, or, say, 9 d. 

It is thus seen that for any upward pressure the same 
rods would be used in a given projection p. These rods 
would have a diameter 1-50 of this projection and be spaced 
9 times their diameter apart. For different earth pressures 
the height h would vary as per oiuation (i). 

The foregoing does not take account of the stress on 
the concrete, but it ikrill be found by trial that the depth 
of slab required lor any earth pressure above about ^ ton 
per sq. ft. would give concrete enough to keep the stress 
on> the same widun safe limits. 

In a square sbb supportinsr a column similar reinforce- 
ment can be used. The slab should be surmounted by a 
plinth or Uock of concrete upon which the column rests. 
The depth of the slab should be governed by the upward 
pressure of the soil on all of the area of slab outside of 
this plinth, allowing a unit in shear (on the section that 
would be sheared if this plinth should sink into the soil) 
of 40 lb. per sq. in. Rods should all pass under this plinth ; 
that is, there should be 4 sets, 2 parallel to the sides of the 
slab and z diago^ially. Rods parallel to the sides of the 
slab lying toward the edges and not under the plinth 
would be of little or no use. They will only serve to in- 
tensify the stress on the rods at right angles to themselves 
that do lie under the upper block or i^inth. The use of 
rods at right angles to each other spaced uniformly both 
ways is a common but irrational method of reinforcement. 



Shear of Ck>iicrete and Its Bearings on 
the Design of Beams. 

The tmit shearing jtrength of concrete is betweoi i and 
a times its unit tensile strength for practical purposes in 
the design of beams. 

In malcing thi& assertion the writer appreciates the fact 
that it is a bread statement. He reabzes that it is an as- 
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sertion that will be contradicted. It is not for the mere 
purpose of raising a controversy that this seeming dognn 
is put at the head of this article. If the statement is right, 
it should be given a very prominent fdace in every work on 
the subject of remforced or plain concrete design. If it is 
wrong, it is the duty of anyone who can show it to be 
wrong to give a sound reason therefor. 

Recently some tests on the shearing strength of concrete 
were made at the Engineering Experiment Station of the 
University of Illinois^ under the direction of Professor 
Arthur N. Talbot These tests have been given a wide 
publicity. Rightly interpreted they are very valuable. 
Wrongly interpreted they may lead to anodier crop of dis- 
astrous failures in reinforced concrete construction. The 
tests referred to appear to show that concrete has a shear- 
ing strength nearly equal to^ and in some cases in excess o( 
the compressive strength per sq. in. In other words, they 
lead to the conclusion that the strength of concrete in 
simile shear is 8 or lo times its strength in tension. 

In making these tests special efforts were made to dim- 
inate every other stress except simple shear. In the writ- 
er's opinion the very means employed introduced elements 
that to a large extent diminish the value of the tests as 
helps in design Reference will be made to these features 
of the tests later. Professor Talbot states that the tests 
are open to objection. It is the objectionable features 
that the writer wishes to emphasize. 

It is not questioned that the results of the tests give 
close to the true value of shear in concrete in the strait- 
ened conditions in which the concrete of the tests was 
placed. An attempt will be made, however, to show that the 
"laboratory" feature of the tests was so intensified by 
eliminating the beam action, that the results are apt to be 
very misleading if applied to design. The unit stress al- 
lowed in shear on concrete by various building codes is m 
the neighborhood of 40 or 50 lb. per sq. in. Now if the 
material has a shearing strength of 1,000 to 2^000 lb. per 
sq. in., it is a waste of material and an economic blunder 
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to allow only 50 lb. in design. It would not be surprising 
if a class of designers should rise up and call for a raising 
of this low unit to a fair factor of safety based on the 
high units determined by these tests, especially in view of 
the high authority from which they emanate. It would 
further, not be surprising if the work turned out by these 
same designers should lead to added work for coroners. 

One feature of this discussion concerns the difference in 
the shearing strength of concrete: (i) when in tension 
at right angles with the plane of shear; (2) when under 
no stress whatever at right angles with the plane of 
shear, but free to move in that direction; (3) when un- 
der no stress at right angles with the plane of shear, but 
confined so that any motion would induce such stress; (4) 
when under compression at right angles with the plane of 
shear. 

It is plain that under condition (i) failure would occur 
the most readily, and under condition (4) it would be least 
liable to occur. In fact there would be a large apparent 
shearing strength between 2 concrete surfaces completely 
severed, if these surfaces were forced together by a com- 
pressive stress, due to the mere friction of the surfaces. 
This element would be completely lacking in (i), and a 
small tensile stress, coupled with a shearing action, would 
cause failure. 

Now the conditions in the tests referred to agree closely 
with (3) and approach (4), while the conditions in actual 
beams in a building agree nominally with (2) but approach 
(i). This latter is due to the tendency of a slab to shrink 
between beams and of a beam to shrink between columns, 
giving an initial tension throughout the beam or slab. One 
set of tests was made by punching out a cylindrical piece 
from a concrete plate or slab. Now if this cylindrical 
piece had been a separate piece cast in a hole in the plate, 
with no bond whatever, but merely fitting snugly in the 
hole, it would take much force to push it out. The appar- 
ent but false shearing strength would be very considerable. 
This would come under the head of condition (3), above, 
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but the actual shearing strength wotild he zero. Motded 
in one piece a concrete plate would then have an apparent 
shearing strength which would be the sum of what actual 
shearing strength the concrete possesses and this false 
shearing strength that might be said to be due to the 
crowding ol the material. This would be true in- 
dependent of shrinking in the concrete. As an ilhis- 
tration of the effect of the crowding of the material, it 
requires more force to punch a hole in a steel plate when 
the clearance between the die and punch is small than 
when it Is larger, this In spite of the fact that steel is 
stronger In tension than In shear. 

Shrinking of the concrete block from which the piece 
is punched adds a new element of apparent shearing 
strength in that it grips the "punching" and adds, to the 2 
other elements that go to make up the force necessary 
to push it out, that of friction on Its sides. That more 
load was required to force out a punching in a block that 
was reinforced with straight rods arranged in a square 
around the tested portion, and still more when hoops were 
used, is strong evidence of the effect of crowding of the 
material or of the compression that will be induced normal 
to the shearing surface by the mere action of the material 
under the shearing test. It takes a strong pull, sometimes, 
to draw the cork out of a bottle. There Is no element of 
shear in it, but If this friction were combined with a small 
shearing strength, the sum woukl be an apparent shearing 
strength of no small value. 

In another set of tests constrained beams were used. 
These beams were so short that but little in the way of 
beam stresses could be expected, especially because the 
edge of the load and the edge of the support were almost 
vertically over each other. But the induced stresses of 
(3) would be very clearly a possibility in these tests. The 
crowding of the material would add a false element to the 
apparent shearing strength which would be of unknown 
value. 

The features of these tests that render the applicatioD 



of thetr results to destgn not only questionable but dan- 
gerous are these: (a) The test speciments do not resem- 
ble anything in which concrete is used practically, (b) 
The loads applied on the specimens, instead of being flexi- 
ble and taking the shape of the deflecting part, were in 
themselves rigid for the entire extent of their bearing on 
the concrete, (c) There is scarcely any case in practice 
where shear, pure and simple, is exerted on any part of a 
structure in concrete. This last is emphasized in the futile 
attempts to manufacture a condition where simple shear 
occurs. In view of the fact that simple shearing action is 
not a structural possibility, it is not clear why strenuous 
attempts should be made to approach it in test specimens. 

Concrete is unlike steel in that it is 5 or 10 times as 
strong in compression as it is in tension, whereas structural 
«teel is about equally strong in either. Steel is little af- 
fected in its shearing strength by the simultaneous occur- 
rence of tension or compression. The principles of design 
employed in steel beams and girders must therefore be 
modified before they can be applied to the design of rein- 
forced concrete beams. 

Concrete is further quite different from wood, in that 
the latter, while it possesses great tensile strength in the 
direction of the grain, and large compressive strength in 
the opposite direction, has very little tensile strength at 
right angles to the grain. The shearing strength of wood 
in a direction parallel to the grain is small, because of the 
little tensile strength normal to the grain. If wood were 
tightly held together with tension bands, its apparent 
shearing strength parallel to the grain would be largely 
increased. 

About the only common structural material that con- 
crete resembles is cast iron. The tensile strength of the 
latter in all directions is only a fraction of its compressive 
strength. The practical value of cast iron in shear is 
ebmpavatively small because of its weakness in tension, 
and yet, no doubt, in a restrained beam of short span a 
block of cast iron would resist a high sheanh^: strain, 
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The term "practical shearing strcagth" is here used not only 
to distinguish from the theoretical but also from ideal 

It is next to impossible to eliminate tensile stresses in 
concrete beams and slabs, and shear failures will be ac- 
companied in general by tension failures. They will be 
so closely associated together that it will scarcely be pos- 
sible to separate them. In fact shear and tension must 
be considered as generally acting together in beams. A 
practical working unit stress for shear in beams should 
take into account the ever present tension. Building ordi- 
nances rightly prescribe low units for shear. Reinforcement 
of beams against shearing stresses, as very often practiced, 
is not rational. 

In Fig. I we have a simple beam uniformly loaded. The 
load in this case is of course flexible and will take the 
shape of the deflected beam The shear increases from 
the center of beam to the support. Herein is this beam 
essei^tially different from a test beam in which the load 
is a rigid block the length of the beam and in which the 
shear is all confined in a narrow space between the edge 
of the block and the edge of the support. The beam in 
Fig. I represents actual conditions. 

The load between B and F can be assumed as carried 
on the surfaces AB and FG, CD represents ^ of this load. 
This may be resolved into CE and ED, ED is the shear 
along the surface AB, CE is tension on the same surface. 
The critical point in the strength of this beam is the ten- 
sion on the surface AB, If this tension becomes too great 
on this section the beam will fail. It is, of course, a ten- 
sion failure, but in practice it is interpreted as a failure 
in shear. In considering the design of a beam it is held to 
be weak in shear in a section near the ends, because of 
the known tendency of beams to fail in a line approxi- 
mating AB. 

In order to find the value of the angle X to give the 
tension on ^ B a maximum, assume a depth of beam i-io 
of the clear opening, as shovm in Fig. i* Atstime abo a 
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width of beam of i ft. From the trigonometric relations 
we find 

CE = CDco8X. 

BvLtC D = wL (54 — i-io cot X). 

Hence C £ = (^4— i-io cot X) wL cos X. 

If we divide this value of C £ by the length A B (equal 
area of section in tension), we have 

Unit tension on /4 B = (5 sin ;r cos x — cos' x) w. 

Taking the differential coefficient of this expression for 
the unit tension and equating the zero we obtain, after re- 
ducing 

5 cos 2 JT = — sin 2 X, 

From which we have 

jT = 50 deg. 40 min. 

This is the angle which gives a maximum tension on 
the section A B. From this we have a unit tension of 
2.05 w. 

The end shear worked out in the ordinary way, is 5 w. 
Thus in this case the unit strength of the beam in simple 
shear is for practical purposes 2^ times its tensile strength. 
It would, in fact, be less than this, because the shear D E 
in Fig. I is acting at the same time, and shear acting in 
conjunction with tension will lessen the tensile value. 

Using Merriman's formula for combined shear and ten- 
sion, in which the resultant unit tension equals H of 
the direct unit tension plus the square root of the sum 
of the square of the unit shear and ^ of the square 
of the direct unit tension, we find for this case a result- 
ant unit tension of 3.73 w. Comparing this with the 
unit shear found in the ordinary way (the reaction of 
beam -r- area of vertical section, or 5 w), we find that the 
unit strength is for practical purposes i 1-3 times the ten- 
sile strength. 

If, instead of making ^e depth i-io of the ^an, it be 
made 1-20 of the span, we find after a process similar to the 
above, 10 cos 2 jr ~ — sin 2 jr, or ^r = 47 deg. 51 mia 
The unit tension is found to be 4.53 w. The unit shear, 
found in the ordinary way, is 10 w. Hence the imit shear- 
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ing strength is, for practical purposes, about a^ times the 
unit tensile strength, or about i% times, when reduced for 
combined shear and tension. Most beams will be found 
to be between i-io and 1-20 of tke span in depth. It would 
be found that in beams less than 1-20 of the span in depth 
this apparent shearing strength approaches closer to the 
tensile strength, but it is in deep beams where the shear- 
ing strength plays the most important part As pointed 
out in an article in this journal, published Jan. 15, I907> 
the critical depth of beam from the standpoint of shear is 
I -10 of the span and over. The capacity of a shallow beam 
in bending is not sufficient for it to carry load enough to 
tax its capacity in shear. 

Other forces are of course at work in the beam, and 
these may tend to alter the line of failure, so that it would 
not coincide with A B in the figure. Tension in the lower 
part of the beam begins to make itself felt a little away 
from the support. In beams where the bottom reinforcing 
rods stop at the support, and therefore lack arithorage, the 
combination of this flange tension and the diagonal tension 
may reach a maximum a short distance from the support 
If a beam is continuous or restrained at the support, there 
will be compression at the bottom of beam near the sup- 
port, and this too will tend to make the line of £ailar« or 
weakness some distance away from the support. 

Fig. 2 is a composite sketch showing die cracks in a set 
of 10 beams tested by the writer. The diagonal cracks are 
very plainly chardcterittic and ^otw cledirfy the weakness 
of reinforced concrete beams in this respect These beams 
were reinforced with straifl^t horizontal rods near the 
bottom and with rods across the sui^>ort to take the con- 
tinuous action. They were also reinforced with sOH;;^)led 
shear bars, that is» small vertical bars, or rods stnmg along 
the reinforcing rods 

In ''Proceedings of the Atteticaii Sodety for Testing 
Materials/' Vol IV, p. ^, Prof. F. E. Tunteaure de- 
scribes, some test betms which were 6x6 in. and 60 in. in 
span, reinforced with stirrups^ spaced 3 in. apart' On 
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page 507 Prof. Turncaure says: "In but a few cases was 
the failure free from the influence of shearing stresses, but 
the rupture usually occurring outside of the load and on 
a diagonal line." The stirrups referred to are supposed 
to reinforce the beam for shear. As will be noted, these 
test beams were of a depth i-io of the span. They were 
therefore of a depth where shearing stresses begin to play 
an important part. 

Another characteristic in the behavior of the beams rep- 
resented in Fig. 2 is the horizontal crack just above the 
reinforcing rod These beams were too narrow and were 
consequently lacking in shearing strength, in a plane just 
above the rods, to take the horizontal shear or the grip- 
ping force of the rods. This corresponds to horizontal 
shear in the web of a girder, the stress that the flange rivets 
must convey from web to flange. The beams of which this 
sketch is a composite were designed as T-beams, including 
in their calculation the floor slab. Thus the lower part of 
the beam di8 not have enough concrete to take care of the 
stresses in the steel. When it is considered that the load 
upon the beams was only that which the designer intended 
should be the safe carrying capacity, the T-beam is seen 
to be weak on account of a narrow stem that does not 
conUin enough concrete to take the horizontal shear above 
the rods. Some of these beams, under the test load, showed 
only vertical cracks starting at the bottom of the beam and 
taking in the reinforcing rod. One beam had 16 of these 
cracks in its length, another efvidence of the weakness of a 
T-beam. 

The shearing stress just above a horizontal rod in a 
reinforced concrete beam does not have the assistance of 
any initial compression to relieve the effect on the concrete. 
There is, further, not any crowding of l!he material to make 
failure less liable. Reinforcement with short diagonal or 
vertical rods either attached to the horizontal rods or 
looped over them, could only take this shear by localizmg 
or concentrating the stress at these rods and introducing a 
new element of weakness. 
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It is a remarkable fact that if we apply Merriman's for- 
mtila for combined shear and tension and make the tension 
zero, we find that the tensile tmit stress due to shear alone 
is equal to the shearing unit stress. It would follow, then, 
tfaat in the case of horizontal shear above reinfordng rods 
the shearing strength is equal to the tensile strength of con- 
crete, in the light of this fact a T-beam having horizontal 
rods, with its narrow stem and large percentage of steel, 
is a most absurd and inefficient, as well as tmscientifiC; 
form of construction. 

Fig. 3 shows several ways of reinforceing a beam for 
shear. That shown at (a) is faulty on account of the sharp 
bend in the reinforcing rod (the one bent up toward the 
support). Failure could occur on the diagonal line by 
simply pulling a short length of rod out of the concrete. 
At (b) and (c) failure could occur by the pulling out of a 
short end of one of the ''shear rods.'' Explanation of how 
these shear rods act to reinforce a beam in shear seems to 
be lacking in technical literature. A rod, to be effective 
in taking stress, must either be anchored at the end by 
a nut and washer, or some equally effective means, or must 
be buried in concrete for some distance beyond its point 
of usefulness. It is conceded that a mesh of overlapping 
rods will be some aid in resisting shearing stresses. As an 
economic proposition, however, this means of reinforce- 
ment is a failure. 

A steel rod in shear, that is, shear in the steel, stress at 
right angles to the axis of the rod, is an absurdity. Con- 
crete would not stand the side force of a rod against it 
that is stressed in shear to anything like a reasonable safe 
value in the steel. 

In Bulletin No. 12 of the Illinois Engineering Experiment 
Station the results of some tests on T-beams are given, 
which illustrate shear reinforcement with vertical rods. In 
the beams the tests of which are there described all of the 
portion of the beam in shear, namely, the end thh-d at eacb 
end, is reinforced with 5^ in. U bars 6 in. apart. There is 
;ibottt 2pp in. of }4 in. corrupted bars in the stirrups alon< 
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m a beam of to ft. span. This steel would weigh 14 lt>« If 
the 4 fi-iti. plain round rods found in one beam were curved 
up and run through a washer plate at ends of span, 2 nuts 
on each end of each rod and 2 washer plates 5-16 in. thick 
and 7 in. by 5 in. would not weigh as much as these stir- 
rups. Further, these parts would not be of special steel 
Such a detail would give a positive and scientific provision 
against shear. In a line of continuous beams rods curved 
up add scarcely any length or cost. Commenting on these 
tests it is significant to note that the unit shears given by 
Professor Talbot as existing at first diagonal crack run 
from 180 lb. to 302 lb. per sq. in. In the writer's opinicm 
these show where the concrete failed in shear, or tension 
due to shearing action. After this failure of the concrete 
the stirrups were brought into play, as it would be generalfar 
necessary for some "give" to take place in the concrete be- 
fore the U bars would have a working bearing on the hori- 
zontal reinforcing bars. This is equivalent to reinforcing 
a detail in steel work with a bent plate that will come into 
action after the main detail fails or slips. Of course a 
beam is stronger with a system of shear bars in close spac- 
ing than it would be without. The writer believes, however, 
that shear bars are neither an economic nor a scientific 
method of reinforcing a beam. 

None of the tests in Bulletin No. 12 failed by shear, and 
some of them stood double the load required to give the 
first diagonal crack due to shear. It is a precarious sort 
of construction, however, that entails a system of cracks 
in the concrete before it can be brought into play. A load 
that Would produce the first crack in the concrete wouH 
not be a safe load on a beam. If a given load causes cracks 
in a beam it can scarcely be said to be in any better case 
under a great number of repetitions of that load, than is 
a member subjected repeatedly to stresses nearly equal to 
the elastic limit- We know that the latter would eveotv- 
ally cause failure. 

It is common to hear the system of horizontal bottom 
flange rods and vertical or diagonal shear rods sooken o£ 
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as a truss sjrstem and to hear comparisoos made with a 
steel Pratt truss or a wooden and steel Howe truss. Now, 
since, as stated, the shear rod must have anchorage of some 
sort outside of the point where it can take any stress, we 
can rc^esenl these so-called Howe or Pratt trusses as 
shown in Fig. 4 at (a) and (6) respectively. The heavy 
lines represent the compression members, or in other words, 
the concrete acting in compression. The light lines repre- 
sent the tension members, or the shear rods. These are 
good from the point where they are attached to the rod 
to the point beyond which they have an efficient anchorage. 
It does not take much imagination to see what would 
happen to a truss on the lines of either of these. And yet 
these are true representations of just what we find in rein- 
forced concrete design as used in practice and as sanctioned 
in some of the best works we have on the subject. These 
abbreviated tension members must of necessity be aided by 
tension in the concrete, the most unreliable factor in its 
strength. 

Fig. 3 at (rf), shows a beam reinforced for shear in a 
manner that is rational and meets all requirements. If this 
beam were cracked, the rod could not pull out because of 
the anchorage. If the beam be one in a continuous line, 
the rod could pass into the next span for anchorage, acting 
in that span at the same time as reinforcement for the top 
flange to take the stress due to continuity. This sort of 
reinforcement is needed in beams less than i-io of the span 
in depth. 

To return to a discussion of the tests made at the Uni- 
versity of Illinois. There are some features about the re- 
sults of these tests that it is instructive to note. Average 
values do not count for much where diere is a wide range 
of results. For example, if there is a difference of 100 per 
cent between the lowest and the highest result, and if the 
«i«vi is midway between these, a design made on the basis 
of the mean value with a factor of safety of 4 will have 
a factor of safety of less than 3 on the basis of the lowest 
V^u^ Often there is a difference of several hundred per 



cent in the result of tests on suth ancertainttes as bendmg 
and shear m wood, shear in concrete, etc. Designs on the 
basis of mean values may thus have a factor of safety that 
is half fictitious, for the lowest value is as apt to be found 
in the finished structure as the highest or as the mean. 

Among the punching tests on plain plates there is one 
that shows a shearing strength, at first crack, of 142 lb. on 
1 :3 :6 concrete. One test on i :2 .4 concrete shows 213 lb. 
per sq. in. at first crack. One recessed block of i :3 :6 con- 
crete shows 258 lb. per sq. in. at first crack, and one of 
1 :2 '.4 concrete shows 332 lb. One reinforced recessed block 
of 1:3:6 concrete shows 496 lb. per sq. in. at first crack 
and one of i :2 14 concrete shows 668 lb. One restrained 
beam of i :2 .4 concrete shows 7^$ lb. per sq. in. at first 
crack. These results run from y2 to % oi the ultimate 
shearing strength found. It may be true that all of these 
low values were the result of tensile stresses due to beam 
action. If this is true in a test where every effort is made 
to eliminate beam action, how can anything else be ex- 
pected in practice? 

Turning now to the ratio between ultimate shear and 
ultimate compression we find it to be as low as .37 for plain 
punched plates, .39. for recessed blocks, ,(i^ for reinforced 
recess blocks, and .44 for restrained beams. In some tests 
the apparent ultimate shearing strength was more than the 
ultimate compressive strength. This wide variation shows 
the uncertainty in shearing strength of concrete, to which 
reference has heretofore been made. 

A fair average value for tension in i :a :4 concrete is 
about 200 lb. per sq. in. Using i 1-3 times this as a basis 
for shear 40 lb. and 50 lb. per sq. in. are seen to represent 
factors of safety about 6 and 5 respecttvdy. These factors 
are not any too large, in view of the uiicertaiaty exhibited 
in concrete in shear and tension, for use in the desiffn of 
beiinu. 
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The Design of Reinforced Concrete 
Columns. 

The strength of a plain concrete column is largely deter- 
mined by the shearing strength of the concrete. In Fig. i, 
at (a), is shown a column carrying a load P. If this be re- 
solved into C B and C A, the latter will be compression on 
the surface M N and the former will be shear on the same 
surface. The angle y to make the unit shear on jif iV^ a 
maximum will be 45 deg. and the intensity of that unit 
shear is just half the unit compression on the column. Two 
planes of failure may meet as at (&)» forming a wedge. 
Th« point of the wedge may be crushed, or the wedge may 
act to split the column. This bulging or splitting action 
is a common failure in wooden columns, on account of the 
weaka^s of wood in shear. It is also a tjrpical form of 
failure in concrete columns. The wedges or cones may 
form at the ends and split or bulge the entire column. At 
(r) is shown the futility of reinforcement with longitudinal 
rods of small diameter. These will bend if the column 
bulges, and will be of little use. In cubes under test the 
cones will meet, either apex to apex or base to base, and 
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SHOWING BULGING ACTION IN 
COLUMN. 



orfy comers will be flaked or spawled off by the shear, 

leaving the core in compression; hence the fallacy of rer 
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lykif on tests on asbea to detenmne the c(^napresmvc 
strength of plain concrete shafts or columns. 

In laboratory tests, plain concrete columns of 5 or 10 
diameters in length will sustain moderately high compres- 
sive stresses. This is because of the centric application of 
the load. The shearing strength of concrete in a plane 
which is at the same time subject to compression is very 
much greater than if there is tension instead of compres- 
sion, acting on that plane ; it is also greater than if there is 
no stress normal to the surface. The friction between the 
surfaces due to the compressive strength adds an apparent 
shearing strength to the actual shearing strength of the 
concrete. It is also true that columns reinforced with lon- 
gitudinal rods, in laboratory tests, sometimes show mod- 
erately high compressive strength. This may also be at- 
tributed to the fact that the load is applied exactly in the 
center of the column. 

Only a small shifting of the load on a plain concrete col- 
umn, or one reinforced with longitudinal rods, is necessary 
to bring into play the weakness of the concrete. When the 
center of gravity of the applied load on a square column is 
more than 1-6 of the diameter from the center, or when 
that on a circular column is more than H of the diameter 
from the center, there will be tension on the extreme fiber 
of the column. The shearing strength, which is the crit- 
ical factor in the strength of the column, is immediately 
weakened when the compression is removed and both shear 
and compression become of double intensity on the other 
side of the column. The bulging action ilfaistrated in Fi^. 
I will be augmented by eccentric loading. 

Eccentric loading of columns in buildings is the rule and 
not the exception. In tests it is the rule to apply loads 
centrally. It is of utmost importance that reinforced con- 
crete columns be made capable of resisting eccentric loading 
or flexure. 

Concrete columns with longitudinal rods embedded in 
them are not efficient and are not ratidntt) design, for tkt 
fallowing reasons : 
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(1) The a^mrni is a composite of steel and concrete^ 
and not a true reinforced concrete column, as the steel must 
be chiefly in compressicm. 

(2) There is no way to determine, even approximately, 
tiie respective amcmats ol the load that the steel and the 
concrete will bear. The use of the moduli of elasticity of 
the two materials is no aid, on account of the fact that the 
concrete tends to ^irink and shorten, leaving the steel rods 
longer than the normal unstressed concrete. 

(3) If the rods are near the surface of the concrete, 
they can more easily break out under the bowing action of 
direct compression or the bulging action of dii^onal shear. 

(4) If the rods are near tl^ center of column, they will 
be of no aid to resist flexural stresses due to honscmtal 
forces or to eccentric loading. 

(5) Longitudinal rods offer little or no resistance to 
longitudinal splitting or bulgmg of the o^umn. 

(6) The rods cannot take diagonal shear withottt over* 
stressing the concrete. 

The asstm^tion that they can take shear, in amounts of 
anywhere near die capacity of steel to carry shear, is sim- 
ply untenable and absurd, in spite of recognition in build- 
ing codes and regulations. If, for example, we assume a 
shear of 12,000 lb. in a rod i in. sq., there must, of neces- 
sity, be a bending moment in the rod. Now the square rod, 
at 24,000 lb. extreme fiber stress, would take a bending 
moment of 4,000 in.-lb. The lever arm of the i^^ooo lb, 
would then have to be only 1-3 of an in. The force of 
12,000 lb. applied on the side of a square rod in a length 
of 1-3 of an in., or on several times this length, is beyond 
the power of concrete to withstand. 

(7) A plas^e ol deavage, espeqially if it be a sloping 
one, such as a joint left where pouring of concrete ceases 
for a while, will leave a. weak section and vitiate to a large 
extent the factor of safety, 

Compiirison ol a reinforced concrete column with a ated 
C0\uma as a baiBis of design ts misleading, heeanse of die 
fact ths^ steel is veiy strong in tension and titerefare oapcrf^ 
372 



of resisting bending Besses. Qist iron coltumis were for- 
merly proportioned on the basis of 11,300 lb. per sq. in. 
(reduced for length). Full size tests imade sonie years ago 
(see Eng. Record, June 11, 1898) showed this unit to be 
too high and that a proper unit is about 7,600 Ib^ reduced 
for length of column. The compressive strength of cast 
iron in short blocks is about 100,000 lb. per 8q« in^ bat on 
account of the low tensile strength, and consequent low 
shearing strength, the safe unit in columns has but a remote 
relation to the compressive strength in short test pieces. 
An exactly similar condition exists in columns of plain con- 
crete or of concrete that is not reinforced, with a view of 
relieving it of all tensile strains and of excessive shearing 
strains. 

Practical experience has proven the inability of concrete 
columns in which small rods are embedded to carry heavy 
loads. The practical experience referred to is the failures 
of buildings that have recently occurred. 

When a small section of a building falls, the failure may 
be attributed to a local cause, generally a fault or defect 
in the beams. When a general collapse of a large section 
of a building occurs, it is probable that the failure is due to 
weakness in the columns. If one beasn fails, it ought not 
to bring down with it much of the rest of the structure. 
When a column fails, it lets down a large section of the 
floor; and if the other columns have the same weakness 
they will follow. The great weight falling on lower floors 
will overload these by the shock and add to the extent of 
the failure. 

In a failure that occurred some years ago, the reinforced 
concrete roof of a large building fell in on account of the 
concrete not having set before the forms were removed. 
The weather was very cold, and the concrete froze instead 
of setting. TMs great weight falling did not affect the 
floors below and did not affect the columns supportmg 
them. The eohnfms had steel sphrals and longitudinal rods 
wired to them. The btoms and girders, while not ideal in 
design, had rods across the supports to tie them together. 
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Recently two large buildmgs being constrticted exhibited 
such serious weakness that large sections of them col- 
lapsed. The colamns of these buildings were made of con- 
crete with some longitudinal rods through them. The safe 
strength of such columns cannot be said to be intimately 
related to the compressive strength of concrete in cubes; 
and yet the unit compression, in some cases, for dead load 
alone, was in the neighborhood of ^ of the intimate com- 
pressive strength of concrete cubes. Cbmpare the ulti- 
mate strength of cast iron with the unit used in a properly 
designed column. 

Square concrete columns in which Icmgitudinal rods are 
placed near the comers, and these rods tied together by 
straight rods or bands, are a step in the right direction. 
These horizontal ties will resist the bursting or bulging 
tendency of the load; but as this tendency is in all direc- 
tions, it will act to make the square formed by these ties 
into a circle. The outward force at the side of the square 
is not adequately resisted. The metal is not economically 
disposed. It is somewhat analogous to a square vessel con- 
taining a Ikiuid. A round or cylindrical vessel will require 
much less metal and will be more rigid. 

It follows, then, that rational design of reinforced con- 
crete columns demands not only longitudinal reinforce- 
ment to take flexural stresses, but circular reinforcement 
to take the bursting or bulging forces due to diagonal 
shear. Columns so designed have proven under test to be 
the strongest of all known forms of reinforced concrete 
columns. 

A steel cylinder filled with concrete would meet the re- 
quirements most completely. Concrete will stand very 
great pressure thus confined, even to the extent of being 
forced out of shape and still retaining its adhesion. Col- 
umns so designed, however, do not seem to be suitable for 
ordinary construction. 

Flat bands in hoops or in a coil, having a diameter 
somewhat less than the column, so that t^y w^l be sur- 
rounded by concrete, in conjunction with longitudinal rods, 
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would seem to be a near approacji to the cylinder filled with 
concrete. Concrete, however, will not grip flat bands as 
it will round and square rods and will not adhore as well 
to them. There will be the tendency of the concrete to 
break of! outside of the bands, especially if the space be- 
tween bands is small. Columns thus reinforced will take 
very heavy loads. 

A practical objection to bands for reinforcing hoc^ or 
spirals is that it is more difficult to puddle the concrete 
around them and make it fill the voids outside of the bands. 
Another objection is the greater liability of concrete to 
break off the flat bar under the heat of a fire and thus ex- 
pose the steel to the heat. Bands would have to be welded, 
and a weld in steel is more or less of an uncertainty. 

A good and efficient column is made by reinforcing a 
rouild or an octagonal column with a coil made of a sqiiare 
rod and with 8 longitudinal square rods wired to the same, 
just inside of the coil. The purpose of the Imigitudinal 
rods is to take flexural stresses, that is, to relieve the con- 
crete of longitudinal tensile stresses due to any side force 
or any tendency to bow at the middle of the height of the 
column. The steel thus used is rationally employed, as it 
takes tension that would otherwise come on the concrete. 
These steel rods should not be counted upon to take any of 
the direct load of the column, because of the fact that tests 
show that such rods alone in a concrete column offer little 
or no assistance to the concrete. 

When a concrete column is under compression, its length 
is diminished and its diameter is increased somewhat The 
steel coils come into play by this tendency of the column 
to increase in diameter and are therefore in tensioxL 

In a series of tests made by M. Consldere, hooped con- 
crete prisms showed very high compressive strengths. 
They insrther showed a regularity in the matter of breaking. 
Plain concrete prisms broke suddenly, whereas hooped 
prisms would hold together after partial failure l»d oc- 
curcd and would sustain great loads in this condHioa The 
Imm e nse advantage of this toughness in a columa is veiy 
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tnanilest, and it is the strongest ar gument ior hooped col- 
acnns. It is plain that partial failure in a coHimn witli oi^y 
small longitudinal rods in it would be a matter of very 
serious moment. The possibility of shrinkage cradcs in 
concrete must always be kept in mind. Longitudinal rods 
in a column offer no safeguard whatever against sudi 
cracks, whereas in columns reinforced with a ^ral or 
hoops in addition to longitudinal rods, cracks are of no 
serious consequence. 

Tests made at the Watertown Arsenal in 1906 on col- 
umns 10 to 12 in. in diameter and 8 ft. in height, corrobo- 
rate the results of the tests made by G)nsidto. They show, 
in general, that as hoops approach each other the ultimate 
strength of the column is very greatly increased. 

A basis for determining the size of the rods in the coil 
is found in analogy of the column to a tube containing a 
liquid under pressure. The stress in the rod corresponds 
to the annular tension in the walls of the tube Under the 
ultimate pressure the concrete would be in a disintegrated 
state and would resemble sand. In this condition it would 
exert a lateral pressure, but not a pressure equal to that 
exerted by a liquid under the same force. M. Consic^re 
found that the lateral pressure was K>-48 of that of^ the 
longitudinal pressure in disintegrated omcrete and m sand. 

If, at failure, there is a lateral unit pressure correspond- 
ing to 10-48 of the compression in the direction of the axis 
of the column, we can assume that the same relation holds 
true under safe loads. Whether or not it does hold true is 
of little consequence, so long as it is certain that this as- 
sumed stress in the steel is not exceeded, it is a sound basis 
for finding the size of coil for the following reason: 

Suppose we have a column which, under tests, has dis- 
integrated so as to be practically like sand in the matter of 
exerting lateral pressure. The lateral unit pressure will 
be 10-48 of the unit compression, and this, on rods strained 
to their ultimate usefulness (the elastic limit, as usually 
conceded in reinforced concrete work), would give a con- 
dition where the ccmcrete and steel are consistently propor- 
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tibned. Now, if a factor of safety be applied, both to the 
stress in rods and the compression in concrete, the consis- 
tency of the design is maintained, though the actual stress 
in the steel is not thereby definitely determined. Suppose 
that it were known that the rods in some construction were 
not stressed much until 9-10 of the ultimate load were upon 
it, and that they then suddenly received their load. We 
would not have a consistent design unless the ultimate 
strength of the rods corresponds with the ultimate strength 
of the structure, in spite of the fact that the actual stress 
in the rods under a safe load on the structure may be small 
and indeterminate. It is conceivable that in a reinforced 
concrete beam the concrete, in some cases, takes nearly all 
of the tension up to its ultimate strength, and that in the 
case of stress above its ultimate strength the stress at the 
cradc is imparted to the steel in its entirety. This may be 
the explanation of the fact that beams sometimes show no 
cracks on the tension side under stresses which, if con- 
centrated in the reinforcing steel, represent elongations 
that would overtax liie integrity of the concrete. Granting 
for the sake of argument that this is the case and that 
under safe loads, with perfect concrete, the steel is under 
very little stress, and that the concrete in tension is doing 
practicdly all of the work; it can by no means be con- 
strued as warrant for proportioning the steel for this ideal 
condition. Laboratory tests, both on beams and columns* 
lead to conclusions such as this, because of the ideal con- 
ditions that prevail in the manufacture and testing of speci- 
mens. 

Practical design must take into account actual conditions 
in practical construction and practical defects that are liable 
to be incorporated in a structure. 

In a hooped column or one reinforced with a spiral, a 
condition nuiy exist that is aiialogous to that just postu- 
lated of a beam. It is therefore in reason to proportion 
the iteel m a column as though it took all of the tensile 
stress tending to bulge or burst the column, just as we 
proportion the steel in a reinforced concrete beam to take 
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all of the tensile stresses that might cone on the concrete. 

An assumption, such as that made in a recent work on 
reinforced concrete^ namely, that a colmnn lUia a compresr 
sive strength due to the strength of the concrete alcme in 
compression, and anodier comprcssiye strength dtie to the 
hoops or sinrals, b untenaUe* Both of these supposed 
joint strengths would break down at once. They are sim- 
ply different phases of the same thing. The plain concrete 
alone would be weak as a oolunm, and the hoops or spiral 
alone would be absolutely useless as a column. The hoops 
supply what the concrete needs to hold it together. The 
concrete between the hoops is simply plain concrete. No 
quality is imparted, by the reinforcement, to the concrete 
between die coils that it does not possess in short blocks 
or discs. Hence a proper unit load would be a safe value 
for compression on short prisms of plain concrete. If the 
concrete be the standard 1:2:4 concrete generally used in 
reinforced concrete work, a proper unit in compression 
would be between 500 and 600 lb. per sq. in. 

It is true that in columns where the hoops are spaced 
close together the compressive strength of columns under 
test runs up to 5,000 and 6,oqo lb. per sq. in., just as thin 
discs of concrete would show correspondingly high unit 
strength. Close spacing of hoops, however, entails prac- 
tical difficulties in puddling the concrete around the bars, 
and the almost continuous cylinder of metal forms a cleav- 
age surface from which the concrete is apt to break away. 
This last might result from ordinary changes of temper- 
ature, and would be a strong probability in the case of a 
fire. 

In the work <mi reinforced concrete above referred to, 
the author, while finding a compressive strength in a set of 
loose hoops, or a flimsy coil, apart from that of the con- 
crete which they are intended to reinforce, and in addition 
to the strength of that concrete, shows his lack of confi- 
dence in his formula by throt^ing his unit value with an 
empirical constant that almost cuts it in half. 

If we assume a safe load of 550 lb. per sq. ht artd a 
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hitentl pressure oi 10-48 of this m intensity, we have a 
basis for the determination of the tension cm a coil. Let 
the pitch of the coil be ^ of the diameter of the a^unm 
and let 

D = diameter of column in inches; 

d e= diameter of square steel rod in the coil, in indies. 

Equating the equiralent fluid pressure on tiie rod to its 
tension at 12,500 lb. per sq. in., we have 

650xi5.X^X^=12,50(k/» 
4o 2 o 



Solving we find 
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If we make the diameter of the coil % of that of the 
column, and the diameter of the square rod of which the 
coil is made 1-40 of the diameter of the column, we shall 
have close to 12,500 lb. per sq. in. on the steel. 

For the 8 rods which run the length of the coltunn we 
may assume the same lateral pressure and proportion the 
rods to take that pressure. Assuming that they would act 
to resist the outward pressure of the disintegrated concrete, 
at the ultimate strength of the column, we can make the 
rods of a diameter that they would take the stresses in 
bending, at a safe unit, due to a lateral pressure 10-4S of 
550 or IIS lb. per sq. in. The outward force per inch in 
the length of rod is 115 X ;r X i^ -^ 8. The clear span is 
% oi D less 1-40 D = i-io of D. As the rods are fixed 
ended, the bending moment is 1-12 of wf, or 

;i^_115^v.Z>V ^ 

^ — S^^ioo^ir 

Equating this to 

i25ood'» 4- 6 
the resisting moment of a square rod of a diameter <r we 
obtain 

38 
As this IS close to 1-40 of the diameter of the columiv we 
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may use ^e same size of square rods as that used m the 
coil. 

It is recommended, therefore, that reinforced concrete 
columns be made round or octagonal and that the entire 
area of the circle or octagon be considered as taking the 
load; also that the reinforcement be made of a coil of 
square steel rods of a diameter one-fortieth that of the 
column; also that just inside of this coil eight rods of the 
same diameter be wired to the coil. At the end of a coil 
the rod should lap a half a circle, as this would be about 55 
diameters. 

The unit of 550 lb. sq. in. would be used for lengths up 
to 10 diameters. Between 10 and 25 diameters the allowed 
unit pressure would be found by the following formula: 

^=670— 12-g. 

where p = allowed pressure per sq. iii^ 

/ = length in inches. 

i? = diameter in inches. 

Columns more slender than 1-25 of their length should 
be avoided. The same reinforcement should be used in 
all columns of a given diameter, so that flexural and ec- 
centric stresses will be taken care of in long columns. 

The practice of using such units as 1,000 lb. per sq. in. 
on concrete in columns is fraught with great danger. Lab- 
oratory tests on carefully prepared specimens under per- 
fectly central loading are not proper criteria for the de- 
sign of columns that have to take eccentric loads and in 
addition have to resist the wind loads tending to sway a 
building. A quality in columns that is very essential, es- 
pecially in high buildings, is toughness. High buildings 
of 12 to 15 or more stories require very large colunms in 
the lower stories, at units that are proper for concrete; 
hence some other kind of column may better be employed 
for the stories where very heavy loads are carried. A 
suitable column would be of steel latticed on two sides 
and filled and surrounded with concrete. Such a column 



could be made of two channels, either rolled or built 
Shelves could be riveted on to support the reinforced con- 
crete girders, and the lattice could be left out where the 
girder passes through the column. If girders or beams 
connect into all four sides of the column, brackets could 
be riveted on the side of the channels and holes left in 
the web for reinforcing rods to go through the colunm. 
Another kind of steel column could be made of four an- 
gles set back to back, but separated so that the reinforced 
concrete beams and girders can pass between. These an- 
gles could be connected by batten plates at intervals. Such 
a column, while it is objectionable in a plain steel column 
on account of having no web to transfer shear from one 
part of the column to another, would not have this fault, 
if it were completely surrounded with good concrete. 

Steel columns such as those referred to could be merged 
into reinforced concrete columns by allowing the coil of 
the latter to pass down over the steel section for a dis- 
tance. 

For a unit load on a steel column surrounded and filled 
with concrete a value much higher than for a plain steel 
colunm of the same section could safely be employed 
UnKs between 14,000 and i6yooo lb. per sq. in. would not 
be excessive, if the diameter of the concrete shaft is not 
less than a tenth or a twelfth of the clear height A 
division of the load between the concrete and the steel 
is not to be recommended because of the impossibility 
of determining how much each will take. 
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Dedgn of Dams and Use of Ckmcrete 

Therein. 

Structures for the impounding of water are among the 
oldest of engineering works. The forces acting t^on dams 
are in many ways among the simplest and most easily de- 
termined. It is a sad commentary on modern engineering 
to say that some of the worst calamities in which man was 
a causal agency have been the result of the overthrow 
of structures whose stability is a matter of the most 
elementary calculation and the forces against which are 
completely determinate. 

The writer makes diis preface to the present article in 
order to emphasize a factor that he believes to be the 
cause of many failures of dams, and because in all tech- 
nical literature there is, scarcely a mention made of this 
factor. The factor referred to is none other than the 
floating or bucyyant power of the impounded water. An 
offhand answer to this would be that water will not tend 
to float anything aot submerged. It is practically im- 
possible to seal the up-stream side of a dam against the 
admission of water under the dam» and the thinnest sheet 
of water, enterir^ the finest crevice, exerts the same up- 
lifting tendency on the under side of a dam that would 
be exerted in a large crack. Even if this upward pressure 
on the under side of the dam be diminished tmiformly to 
zero at the down-stream edge of the dam, where the water 
emerges, the effect of the pressure on the stability of the 
dam is the same as though the pressure of the full head 
were maintained for the entire width of the dam. It is 
true that this pressure can be diminished by under-drainage, 
but this would be apt to waste much water, and it is seldom 
resorted to. 

Much has been said of the suction exerted on tiie down 
stream face of a dam when water is spilling over it, in 
attempted explanation of failures. It is a dangerous theory 
that magnifies non-essrattals and overlooks essentials. 
There is a small negative pressure under the falling sheet 
of water, probably atnoutuing to as much as a strong wind, 
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in some cases, or even, in large dams, to a ;ioot or two of 
water on a portion of the face. But it has never been 
shown that this negative pressure actually equals the drop 
of the water head from the level of the main body to a 
point vertically over the crest of dam. Now it is this 
head of the main body of the water that should be used 
in proportioning the dam ; and, as the hydrostatic pressure 
on the bade of the dam is measured by the head at the 
crest, there is this margin of the difference between these 
two heads that will be ample to cover both the negative 
pressure on the fece and the effect of the small flow in 
the main body. The effect of the flow is to add pressure 
on the back of the dam above that which would be pro- 
duced by the static head just over the crest, but, as only 
the upper strata of the water are in motion, the water has 
a velocity head or dynamic head only to a very limited 
degree. 

Impact of water on a dam is another element whose im- 
portance is probably overestimated. For a large body of 
water to impinge on the back of a dam it would have to 
advance with a front nearly vertical into an ^npty reser- 
voir. This would not even be approached except by the 
failure of a dam at a higher elevation. Floods have the 
natural effect of increasing the head and the static pressure 
on the back of the dam, and if the maxinmm level of water 
is known and the dam designed therefor, there should be 
no more fear of a dam failing than of a railroad bridge 
failing when it receives its full calculated maximtim load. 

The foregoing is not written to show that the design of 
dams is the simplest of operations. There are many dif- 
ficult problems in connection with their design, especially 
in such construction as earth dams and rubble dams. The 
greatest problem, however, is generally to come within the 
appropriation, and too often this is done by ignoring the 
most potent factor opposing the stability of the dam. 

In the design of dams the factor of safety, wi^ whtdi 

we are familiar in other branches of des^ing, has scarcely 

any meaning, at least as regards stability against over- 

turabig. With &ose stmctures where the factor of safety 
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plays an importaQt part there can not be said to be a point 
where a structure ceases to be safe and becomes unsafe 
or vice versa. In stability against overturning, however, 
there is a distinct line on one side of which a structure is 
stable and on the other side of which it is unstable. There 
is a popular notion, owing its existence to public school 
"philosophy," that an object cannot be overturned until, 
the center of gravity falls without the base. This is quite 
true of miniature objects, but a great wall of stone stood 
upon its comer would be disintegrated by the heavy pres- 
sure on that comer. Wifh all possible extemai pressures 
considered and the resultant of these pressures and the 
weight of the dam falling within or at the edge of the 
middle third of the base, the dam will be stable. If the 
resultant pressure falls without the middle third of the 
base, the dam will not be stable, as it will have a tensile 
or uplifting force sufficient to overcome its own weight at 
the upstream edge whenever the extreme condition is 
reached. This rocking of the structure is a distinct con- 
dition of instability. Opening of the joints on the up 
stream side of the dam is a menace to its stability, because 
it allows water at high pressure to get beneath the masonry. 
This water acts as a wedge to penetrate further. If the 
dam is not calculated to resist this lifting or buoyant pres- 
sure, its stability is seen to depend upon the sealing of the 
upper face against the admission of the water. Leaking 
of reservoirs is too common an occurrence to need any 
emphasis. That dams should be built, as they sometimes 
are, whose stability depends upon their watertightness, 
seems incredible, unless it is the result of ignorance. This 
latter assumption is probably not far from the truth in 
view of the paucity of information in technical works on 
the subject heretofore alluded to. 

Barring dams that are built in the form of arches, that 
is, with a horizontal curve in plan, dams are usually built 
of a £ew general shapes. As the weight of water is uni- 
formly about 62.5 lb. per cubic foot and that of masonry 
is generally about 150 lb. per cubic foot, it is a simple 
matter to determine a ratio of base to a height that will 
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resist all possible water pressure. It is also a simple 
matter to try any dam of known dimensions and see 
whether this ratio obtains. 

In order to judge of the stability of a dam of ordinary 
cross section the ratio of depth to height will be de- 
termined for a dam of rectangular cross section capable 
of resisting only the horizontal pressure against the wetted 
face, neglecting in this calculation the pressure on the un- 
der side of the rectangle. 

The unit pressure of water in every direction is the same 
at a given depth, an4 in amount is equal to the weight of 
a column or prism of water whose cross section is unity 
and whose length is the depth below the free surface of the 
water. Another principle of the pressure of fluids is that 
it is normal to the surface against which it is exerted. 
The determination of the stability of a dam amounts, there- 
fore, to finding its ability to resist easily determined forces. 
Assuming w to be the weight per cubic foot of water, the 
horizontal pressure per square foot on a vertical wall at 
a depth h below the surface of water is wh. The pressure 
increase directly as the depths so that the triangle of Fig. 
I represents the forces acting upon the wall or dam. The 
center of gravity of this pressure is one-third of the height 
from the base, and the amount, for one foot of length of 
the dam, is the area of the shaded triangle, or v^*-r-z. 
The overturning moment about the base of dam is 



2 '^ 3 6 

This moment must be resisted by the weight of the dam, 
and in order that there be no tension on the masonry the 
resultant of the horizontal force and the weight of the 
dam must fall within the middle third of the base. The 
lever arm of the weight of the wall must therefore not 
exceed one-sixth of the base. The moment of stability 
for one foot of length of the dam is then Wb*h -£- 6, where 
IV is the weight per cubic foot of the masonry. Equating 
the overturning moment and the moment of stability, and 
solving we have 
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Using 150 and 62.5 as the weights per cubic foot of 
masonry and water respectively we find that the base should 
be .65 times the height. 

A dam just capable at any horizontal section of resisting 
the static pressure of water whose surface is at the level 
of the top of the dam would be triangular in section. In 
Fig. 2 we have for the equation between the overturning 
moment and the moment of stability the following: 

~6 6 

From which we have 

x^ w 
Hence the width of the dam at the base should be about 
.65 times the height. This is seen to be the same as for 
the rectangular wall, though the amount of masonry is 
only one-half as great. The reason that the moment of 
stability of the triangular wall is as great as that of the 
rectangular wall is because the center of gravity of the 
triangle that is cut away is directly over the center of 
moments. 

A dam would of course not come to a point at the top 
but would have some width. Masonry added to increase 
the width at the top is well placed, as it increases the mo- 
ment of stability. A form of cross section very often 
used has the down stream face curved, as in Fig. 3. This 
does not waste masonry in the third of the base where 
weight does not count for anything in stability. This toe 
of the dam must, however, be strong enough to resist the 
forces induced by the tendency to overturn. 

Turning now to a consideration of the proportions of a 
dam that will resist not only the horizontal pressure of 
the water but also the upward pressure from beneath, we 
have a representation in Fig. 4 of the forces acting on such 
a dam. We might assume that the pressure of the water 
beneath the dam gradually diminishes as it works its way 
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toward the toe of the dam. The lower shaded triangle 
would represent the upward forces against the base of the 
dam. It will be seen that the moment of a rectangle of 
altitude wh about the center of moments is the same as that 
of the triangle shown, hence it is immaterial whether or not 
we assume a diminution of pressure. 

The total overturning moment equated to the moment 
of stability gives us. 

Using the same weights as before for water and masonry 
we have 

^r_ 5 , 
A» 7 

The width of the dam at its base should therefore be 
about .85 times the height Of course making the cross 
section of the shape shown in Fig. 3 will increase the 
moment of stability, and the base need not be quite so wide. 
On the other hand if a height of water greater than the 
crest of the dam is anticipated, as is very often the case, 
the above relation would not be sufficient 

This ratio of height to base is derived merely to show 
what should be the approximate relation for a solid masonry 
dam capable of resisting aU of the possible forces against 
it There are not many dams that have a width of base 
.85 of their altitude and there are not many that are so 
thoroughly underdrained as to make this width unnecessary. 
A builder may take long chances on the probability of an 
office building or a highway bridge never receiving its 
load and be comparatively safe. But the pressure of water 
is something sure and determinate, and the integrity of 
a dam is something that ought not to be trifled witb- 

If the slope of a solid dam be made on the upstream face, 
while the pressure of the water will act partially to pre- 
vent overturning, the moment of stability of the masonry 
is neutralized^ As the water is of less weight than the 
masonry, the resultant stability is greatly diminished. If 
the slope of the upstream face were made 45 deg., the 
resultant pressure of the water would fall at the edge of 
the middle third. Such a dam, thoroughly underdrained. 



would not ne^d to depend upon the weight of the masonry 
for its stability. If the amount of masonry can be reduced 
by arching and the use of buttresses or counterforts, an 
economic dam may result. In case reinforced concrete 
slabs are used the reinforcing should be with round rods 
with nuts and washers on the ends and spliced with sleeve 
nuts, so as to reduce to a minimum dependence upon ad- 
hesion or bond. A good form of reinforcement is a com- 
bination of round rods and angles with holes punched in 
them to receive the rods and act as bearing plates or 
washers. Rods should have two nuts, one to bear against 
each side of the metal. Rods should also be used trans- 
verse with the main rods of the slabs, so as to tie the con- 
crete together in every direction. At the counterforts or 
walls supporting the slabs there should be angles through 
which the rods pass and to which also rods reinforcing 
the counterforts may connect This tying together of the 
entire structure adds greatly to its stability and safety 
and lessens the probability of extended failure, if a local 
weakness develops. The deep slabs that would be required 
in large dams should have a set of rods near the tension 
side of slab similar to the horizontal rods in beams and 
a set of rods that curve up about at the quarter points ; 
these are to take the shear and the continuous beam stresses 
of the slab. All of these rods should pass through angles. 
The entire system of steel reinforcement should be as 
rigidly braced and held in place as possible before con- 
crete is placed, so that the placing of concrete will not 
displace the parts. 

The reason that adhesion or bond should not be relied 
upon in a reinforced concrete dam is because water under 
pressure lessens the gripping power of the concrete. 

A reinforced concrete dam could be made with a vertical 
slab against th6 water sustained by counterforts or but- 
tresses on the down stream side. 

A daih must be stable against sliding on its foundation. 
If the foundation of the dam is in rock, notches should be 
cut in the rock so that slipping will be prevented by the 
rock itself. In general dependence should not be placed 
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upon a wall of earth to prevent slipping or a notch in an 
earth foundation because of the compressibility of earth. 
Assuming a coefficient of sliding friction of the masonry 
on the earth of 5^, the dam wouM be stable against sliding 
if its weight were twice the horizontal pressure of the 
water. Using the same unit weights as before, it will be 
seen by a simple calculation that a rectangular dam whose 
weight is twice the horizontal pressure of the water would 
have a width of .42 times its height A triangular dam 
would have a width or base .83 times its altitude. If water 
works its way under the dam, it will lubricate the surface 
upon which sliding takes place. The sliding out of large 
chunks of masonry in dams that have failed would indicate 
that this is a mode of failure to be looked for and guarded 
against. That such a failure may not take place locally it 
is important that dams be made of monolithic concrete 
and not of blocks of stone. It is also important that some 
steel reinforcement be used, even in solid dams, to tie 
the concrete together. Where ih the foundation of a dam 
the principal bearing surfaces against the earth are made 
normal to the resultant pressure, sliding is practically elim- 
inated, and settling would cause a uniform movement of 
the dam of a nature similar to the vertical settlement of 
a structure. These foundations must be deep enough not 
to cause upheaval of the earth due to the lateral pressure. 

In a dam with counterforts or buttresses inclined shafts 
could be made use of as foundations for the counterforts 
or buttresses to take the inclined resultant of the pressure. 
Being separated from the curtain wall in contact with the 
water these would not be subject to the buoyancy or the 
lubricating action of the water under high pressure. 

Anchor bolts in the natural rock to tie a dam down 
against uplift should be used with caution. A bolt dropped 
in a drilled hole and grouted is not the best kind of anchor. 
If steel bolts are to be used as anchors, it is better to ex- 
cavate expanding holes in the rock and fill these with con- 
crete around bolts suspended in them. 

Arched dams are sometimes made, which have their 
abutments in the rock on each bank of the stream. Such 
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dams are, of course, convex on the upstream side. The 
water acts as a horizontal load on the arch. The curve 
of the dam in any horizontal section should be the arc of 
a circle, as this is the shape of a curve of equilibrium for 
a uniform load normal to the extrados of an arch. The 
pressure around the arch at any given depth h is 62.5 hR 
per foot in the height of dam, where h = depth below sur- 
face of water and R = radius of arch in feet The arch 
could not be a true reinforced concrete arch, because the 
load is a constant one, and there is no bending moment 
to resist. It should, however, be tied together with rods 
runing horizontal and vertical to prevent the concrete from 
cracking. The unit compression on the concrete (which 
should be i :2 14 concrete of Portland cement and g^ood 
sand and stone) should not exceed 200 or 300 lb. per sq. 
in., because the concrete is in compression over the entire 
surface, and there is no reinforcement against diagonal 
shear. Steel should not be counted upon to take any of 
the con^>ression of the arch. 
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The Desig^n of Reinforced Concrete 
Chimneys. 

There are several problems that enter into the design 
of reinforced concrete chimneys, which are not usually 
found in text books on mechanics of materials. These 
will be laken up as a preface to this article. 

One of these problems concerns the position of the line 
of pressure on a hollow rectangular column of elastic ma- 
terial in order to produce only compression on the material. 
The rectangular column will be taken as one having out- 
side dimensions b and d and inside dimensions b' and d\ 
A central load P on such a column will produce a unit 
compression K as per the following equation: 
K = P-^(bd'-b'd') (I) 

If the load P be shifted a distance jr in a direction par- 
allel to the side d, remaining central in the rectangle in 
the other direction, it will produce bending in the column 
in addition to the direct stress. The eccentric load P may 
be considered as replaced by a central load P and a couple 
each of whose forces is P, one being located at the shifted 
position of the load P and the other being at the center 
of the column but opposite in direction from the other 
central load, thus neutralizing it. The effect on the column 
is then a couple which will produce a bending moment Px 
and a direct central load P. The moment will give ten- 
sion along one edge of the rectangle and compression along 
the other edge with uniform variation between. The sec- 
tion modulus of the hollow rectangle is (W* — b'd'*)-r-6d. 
Hence the extreme fiber stress K' due to the moment 
Px is 

K'=z(6 Pxd)^(bd'^b'd'') (2) 

When K = K\ there will be a condition of no stress at 
one edge of the rectangle and an extreme fiber stress at 
the opposite edge equal in intensity to double the unit 
compression due to the direct load P. 

For any given rectangle the value of x may be found 
by equating K and K' of equations (i) and (2) respec- 
tively and solving. This value of x will give the position 
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of a load that will give the condition named in the last 
paragraph. A load placed anywhere within a distance x 
from the center of column will produce only compression 
in the column. In a hollow square column or chimney 
whose external and internal diameters are d and d* re- 
spectively we find 

ir=(d« + d'«)--6d (3) 
The resultant pressure on the section of a hollow 
square chimney should then fall within this distance x of 
the center. 

When d* = o, that Is, when the section of the column 
is rectangular, x is one-sixth of d. This is the familiar 
proposition that the center of pressure in a rectangle must 
fall within the middle third of the hase in order not to 
produce tension on the extreme fiber. When d'=^d, 
X = 1/3 d, showing that when the thickness of the shell is 
small compared with the diameter the resultant may ap- 
proach a point one-third of the diameter from the center 
without producing tension on any part of the shaft. 

In a hollow circle whose external and internal diameters 
are D and £)' respectively, we find by a similar operation 



fO+§^) 



"^^^"-('+=^1 <« 



When D' =zo, xz=yiD, which shows that the center of 
pressure must fall within the middle quarter of the diam- 
eter of a solid circular shaft in order not to produce ten- 
sion on the extreme fiber. When D' approaches equality 
with D, X approaches ^ of D, showing that in a thin shell 
the resultant may fall within ^ of the diameter from the 
center without pro4ucing tension on any part of the section. 

Another problem that has a bearing on the design of 
chimneys is that by which the stress may be found in a 
system of rods disposed in a circle when subject to a 
bending moment acting on the circle. This will be solved 
through the medium of a thin tube in bending, which is 
still another problem useful in the solution of stresses in 
chimneys. The moment of inertia of a tube or circular 
shell whose thickness is /, and radius R, both in inches, is 
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IT l^ t, and the section modulus is therefore ir I^ t If 
we let K:= extreme fiber stress on the tube in pounds 
per square inch and M the moment on the same in inch- 
pounds, we have 

Mz=zKirR't (5) 
{M may be in ft.-lbs., K in pounds per square foot, and 
R and t in feet) 

Suppose now that the tubular shell is replaced with a 
system of rods equally spaced and disposed in a circle. Let 
n = number of rods. Then 2 it R-r-n is the space from 
rod to rod. The rod that is located at the point of max- 
imum extreme fiber stress can be considered as taking the 
stress that would come on the shell in an area equal to 
the spacing of rods by thickness of shell, or 2 ir R t-r-n, 
TTie stress on this rod is then 2 w R K f -f- «. Substitut- 
ing the value of K out of equation (5) in this we have 
for the stress S on the rod receiving the maximum stress 
S = 2M-^Rn (6) 

Equation (6) is remarkable. It is derived, as observed, 
only to be a close approximation for a comparatively large 
number of rods arranged in a circle. By trial it will be 
found to be exactly true for 12 rods, 8 rods, 6 rods, 4 
rods, and probably for any even number of rods above 
these numbers. This equation could be used in finding the 
maximum pull on the anchor bolts of a steel stack. It 
could be used in finding the stress on the bolts of a pipe 
coupling under bending. It could be used in finding the 
Stress on the rivets in the circular seam of a riveted pipe 
under bending, as in the case where the pipe spans an 
opening. 

Another problem that will need to be solved concerns 
the extreme fiber stress on a hollow circular section under 
bending. The formula for this case is 

M - .0982 (D* --- D"*) K -i- D (7) 

The calculations on a reinforced concrete chimney or 
stack involve the determination of the compression on the 
concrete or the dimensions necessary to keep that compres- 
sion within certain limits, the embedded steel required to 
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relieve the concrete of all tension, and the base necessary 
to give the required stability against the wind. 

In the stack shown m Fig. 2 it is desired to investigate 
the stability and to determine the amount of steel neces- 
sary to reinforce the concrete. The areas and weights 
are found to be as follows: 

Area upper section, 829 sq. in. = 5.76 sq. ft. 

Area middle section, 1021 sq. in. = 7.09 sq. ft. 

Area outer shell, lower section, 1583 sq. in. = 11.00 sq. ft. 

Area inner shell, lower section, 1021 sq. in. =r 7.09 sq. ft. 

Weights at 150 lb. per cu. ft. : 

Upper section 25,900 

Middle section 31,900 

Outer shell, lower section 66,000 

Inner shell, lower section 42,500 

Plinth, base 33,700 

Frustum, base 78,800 

Total weight of stack 278,800 

The moment of stability of the stack is 278,800 times 
one-sixth of the width of the base, or 697,000 ft.-lb. (The 
added weight due to the thickening up at section V Y is 
omitted here to simplify the calculations.) 

The wind loads (at 40 lb. per sq. ft. on one-half the 
projection of the cylinder) are as follows: 
Upper section, 40 X 5^ X 5-83 X 30 = 3,5oo lb. 
Middle section, 40 X 5^ X 583 X 30 = 3,5oo lb. 
Lower section, 40 X /^ X 7^ X 40 = 6,000. lb. 
The load on the upper section is applied 85 ft. above the 
ground, that on the middle section is applied 55 ft. above 
the ground, and that on the lower section is applied 20 ft. 
above the ground. The wind moments at the ground 
level are 

3,500 X 85 = 297,500 
3,500 X 55 = 192,500 
6,000 X 20 = 120,000 



Total 610,000 ft. -lb. 

At the base oi the foundation there will be added to this 
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moment 13,000 X 5 = 65,000, making the total 675,000 ft-tb. 
This is less than the moment of stability previously found* 
Hence the stack is stable against the wind. 

The area of the base is 225 sq. ft. Dividing this into 
the total weight found above we find a pressure on the 
soil of 1,240 lb. per sq. ft. When the wind load is applied, 
the pressure on the soil on the leeward edge is almost 
double this amount (It would be just doubled if the 
overturning moment just equaled the moment of stability.) 
A pressure of 2,400 lb. per sq. ft. is very low for ordinary 
soil. 

At the section XX the weight of the stack is 25,900 lb. 
and the compression due to dead weight is 31 lb. per sq. 
in. The wind moment at this section is 3,500 X I5 = 52,500 
ft. -lb. The concrete is able to resist a certain part of this 
without suffering any tension on the extreme fiber. The 
distance from the center that the resultant pressure may 
fall to give this condition of no tension is the value of x 
in equation (4). Solving for the section XX we find x 
is 1.30 ft. Hence (taking moments about a point x feet 
from the center of stack) the moment of stability of the 
stack, without relying upon the steel, is 25,900 X i-30 ^= 
33,700 ft.-lb. This leaves 18,800 ft.-lb. to be taken by the 
steel. 

At section YY the wind moment is 3,S00 X 45 + 3»Soo 
X 15 = 210,000 ft.-lb. The value of x is 1.27 ft, and the 
moment of stability of the concrete is 57^00 X 1.27 = 73^400 
ft.-lb. This leaves 136,600 ft.-lb. to be taken by the steel. 

At section ZZ the wind moment, previously found, is 
610,000 ft.-lb. The value of x is 1.64 ft and the moment 
of stability of the concrete is 123,800 X 1-64 = 203,000 ft-lb. 
This leaves 407,000 ft.-lb. to be taken by the steeL 

For the steel reinforcement we will take the neutral 
axis in the center of the shaft in all cases and allow the 
concrete to take whatever compression develops. The 
critical point is then the outermost rod on the tension side. 
The tension on this rod is found by equation (6). Or 
I assuming a size of rod the number of rods required may be 
found by the same equation. 
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Assuming that Ji-in. round rods will be used vertically. 
At I2,5cx) lb. per sq. in. the permissible tension on one rod 
is 7,520 lb. Keeping these rods 3 in. from the outer sur- 
face of the stack, the radius of their circle is 3.5 ft. Sub- 
stituting in equation (6) we have 7,520 = 2 X 407,000 -h 
3.5 »^ from which n = 3i bars. 

At section Y Y, using the same bars and 2 ft. 9 in. for 
the radius, we have 7,520 = 2 X 136,600 -r- 2.75 n, from 
which n = 13. 

If 32 bars be used in the lower section, half of them 
may be dropped at section Y Y. 

At section X X but little steel is required. There should 
be some rods, however, to prevent the cracking of the 
concrete. Eight of the %-in. rods could be continued lo 
the top of chimney, or smaller rods could be used, say 16 
half-inch round rods lapping those of the section below. 
Another method would be to run four of the ^-in. rods 
the full length and to use smaller rods between these co 
tie the concrete together. 

The ?^-in. rods should have anchorage in the founda- 
tion; preferably by a circular angle punched to receive 
them, or by anchor plates. Two nuts on the end of each 
rod would insure a bearing on the metal. Where rods 
join, they should be threaded and have sleeve-nut splices. 

In the horizontal direction rods in circles should be 
placed about every 20 or 30 in., their ends being lapped 
a foot or more. These rods could be 14 in. square. They 
should be wired to the vertical rods. 

Around openings in the side additional rods are needed 
for reinforcement, also possibly a thickening of the con- 
crete. 

Where the diameter of the outer shell changes there is 
a weak section. The bend in the rods induces horizontal 
thrust, and there is shear on the concrete because of the 
change in direction of the line of pressure. It is recom- 
mended that the bends in rods be made in the thickened 
portion of the shell and that curved angles be used at 
these bends to stiffen the concrete, as shown in Fig. 4. 

The inner shell needs rods both Y«rtic?illy and l^orizpntally 
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to keep the concrete from cracking. This inner shell is 
kept separate from the outer shell, except near the bottom, 
where the air space is sometimes filled in. The purpose 
is to allow free expansion and contraction of the highly 
heated part. The amount of steel used to reinforce con- 
crete where there is no calculable stress is usually made 
from 1-500 to i-iooo of the area of concrete. 

The compressive stress on the concrete is another matter 
for investigation. Z Z is the critical section; other sec- 
tions will be found to have considerable less unit stress. 
The compression from dead load is 78 lb. per sq. in. By 
equation (7), using 610,000 for M, -we find an extreme 
fiber stress of 33,800 lb. per sq. ft. or 235 lb. per sq. in. 
This makes the maximum compression at this section 313 
lb. per sq. in., which is about right. Concrete in such 
case should not be subject to the usual allowable compres- 
sive tmit of 500 lb., because it is not confined on one side, 
as in the case of beams and slabs. This concrete is more 
in the nature of a column. The hoop reinforcement does 
not have the efficiency in this case that it has in a hooped 
column. As a check on the compressive stress on the con- 
crete we may use the same moment in equation (5) and 
the mean value of R, or 3.5. The result is 220 lb. per 
sq. in. as compared with 235 lb. found by the more exact 
method. 

The design of the phimney would be simplified and im- 
proved, from a structural standpoint, if the offset in the 
outer shell could be avoided. 

For the outer shell of this chimney the concrete used 
should be a 1:2:4 mixture with small sized broken stone 
of good quality. The inner shell should be a concrete that 
will resist a moderately high heat. No limestone should 
be used in this part Small gravel and sand or trap and 
sand would be suitable. 

If sand alone is used with the cement such mixtures as 
1:7 or 8 should not be employed. The voids in sand are 
too great to be filled with this small proportion of cement. 
About 4 or 5 parts of sand to one of cement ought to be 



the Kmiting ratio, and even this ratio shonld only ht used 
with a very coarse sand. 

The spread of the footing of this chimney is not enough 
to require much if any reinforcement in the concrete. It 
would^ however, be desirable to have some rods laid par- 
allel to each side and some laid diagonally in both di- 
rections. 
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The Design of Domes, Vaults and 
Conical Coverings. 

While the stresses in a flat plate supported on all sides, 
or a flat slab similarly supported, are more or less in- 
definite, after deflection takes place, because of the hct 
that a flat plate may actually act as a portion of a spherical 
shell of very long radius, the stresses in a dome or conical 
roof are capable of more exact determination. Also the 
analysis of these stresses is comparatively simple. 

The stresses in a conical covering or roof, such as that 
on a circular tank will first be considered. Given a conical 
covering such as that shown in Fig. i. Let the weight 
above the line AB be represented by IV. This can be re- 
solved into two components, namely H and T. A thin 
cone not capable of taking any bending but only com- 
pression and tension may resist both of these forces or sets 
of forces. (The cone is somewhat analogous to a thin 
tube under external pressure so that if the thickness is 
relatively small it may be in a state of unstable equi- 
librium.) The component T will give compression in the 
direction of an element of the cone, and the component 
H, being continuous around a circle whose radius is r, 
acts like external pressure on a cylinder, producing com- 
pression also. 

The total amount of T is found by the equation 

7'=i^ (I) 

The area upon which this force acts is a ring whose 
radius is r and whose thickness is f or an area 2 it r t 
Dividing this into the above value of T we have for a unit 
compression C in the direction of an element of the cone 

The weight W will include the dead weight of the part 
of the cone above the line AB, including any structural 
features outside of the cone itself, also any snow load or 
live load that may come upon that part of the cone. 
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The force H in Fig. i is resisted by hoop compression 
in horizontal planes. The force T is cumulative and 
reaches the value in equation (i) only at the foot of the 
slope mr. The force H is resisted by rings or hoops of 
stress distributed along the entire surface of the cone, 
that is; these rings make up the cone. In order to arrive 
at the amount of this hoop compression we observe that 
each ring is in effect an element of a cylinder under ex- 
ternal pressure. It is well known that the tension or com- 
pression on the shell of a cylinder due to a radial pres- 
sure, outward or inward, of any given intensity is equal 
to the amount of that pressure on a radius. In other 
words the tension, or compression on the ring or hoop is 
equal to the total pressure around the circumference di- 
vided by 2 TT . Therefore H divided by 2 -: is equal to the 
stress on an element mr of the cone. But H z=. Wr ^ h, 
and the total compression along the element mr is 

This compression is not uniformly distributed along the 
element, but varies in intensity. In order to find the value 
of K, for the case where the weight is only that of the 
cone itself, we will substitute for W the weight of the 
cone above the section AB, ox w m -k t' t, where 
w = weight per ca ft. of the material of the shell other 
dimensions being in feet Then 

The unit compression at any section is found by sub- 
stituting in (3) an element of the weight of the cone and 
dividing by an element of the area. Letting P represent 
this unit compression we find 

P=^ (6) 

If in equation (2) we substitute for IV the weight of a 
conical shell whose radius is r, or tt f* m w i, we shall 
have 

C=«^ (6) 
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We see from equations (5) and (6) that the thickness 
of the conical shell does not enter in the determination 
of the unit stress in a cone supporting its own weight only 
(in a shell where the volume is sensibly equal to the area 
of the median cone by the thickness). It may also be 
shown by equating C and P in equations (5) and (6) 
that when m equals the square root of 2, the intensity 
of stress in both directions is the same. This is true 
when the angle of the element of the cone with the hori- 
zontal is 45 deg. 

- The thickness of concrete in the cone is determined 
by other considerations than the weight of the shell itself. 
A uniform load, such as a snow load uniformly distributed 
would not add much stress. The weight of a man on the 
roof of a tank or snow load on one-half only are possi- 
bilities that must be considered. These scarcely admit 
of calculaticm. Hence a simple cone without ribs would be 
designed largely by judgment. A thickness of shell of 4 in. 
for a tank 15 ft. in diameter and 6 in. for a tank 25 ft. in 
diameter would probably meet the requirements. Steel 
rods in circles around the cone and rods down the slope 
would be valuable to insure the integrity of the roof and 
to guard against shrinkage cracks. If any man holes are 
to be left in the roof, the concrete around the openings 
should be reinforced with steel rods. The circular and 
sloping rods in the conical covering are not true reinforc- 
ing rods, because they would not take tension. There is 
no basis lor finding their size for the same reason. 

At the foot of the slope, if the cone is supported on ver- 
tical walls, there is a tension which is equal to the total 
compression exerted on a vertical section from the apex 
to the foot of the slope, that is, the sum of all of the 
hoop compression in the horizontal rings. The amount of 
this is found by equation (3) by substituting R for r. For 
example, given a tank 15 ft. in diameter, with m = i^, 
the concrete being 4 in. thick, and h = 5.63 ft. The weight 
of the concrete in the conical roof is 11,000 lbs., at 150 
lbs. per cu. ft. A snow load at 30 lbs. per horizontal 
square foot would weigh 5,300 lbs. Using 16,300 for IV 
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in eq. (3) we find K =3,500 lbs. At 10,000 lbs. per sq. ia 
this would require a IJ-in. round rod. This rod should 
be directly over the wall of the tank. The ends should 
be joined by a turnbuckle or else lapped 50 diameters or 
more. 

A conical bottom in a tank has the stresses reversed 
from those of a roof, and on account of the fact that 
a liquid exerts normal pressure against the bottom there 
will be additional stresses in the rings. Equation (i) 
will serve to determine the stress down the slope, which 
will be tension instead of compression. IV is to be taked 
as the weight of the cone, the radius of whose base is r, 
plus the weight of the liquid directly over it The great- 
est amount of steel is needed near the junction of bottom 
and sides. There should be an angle at this junction bent 
into a ring and punched to receive the rods. The rods 
should be round and should have thread and nut on the 
end to anchor to this angle. It is best to make all rods 
of the same diameter. Equation (i) may be solved for 
r=i ft., 2 ft., 3 ft., etc Find where the value of T is 
one-half the maximum, and let half of the rods run 50 
times their diameter beyond this, the others to continue 
down the slope: half of these may end 50 diameters be- 
yond the point where the stress is again half as great, etc 
Some rods should run to the apex of the cone and anchor 
to a small circular angle. For the ring stresses solve 
equation (5) for the unit tension on the concrete at any 
point, due to the weight of the bottom. For the liquid 
pressure 

At 

Where P" = unit tension on concrete, D = depth of liquid 
over the section under consideration, 7if = weight per cu. 
ft. of liquid. The sum of these two unit tensions is to be 
converted into tension in steel rods according to the spac- 
ing of rods assumed. 

At the junction of the shell, or side of tank, and the 
conical bottom there will be a compression, in amount 
equal to the value of K in equation (3), when M^ = total 
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weight of bottom of tank and liquid contents. This must 
be resisted by concrete, and there ^ould be area enough 
of concrete close to this comer to take the compression 
at about 200 lbs. per sq. in. It is of course uncertain 
just how much of the walls and bottom may be included 
in the ring at the junction to take this compression. A 
fair proportion would include twice the thickness of wall 
up the side and twice the thickness of bottom down the 
slope. Then the concrete over the supporting wall should 
be thickened as shown in Fig. i. 

A dome may be analyzed in a manner somewhat sim- 
ilar to a conical covering. In the dome, as in the conical 
roof, a thin shell will support uniform load by tensile and 
compressive stresses alone, though if the thickness is rel- 
atively small the equilibrium will be unstable. 

If the dome is segmental, as at (a) Fig. 2, and parabolic 
in section, a portion having a base whose radius is r will 
have stresses at the foot of the slope (in the direction of the 
slope) corresponding to those in a cone whose altitude is 
h, the cone being tangent to the dome. Because of the 
fact that it is a property of a parabola the altitude of the 
cone will be twice that of the dome, as indicated. It is to 
be remembered that n is not a constant in this 
case, as in the case of the cone. For the 
weight of the dome itself the superficial area is very 
close to the area of a circle whose radius isl the chord 
w'r. (The area of a segment of a spherical sur- 
face is exactly equal to the area of a circle whose radius 
is this chord of one-half of the arc.) The volume is then 
equal to the product of this area and the thickness /. For 
a segmental dome, as shown at (a), reinforcement is 
needed over the supporting wall in the shape of a steel 
hoop to take the thrust. Assuming a dome 20 ft in diam- 
eter and 5 ia thick, we find a weight of 22,800 lbs. and 
a snow load of 9,400 lbs. If the dome has a rise of 4 ft 
at the center, A=:& Substituting in eq. (3) we find 
iJC=: 6^400 lbs. At 10,000 U>s. per sq. in. this would re- 
quire a ^f-in. round rod 

The circul^tr stresses (at other sections than directly 
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over the wall) in a segmental dome do tiot correspond to 
those in a tangent cone. But as these do not play a very 
important part in proportioning a dome, tmless it ap- 
proaches a hemisphere, they will be taken up only in the 
case of the hemispherical dome. 

In the hemispherical dome such as shown at (b), Fig. 
2, the tangential thrust T' at any section is found by the 
following 

T = W cosec X (8) 
where W = weight of dome and load upon the same above 
the section considered. If the only weight supported is 
that of a dome of uniform thickness at w lbs. per cu. ft. 
we may find W thus: The area of the segment of a 
sphere is equal to the circumference of a great circle by 
tfie altitude of the segment. The weight of this segment is 
then 2 V R* (i — cos^) tw. The area of the ring tak- 
ing this tangential thrust is 2 ir i? f sin x. Using the 
weight just found for W in equation (8) and dividing by 
the area just found we find for a unit compression C due 
to thrust T, 

C^zRwklf^^^vw (9) 

The intensity of this pressure varies from Rw just 
over the supporting wall to one-half as much as the top. 
Hence a dome designed to take a uniform unit thrust, 
supporting its own weight only, would be thinner at the 
crown than over the supporting wall A snow load, add- 
ing weight near the crown without adding to the capacity 
of the dome to support the weight, would tend to equalize 
the stress. 

For the annular or ring stresses the sum of these from 
the crown down to the end of radius r is 

j^^Wj!!i^ (10) 

Or substituting for W, for a dome of uniform thidc- 
ness, the weight of the segment, as previously found we 
have 

!C =^ J^ tw (I— cos x) cot X (II) 
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The unit intensity of this hoop compressioa is found by 
differentiating the value of K' in cq. (ii) and dividing 
by R t dx, which is the differential increment to the area. 
The result is a unit compression P' as per the fdlowing 
equation. 

P'^Rwicos jr— L- — ^ ( 12) 

V COS x+l J 

By examination of equation (12) it will be seen that 
for x = o the intensity of stress is V^ R w, which is the 
same as that of the thrust, found by equation (9), at the 
crown of dome. As this is positive the stress is com- 
pression. When ^ = 90 deg^ P' = (— Rw)y which is also 
the same in intensity as the thrust found by equation (9), 
over the supporting wall As this stress is negative it is 
tension. When cos ;r = J^ (j/S— i), P' = o. This is 
true when jt = 51 deg.-49 min. There is thus a point where 
the intensity of the hoop stress is zero. Above this point 
the hoop stresses are compression and below it they are 
tension. Where compressive stresses occur, no steel rein- 
forcement would be demanded for these stresses alone. 
Where tensile stresses occur, steel reinforcement would be 
required in a concrete dome. The tension on steel rein- 
forcement would be found by solving eq. (12) for the 
unit stress at any point and multiplying this by the area 
of concrete surrounding a rod. In a dome 30 ft. in diam- 
eter and 6 in. thick at a section close to the supporting 
wall the unit stress = Rw or 15 X X50 = 2,250 lbs. If we 
assume rods one foot apart, one rod would be surrounded 
by 54 sq. ft of concrete and have a stress of only 1,125 lbs. 

There is no thrust to take at the springing of this dome, 
as in the cone or segmental dome, as the sides start verti- 
cal. In the cone and segmental dome there is a hoop stress 
at the base or springing which just balances the compres- 
sive hoop stresses along the vertical section through the 
axis. In the hemispherical dome this equality or balanc- 
ing of horizontal forces is accomplished, as explained under 
^nation (12), by positive and negative hoop stresses along 
die meridian. 

In a segmental or hemispherical tank bottom the 
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stresses for the weight of the bottom alone will be equal 
in intensity to those found for the dome but reversed in 
sign. The unit stress in the direction of the meridian is 
found by the following equation. 

€,=^-1^ (13) 

where Ci = unit tension at point S, Fig. 2 at (c),v/ = wt 
per cu. ft. of liquid, V = average depth of liquid in 
MLSQN, 

The unit stress in horizontal rings may be found by the 
following equation. 



/'.=!!^(^'-^) (14) 



where Pi = unit tension at point S, and D" = depth of 
liquid to point S, 

The depth D' is found by adding to the altitude of the 
cylinder MNSL the average altitude of the spherical 
segment NQS. The average altitude of the segment of 
a sphere lies between 2/3 and ^ of the altitude; th^t is, 
the volume will lie between 2/3 and J4 of the volume of a 
cylinder of the same base and altitude. When the angle 
X approaches zero, the coefficient is one-half, which is the 
exact coefficient for a paraboloid, and a flat circular arc 
approaches coincidence with a parabola. When ^ = 30 deg., 
the coefficient is .512; when jr = 45d^., it is .529; when 
;r = 6o deg., it is .556. For 4r = 9odeg., or when the seg- 
ment is a complete hemisphere, the coefficient is 2/3. 

To reduce tension in the concrete, as found by equations 
(13) and (14) to tension in steel reinforcing rods, multi- 
ply the unit values there found by the assumed spacing 
of rods times the thickness of concrete; 

In a ribbed dome, that is a dome supported by a S3rs- 
tem of arched ribs meeting in a circle or regular pol3rgon 
at the top, each rib is like the half of an arch. Between 
the ribs the covering may be a slab of reinforced concrete. 
This slab would be designed according to the methods of 
design used for floor slabs. As the inclination of the slab 
to the horizontal increases, the possibility of carrymg a 
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snow load decreases, and the effect of the weight of the 
slab itself in producing bending diminishes. The compo- 
nent of the dead weight that produces bending in the slab 
is the weight times the cosine of the angle made with the 
horizontal For the stress in the rib lay a rib out to scale 
and estimate the weight carried at points at intervals 
along its length. Take moments of these several loads and 
the reaction at the foot of rib around the upper end of the 
rib. This moment divided by the vertical distance from 
upper end to foot of rib will give the horizontal thrust. 
From these forces construct the equilibrium polygon. (See 
similar operation and construction farther on in the case 
of filter vaults.) This equilibrium polygon will give the 
direct stress in the rib and will give the bending moment 
at any section. For the latter, where the equilibrium poly- 
gon departs from the center line of the rib, the bending 
moment is equal to the product of the force in the poly- 
gon and the distance from the center of the rib to the 
force, measured perpendicular to the force. 

A form of vault much used for filter covers consists of 
a system of groined arches carried by square posts or 
piers, spaced equal distances in both directions. These 
arches spring in four directions from the piers. At the 
piers the arches are of course the width of the pier, and 
at this section th^ are thickened vertically. Midway 
between the piers the width of concrete arch is equal to the 
distance center to center of piers. The concrete is usually 
plain, and the vaults are covered with three feet or so of 
earth. Some such vaults are described in Engineering 
News, November 8, 1906, and Engineering Record, May 
19, December 15, December 22, 1906, April 27, 1907. 

The load to be carried consists principally of the dead 
weight Allowance should also be made for the superim- 
posed load of teams driving over the ground. In this in- 
vestigation only the dead load will be calculated. The live 
load could be considered as a uniform load of 100 or 200 
lbs. per sq. ft., since the deep earth fill serves to distribute 
well the live load. 

Fig. 3 shows a section of a filter vault taken through 
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a pitr and the outside wall or abutment This illustrates 
the various points to be considered, namely, the pier, the 
half of one of the groined arches, the half arch springing 
from the outer wall, and the outer wall or abutment. The 
distance c. to c. of piers is 15 ft. The span of arch is the 
distance from face to face of piers or from face of pier 
to inner face of outer wall; this is 13 ft. 2 in. Half of 
this is divided into 10 equal parts, and the weights of con- 
crete and earth in each part are calculated. These weights 
are shown in Fig. 3; those on the left side of the center 
are for the half of a groined arch, and those on the right 
side are for the half barrel arch. 

By taking moments around the center of arch at crown, 
using the applied loads to the left and the reaction 24,200 
lbs., and dividing the moment thus found by the rise, 
I ft 1 1 54 in., we obtain the horizontal thrust, H, or 48,500 
lbs. The rise of the arch is the vertical distance from 
the center line of arch ring at springing (center point of 
line QS) and the center of arch at crown. With this 
thrust H and the several vertical loads the stress diagram 
to the left is drawn. By drawing lines parallel to these 
rays the equilibrium polygon beginning at R is constructed 
for the left half. By calculating the horizontal thrust 
from the bending moment at center of arch it is assured 
that the equilibrium polygon will pass through the center 
line of the arch rmg at the crown. It is seen that this 
pol3rgon lies within the middle third of the arch ring 
throughout. Hence the arch will be stable, if the unit 
stress IS not too great. 

The thrust for the half arch to the right must be the 
same as that to the left, but, as the load is more, the rise 
must be greater. The rise in this case was found by first 
laying out a trial arch and estimating the weight and 
finding the moment. Dividing this moment by the known 
thrust gave the rise to agree with the calculated loads. 
By another trial a rise and moment were found that agreed 
with the thrust. The equilibrium polygon for this half 
arch is found as for the other. It also falls inside of the 
middle third of the arch. In all cases the curves for top 
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and bottom of the arches were made arcs of circles. It will 
be seen that the equilibrium polygons almost coincide with 
arcs of circles. The unit compression on the arch is seen 
to be only about lOO lbs. per sq. in. 

The thrust of the several arches against the piers must 
balance. No part can be taken by the piers. If the arches 
are not loaded alike, the additional thrust must be absorbed 
in the arches themselves. For this there is a surplus 
strength imparted by the horizontal stiffness. The pier 
will then be in simple compression. The load is about loo,- 
000 lbs., and, as the area is 4S4 sq. in., the unit compression 
is a little more than 200 lbs. per sq. in. This is not exces- 
sive for a pier of this length, not reinforced, if made of 
good 1:2:4 concrete, when the pier is not subject to any 
side forces. If live load is to be provided for, however, 
the pier should be made larger, so that there will be no 
more than about 200 lbs. per sq. in. in compression. 

On the wall the forces are the 72,000 lbs. due to the 
arch, acting on 15 ft. of wall, the weight of 15 ft. of 
ABDEFG in concrete, and the weight of 15 ft of JGFLK 
in earth. The moments of these should balance about C, 
which is 1-3 of AB from B, If the moment of the con- 
crete and earth is not sufficient to balance that of the 
72,000 lbs., the wall should be made wider at the base. 
Wifh the dimensions shown the moments were found to 
balance about C. Only the part of the earth load to the 
left of CK is taken, because that to the right does not 
increase the stability of the wall (considering its weight 
alone). It cannot be said to decrease the stability, hence 
it is neglected. If water is in the filter, not bakmced by 
saturated earth outside, its horizontal pressure should also 
be considered as a force against the wall. 

In the construction of these vaults the forms should 
be kept under two or three rows of vaults beyond any 
that may have the forms removed, in order to make sure 
that the thrust will be taken and the columns relieved from 
taking any of it. 
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Plan and Elevation of River Piers. 
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Adhesion, of concrete to 

steel, 127. 128, 215. 220. 
Agr^regates, 89-43. 
Anchor bolts, 350. 
Anchored rods, 75, 192. 247, 

248. 
Anchorage, suspension 

bridge. 341. 
Arch, 

abutments, 315, 322, 323. 

bridges, cost of — , 153, 

154. 

centering, 421-429. 
Arches, 

—13-16, 298-327. 410-413. 

418-421, 441. 

design of reinforced con- 
crete, 298-327. 

proportions of — , 814. 

standard loading, 311. 
Arch spans, short, 318-321. 
Asphaltum, cost of — » 158. 
Battered abutments, 145. 
Beam, formulas, 188, 276. 
Beams, 

and girders, 144. 

and slabs, design of — , 

182-204. 214. 216. 225, 274- 

298. 
Beam, test, 11. 
Bearing, 

power of soils, 328. 

power of masonry, 344. 
Blocks, concrete, 82, 83, 91, 

138 
Box culverts, 143. 432. 
Brick, 

cost of — , 158. 

stack, cost of — , 157. 
Bridges, cost per unit. 152, 

165. 
Briquette, form of — , 178. 
Broken stone, 40. 

weight of — , 42. 

Bronze, cost of — , 158. 
Buildings, cost per unit* 

153, 154. 
Oast iron, 

columns. 146. 373. 

cost of — , 158. 
Cast members, 88. 
Cement, 20-83. 

cost of — , 159. 

natural, 20, 170. 

nature of — , 26-38. 

Portland. 20. 171. 



Puzzolan, 21, 26. 

Slag, 20. 

specifie gravity, 23, 24, 

173, 174. 

specifications, 168-181. 

soundness, 22, 25. 180. 

weight of — , 22. 
Cement skin, to remove, 99- 

101. 
Cement tests, 47, 49, 50. 
Chicago foundations, 334, 

335. 
Chimneys, design of — , 392- 

400. 
Cinder, concrete. 78. 141, 

191. 
Cinders, 43. 
Cisterns, 144. 
Clay, cost of — , 159. 
Coefficient of expansion, 

128. 
Coloring surfaces, 101. 
Columns and wall footings, 

209-211, 216. 
Columns, design of, 6, 211- 

214, 230-238, 273, 370-381. 
Column, 

formulas, 213, 214. 879/ 

380. 

test, 5. 
Compression on concrete, 6, 

119-128. 
Concrete, 57-69. 

cost of 159. 

consistency of, 61-66. 260, 

261. 

compressive strength, 119- 

124. 

mixing. 54, 55, 56, 60, 61. 

tensile strength.. X24. 

weight of-**-, 141. 

blocks, 82, 83, 91. 188. 

cubes, tests on — , 119-123, 

in freezing weather, 88, 

89. 

in high temperature, 89, 

130. 

in place, 86. 

in polluted water, 8b. 

pavements, 86, 87, 103, 

104. 

piles, 84, 333, 884. 

—steel beams and slabs, 

182-214. 

under water, 84. 85. 90. 

838. 
Conical coverings, etc., de- 
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fllvn of-^. 401-418. 
Constancy of volume, 180. 
Continuous beams, 280-282. 
Continuous rods, 262, 272, 

290. 
Contraction and expansion, 

142. 
Contractor's iruaranty, 269. 
Corners of walls, 146. 
Copper, cost of — , 159. 
Corrugated steel, cost of — j^ 

156. 156. 
Cost, estimating. 148-167. 
Crossing, 432. 

Crusher dust, tests, 49, 60. 
Culverts, 14a, 433-486, 437- 

440. 
Curved-up rods, 192, 272. 
Curb, 

cost of — , 169. 

detail, 442. 
Dams, 17, 382-891. 
Defleetion ef beams, 126. 
Depth of beams, 195, 199, 

202. 
Distribution of steel, 266. 
Domes, etc., design of — , 401- 

413. 
Drainage, 141. 
Dredging, 

cost of — , 160. 

hydraulic, 337. 

open, 338. 
Drying of concrete, 91. 
Dust, crusher^ 42, 49, 50. 
Bquipment, 148. 
Estimating cost, 14S-167. 
Excavating, 336-339. 
Excavating, cost of — , 160. 
Expansion and contraction, 

142, 262. 
Factor of safety,. 222, 383. 
Fence, 

cost of, 161. 

posts, 147. 
EilUng, cost of-—. 161. 
Filter covers, 410-413, 
Fineness of cement, 174. 
Finishing CoijK^rete Sur- 
faces, 93-110, 146. 
Flreproofing tests, 130. , 
Fire resistant, 129. 
Flag stone, cost of — , 161. 
Flat plate theories, 11, 12, 

18* 286-28^. 
Flat bars, 265. 
Floor. 

supports 146. 

test^ measuring deflec- 
tions, 256, 257. 
Footings, 

reinforced concrete, 9, 209, 



210, 21f. 224, 226, 86S- 

866. 

with steel beams, 346-348. 
Forms, 

cost of — , 161. 

for concrete work. 110- 

118. 
Foundations, design of — , 

827-356. 
Freezing, effect on concrete, 

51, 52. 
Freight, cost of — » 150. 
French drain, cost of — , 161. 
Fuel, cost of — , 161. 
Oalvanizlng, cost of — , 156. 
Gang for mixing, 149. 
General notes, 141-148. 
Gravel, 39, 42, 129, 137. 

cost of — , 161. 

weight of — , 42. 
Grip of concrete on steel, 

128, 186, 264, 271. 
Grout, 66, 57. 

Handling and placing con- 
crete, 76-88. 
Hauling, cost of — ^ 151. 
Heating ingredients, 53. 
High steel in concrete. 70. 

184. 
Hire of plant, 151, 156. 
Holes for pipes and wires, 

146. 
Hooping, 

in chiAineys, 7. 

in columns, 212, 218, 273. 

374-379. 
Zee tanks, 138. 
Inspection of work, 69, 259. 
Insulation, With concrete. 

138. 
Joining to old concrete, 82. 
£ead, cost of, 161. 
Lime, 33-35. 

cost of — , 161. 
Lamlting, 

depth of beams, 190, 273, 

278. 

size of rods, 186, 205. 
Longitudinal reinforcement 

in columns, 5, 75, 212, 213, 

371-374. 
Xacadam pavement, cost of 

— . 151. 163. 
Manure, action on concretp, 

60. 
Masonry, 

cost ofr^, 161, 

strength of — , 349. 
Maximum, capacity of 

beams, 191, 207. 
Measuring ingredients. 67, 

68. 
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162. 
Mixing. 

cement, 178. 

concrete, 54-56, 4(0. 61. 

cost of-^ 149. 
Modulus of elasticity^ 71, 

106, 127. 
Molding cement, 179. 
Molds for test, 178. 
Mortar, 44-67. 

finish, 96. 

Strenttii of cca:ient-46, 47,^^ 60 

strength of lime— 44. 
Vatural cement, specifica- 
tions, 170. 
Needle becuns, 866. 
Neutral axis, 167, 198. 206, 

222, 270. 
Notes on general design and 

construction, 141-148. 
Oil, effect on concrete, 51. 
Paint cost of — , 168. 
Painting, cost of — , 156. 
Paper, 98. 

Partitions, reinforced con- 
crete, 188. 
Pavements, 86, 87, 102-106. 
Paving, cost of — , 162-164. 
Percentage of steel, 188, 

196, 198, 200, 206. 
Permeability of concrete, 

134-137. 
Piers. 350-352. 414-417. 
Pile protection, 148. 444 
Piles. 

bearing power of, 332. 335. 

concrete, 84. 333. 334. 
, cost of — , 164. 

screw, 335. 
Piling, cost of— >, 164. 
Pipe, 

concrete, 442. 

cost of — , 165. 
Plastering, 107, 108. 
Portland cement specifica- 
tions, 171. 
Practical tests, 204. 260. 
Preservation of steel. 128. 

264. 
Properties of concrete, 118- 

141. 
Quantities, 

for concrete, ift6. 

for AlOTtftf, 47, 48. 
Bailing, 

cost of — , 166. . 

detail, 441, 443, 444. 
Railroads, cost of — per inile. 

158. 
Reinforced Concrete Cbltnnns atid 

E^^'J&jr'Jf** D*«igtt of—, 994- 

214, 219, 228. 224/^ 



is the Makisg, 288^78. ^ 

Retaining walls, 17. 889 

255. 
Retempered concrete. 66 

76, 
Rivets, cost of driving, 166 
Rods, sharp bends in — , 9 

76, 248, 266, 267. 
Roofing, cost of — f 15€, 165 
Sand, 86-38. 

blasting, cost of^— , 166. 

cost Of—, 166. 
Salt in concrete, 62. 
SampHhg cement, 173. 
Sawdust in concrete, 108. 
Seawater, concrete in — , 189. 

140. 
Seeding, cost of — , 165. 
Segmental floor arches, 266. 
Setting and hardenihg of 

concrete, 88-98. 
Sewer pipe, cost of* 165. 
Shaft hangers, 146. 
Sharp bends in rods, 9, 75, 

248, 266, £67. 
Shear failures, 205, 215, 221. 

863, 364. 
Shear in concrete, 1^6. 169. 

356-370. 
Shearing tests, 857-860. 867. 
Shear in steel, 7, 268, 366. 
Shrinkage of concrete, 14, 

185, 228, £86. 
Shrubs, cost of-^, 166. 
Slag, 43. 

cement, 25, 26. 
Slender columns, 146, 880. 
Sodding, cost of — , 166. 
Specifications tot cetnent 

168-181. 
Specific gravity of eetnent. 

28, 24, 178, 174. 
Stair supports, 144. 
Standard concrete, 183, 261. 
Standard sand, 177. 
Steel cohlmns in concreie. 

146, 881. 
Steel, 

cost ef— , 165. 

for reinforced concrete, 

70-76. 

stack, cdfcjt of—, 166. 
Stii^rups, 190. 215, 866. 
Stone, 

broken, weight of—, 41. 

cost of — , 166. 

facings, 94, 96. 
Storage of tests, l79. 
Sulphnt* in pipe cetheiit. 27. 

Surface, 
craoks, 96. 
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finish, 93-110. 146. 
Survey of concrete field. 4- 

19. 
Vanks. 143, 405» 409. 
Tar, cost of — , 166. 
Tarred paper, cost of — ^ 166. 
T-beams, 8, 207, 218, 223. 

265, 291-298. 
Tensile, 

strenfiTth of cement, 180. 

value of concrete, 186, 

367, 369. 
Tests, interpretation of — , 

18. 
Ties, cost of — , 166. 
Tile in construction, 133. 
Time, 

of setting. 176. 

to remove forms, 92, 263. 
Tooling, cost of — , 166. 
Transverse strength of con- 
crete, 126. 
Transporting, cost of — , 166. 
Trap rock, 40, 129, 188. 
Treating wood, cost of — , 

166. 
Trees, cost of — , 166. 
Trestle 

ballasted, cost of — , 157. 

reinforced concrete, 8. 

steel, cost of — , 167. 



timber, cost of — , 157. 
Tunnels, 430, 431, 436. 
Unit compression, 6. 7, 124, 

125, 183, 213, 275, 801, 

816, 349, 374, 378, 380, 

399. 
Unit tension in steel, 18, 70, 

184, 186. 187. 209, 245, 

268, 275. 355, 379. 398. 
Unity in steel, 10, 262. 
Uses of concrete, 147. 
Vaults, etc., design of — , 

401-413. 
Vertical pipes, 145. 
Viaduct bents in concrete, 8. 
Voids, measuring, 59. 
Water, 

for cement, 176. 

for concrete, 54, 66, 89. 

for mortar, 49. 
Waterproof, 

concrete, 134-137. 

plaster, 147. 
Whitewash. 148. 
Wire cables in concrete, 74. 
Wood, 

beams and posts of — , 114. 

cost of — . 167. 

comparison with concrete, 

5, 7. 
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Expedition for Contractors 

in the completion of important work, is made 
possible by tlte promptness with which we 
can ship from our bi^ new warehouse 

Everything Needful 
in Contractors' Equipment 

Particularly : 

Ransonie Concrete Mixing and Handling 
Machinery; Twisted Steel Bars for Re- 
inforced Concrete Construction ; Hoisting 
Ei>gines; Conveying Machinery ; Clam Shell 
or Orange Peel Buckets ; Hydraulic and 
Dredging Pumps ; Locomotive Cranes ; 
Steam Slwvels ; Excavators ; Concrete 
Hoists and Buckets; Dump Cars; Steel 
Sheet Piling ; Troy Wagons ; etc., etc. 

What is YOUR urgent need right NOW ? Write us 
for prices and valuable Handbook of Information. 
TEST OUR EXPEDITION. 

William B. Hough Company 

MONADNOCK BUILDING CHICAQOi ILL. 

I. 



The 

Railroad 

Gazette 



Contains each week the best and latest infor- 
matioQ on all branches of Railroad Ea- 
giaaaring — the best engravings, news 
and discussions. Everyone who desires 
to keep informed on this branch of pro- 
fessional work should read it. 

WEEKLY— Snbscriptioa, $5 yaarly to 
Uaited States aad Mexico; Caaada, $6; 
Forei|B, $8. Sample Copy Free. 

RAILROAD BOOKS. Sead for Cata- 

lo^e. 

ADVERTISING RATES aa appUcatiaa. 



New York, 83 Fidton Street 
Cklcajio. Old CoUny BwUiwi 
London, Queen Anne's Chambers 
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AERIAL WIRE ROPE TRAMWAYS 

MANUPACTURCD BY 

A. Leschen & Sons Rope Co., St Louis, Mo. 



Economical transportation of material such as Ore, 
Coal, Stone, Earth, Sand, Rock and Timber, from one 
place to another. . 

I«ow cost of operation; small expense for maintenance; 
not afre<5ted by the elements; free from surface traffic; 
built in a straight line; requires no cuts, fills, bridges or 
winding detours. 

Can be succemfslly oi>erated over distances varying 
from a few hundred feet to practically any lei^h beyond. 
The I^ESCHEN CO.'S PATENT AUTOMATIC Wire 
Rope Tramway btdlt for the Penn-Wyoming Copper Co., 
Encampment, Wyoming, is 16 miles long. 

This may vary from a few tons to one hundred tons per 
hour, and in excess of this amount in many cases. 

If inclination is sufficient and the loads descend, the 
tramway will operate by force due to gravity, the sur- 
plus power being controlled by brakes. Power, when 
necessary, is applied at either terminal station. 

Double Rope Tramway— Single Rope Tramway— Two- 
Bucket Tramway. 

This is most economical type both in cost of operation 
and maintenance. Carriers travel on independent track 
ropes, are propelled and controlled by endless traction 
rope; towers support cable at intervals depending upon 
contour of ground, average spacing being dw feet. 
I^ESCHEN CO.'S PATmrr AUTOMATIC -mmway is 
an automatic type of the double rope system in which 
but one operator is required. 

Endless wire rope to whi^ carriers are positively at- 
tached; buckets loaded by Mechanical I/>ader; towers 
support cable at intervals, speed about 150 feet per min- 
ute. Not recommended for heavy capacity or long 
lengths. 

Two •Bucket *^^^^ carriers are used each traveling backward and for- 

TramwAv ward on a track rope. A light endless tradtion rope 

romway. ^^^ f^^ propelling the carriers. This is simplest and 

least expensive ^stem when line is short ana contour 

of ground favorable. 

Tramway route should be surveyed in straight line con- 
necting terminal points. Angles in horizontal plane to 
be avoided. If angle is absolutely necessary an extra 
station is required at angle point. 



Adaptation. 
Advantages. 

Length. 

Capacity. 

Power 
Required or 
Developed. 

Systems. 

Double 

Rope 

Tramway. 



Single 

Line 

Tramway. 



Selection 
of Route. 

Cost 



The A. I^ESCHEN & SONS ROPE COMPANY will 
furnish estimates of cost upon receipt of profile of line 
and definite data as to capacity per hour, class of 
material to be handled, weight of material per cubic 
foot, and terminal requirements. 
An Approximate Estimate can be given, if profile is not 
procurable, upon receipt of the data mentioned. 

Above ittta fumlt ti«d ty A. LESCHEN A SONS ROPE CO., St. Louis, Mo. ^ 
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PATENT FLATTENED STRAND WIRE ROPES 



C 



A. Letchen A Sons Rope Co., St. Louis, Mo. 



•OLE MANUPACTUIICIIS 







A-CBx2S) B-(6x26) C-(5x9) D— (6x8) 

HOISTING ROPES HAULAQC ROPES 

With the view of increasiii^ the wearingr surface of wire rope and 
thereby proloneing the life of the tope, A. I^eschen & Sons Rope Co. have 
had on the mancet for many years a patent flattened strand wire rope of 
which ther are sole makers. The illustrations given above show in cross 
sections the construction of this style of rope. These flattened strand 
wire ropes are made in various grades of materiaL The satisfaction these 
wire ropes have given justifies the manufacturers* claim for superiority 
over any wire rope manufactured. The accompanying illustrations show 
the comparative wearing- surface between patent flattened strand and the 
round or ordinary construction of wire rope. 





PATENT FLATTENED STRAND ROUND STRAND 

We give herewith Table of Weights, Breaking Strains, I^ist Prices, 
etc., commencing with the highest grade : 

<' HERCULES" PATENT FUTTENED STRAND. 



HOISTING 



HAULAQC 



?8 



ft 



^ 9 . 



C li 






§1 



I 

b 



60 
71 
89 
137 
208 
225 
285 



1^ 

85 
44 

58 
70 



cub £*^ 



IT 
21 
80 
88 
53 
64 
80 



2*^ 



♦The 



13V^ 

67 

84 
124 
168 
211 
260 



.44 

.73 
1.00 

i.as 

1.80 
2.30 
2.80 
4.00 
5.40 
7.50 
9.25 



.44 
.73 
1.00 
1.85 
1.80 
2.30 
2.80 



purpose of giving these list prices is to give an idea of comparative 
IV. I 



A. LE8CHEN & SONS ROPE CO. 

SOLK MANUFACTURCRS 

PATENT FLATTENED STRAND WIRE ROPES 



CRUCIBLE CAST STEEL 
H0ISTIN6 ROPE 



HAUUGE ROPE 



10 

14 



85 
45 
54 



SPECIAL STEEL 
HOISTING ROPE 




HAUU6E ROPE 



Ji 



5^ 

9 
14 
20 
27 
86 
45 
54 



^26 
.44 
.73 
1.00 
1.35 
1.80 
2.80 
2.80 



11 


^ 


.26 


14 


io8 


.44 


18 


16H 


.78 


27 


28^ 


1.00 


35 


81 


1.85 


45 


40 


1.80 


54 


60 


2.80 


68 


62 


2.80 



6K 



These ropes are made of the best 
crucible steel wire, combining in a 
high degree dndulity and tensile 
strength. 



As the name indicates, this rope 
is made from a special grade of 
steel, combining high tensile 
strength with flezibility, without a 
tendency to brittleness. 



PATENT FUTTENED STRAND SWEDES IRON 



HOISTING 



HAUU6E 






i 

1^ 







III 



.Si 

It 



I 



fill 



ft 






1^ 
1] 

1 
1^ 
1^ 

2 



'¥ 

26 
84 
48 
52 

82 
104 
120 
152 



4 
6 
9 
13 
17 
21 
28 
84 
40 
45 
54 
66 
75 



.57 
.83 
1.20 
1.58 
2.00 
2.50 
8.00 
3.65 
4.15 
5.00 
6.30 
8.00 



1 
1^ 



10 



.38 
.60 
.87 
1.20 
1.58 
2.00 
2.50 



0i 




7 WIRES 



GALVANIZED 
IRON 

WIRE ROPE 



FOR SHIPS* RIGGING, GUYS 
FOR DERRICKS, ETC. 




12 WIRES 



6 STRANDS. 7 WIRES 



ii.2 




h 

■a" 


tl 

Ft 


i 


Circumference in 
inches of new 
Manila Rope of 
equal strength 


i 


ih 

§?O.S 

< 


■5 
3 


tl 

i 


.2 

1 

h 


Circumference in 
inches of new 
Manila Rope of 
equal strength 


§1 


2 


6 


6.00 




12 


50 


1 


3 


1.44 


14 


6i 


13. 


1* 


5J 


4.85 


44 


11 


44 


i 


21 


1.21 


12 


5i 


11. 


m 


61 


4.40 


41 


lOJ 


40 


H 


2J 


1.00 


10 


6 


9. 


ii 


6 


4.00 


38 


10 


36 


f 


2} 


0.81 


9 


4f 


7.3 


li 


4f 


3.60 


35 


n 


32 


♦ 


2 


0.64 


8 


4J 


6.8 


lA 


4i 


SJ26 


31 


9 


29 


A 


U 


0.49 


7 


8} 


4.4 


If 


41 


2.90 


27 


8i 


26 


i 


1} 


0.36 


6 


3 


3.2 


U 


4 


2.65 


24 


8 


23 


A 


u 


0.26 


6 


21 


2.3 


lA 


3i 


2.25 


21 


7J 


20 


i 


li 


0.20 


4 


21 


1.8 


li 


3i 


1.95 


18 


61 


18 


A 


1 


0.16 


31 


2 


1.4 


lA 


3t 


1.70 


16 


6 


15 














5 STRANDS, 7 WIRES j 


A 


i |0.123 


3 


1} 


1.1 


A 


1 J0063 


21 


U 


0.56 


i 


i b.090 


2i 


li 


0.81 


A 


J 0.040 


2 


n 


0.36 


6 STRANDS, 12 WIRES | 


2 


6 


6.00 




12 


50 


n 


41 


2.90 


29 


8* 


26 


U 


5i 


4.85 


46 


11 


44 


u 


4 


2.66 


25 


8 


23 


IH 


5i 


4.40 


43 


lOJ 


40 


lA 


3i 


2.25 


22 


71 


20 


1« 


5 


4.00 


40 


10 


36 


u 


31 


1.96 


19 


61 


18 


1* 


41 


3.60 


37 


9i 


32 


lA 


3i 


1.70 


17 


6 


15 


lA 


4» 


3.25 


33 


9 


29 


1 


a 


1 44 


1.'^ 


Kt 


1.^ 



TABLE SHOWING BREAKING STRAINS, WEIGHTS, 


PRICES, ETC., OP ROUND STRAND WIRE 


ROPES 


HOISTING AND HAULAGE 




MANUFACTURCO BY 




A. LE8CHEN 4 SONS ROPE CO.. ST. LOUIS. MO. 


HOISTING ROFJe— 6 Strands, 19 Wires 


1 

M 

a 

J 

Q 


1 

ll 


Breaking^ Stnin 
Tons of 2,000 lbs. 


Minknuntsixe 

of 
Dnnn in Feet 


I^ist Prices per Foot 
in Cents 


1 


1 


1 
1 


Jo 


1 


a 
2 

1 


1 


to u 


bo 
o 
5 


1 
1 


1 


s 
s 


V 

3 


1 


a 
1 


.2 

1 

1 


2K 


9.85 286 


222 


190 


254 


95 


13J 


9K9K 


I3i 


15 


262 


210 


175 


250 


140 


2% 


2^ 


8. 238 


182 


156 


208 


78 


12 


8K8>^ 

8 8 

7^7Ji 


12 


13 


229 


170 


142 


200 


117 


2H 


2 


6.30 191 


144 


124 


165 


62 


11 


11 


12 


181 


134 


111 


156 


92 


2 


1^ 


4.85 157 


112 


96 


128 


48 


9 


9 


10 


166 


115 


93 


135 


80 


m 


IH 


4.15 12$ 


97 


84 


111 


42 


8K 


6^614 


sy^ 


85^ 


125 


91 


74 


108 


63 


1% 


1% 


3.55 


113 


84 


72 


96 


36 


8 


5^5% 


8 


7K 


109 


80 


66 


93 


57 


1% 


m 


3. 


96 


72 


62 


82 


31 


7K 


5k|53^ 


7>^ 


7 


90 


67 


56 


77 


48 


m 


v/^ 


2.45 


76 


58 


50 


67 


26 


7 


5 5 


7 


6K 


nn 


55 


46 


68 


40 


1^ 


IVs 


2. 


60 


49 


42 


56 


21 


6 


^y^^y. 


6 


6 


57K 


45 


88 


52 


33 


^H 


1 


1.58 


50 


39 


34 


44 


17 


6 


4 


4 


5 


5K, 


49 


36 


30 


43 


26 


1 


% 


1.20 


36 


30 


26 


34 


13 


4K 
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TABLE— Continued 

SHOWING BREAKING STRAINS, WEIGHTS, PRICES, 
ETC., OF ROUND STRAND WIRE ROPES 

FOR 

HOISTING AND HAULAGE 

MANUFACTURED BY 
A. LESCHEN 4 SONS ROPE CO.. ST. LOUIS, MO. 



HAXJI<AGE ROPE-4 Strands, 7 Wires 



II 



Breakingr Strain 

iS 
Tons of 2,000 lbs. 



?t 



Minimum size i^i^t Prices per 
Drum in Feet II Poot in Cents 



1 

% 

% 



3.56 
8. 

2.46 74 

2. 68 

1.68 47 

1.20 88^ 

.89 25}i 



.76 
.62 
.50 
.89 
.80 
.22 
.15 
.125 



18M 



UK 



79 
68 
66 
46 
87 
28 
21 
18.4 
15.1 
12.8 
9.70 
7.50 
6.58 
8.88 
8.22 



58. 
48. 
40. 
82. 
24. 
18 6 
15.8 
13.2 
10.6 
8.4 
6.6 
4.8 
8.4 
2.8 



91. 

78. 

64. 

58. 

42. 

32. 

24. 

21. 

17. 

14. 

11. 
8.55 
6.35 
4.35 
8.65 



34. 

29. 

24. 

20. 

16. 

12. 
9.8 
7.9 
6.6 
5.8 
4.2 
3.3 
2.4 
1.7 
1.4 



10 



13 



8H8>^10 
9%8 8 9%!l2 
9^7^7>i 9^1054 
6^6>i8 
^6% 6^ 
5 6 
5^4>^4>i5M 
4 



64 



51 

70>d53 43 
56 44 36 

46 134 I28 

26 122 

16 



4 8 3 

3^2H2>^8^ 

3K2^2H|3>i 



8>i2 



V4 



mmz 



mi%l%'^/A 



76 60 90 



6^{28 {20 

6 

5^ 



20 



13^20 
11 17 
9 



13 



UK 
^ 7>ill 



75 

61 |36 
29 

41 

32 

25 14 
12 
10 

114 



28 
17K 



7K ^ 



^ 



6K 4S 



S9i A 



wi,«^>?ir?.^?^^^P^." ^^^^ ^^o"* * specially drawn and patented steel, 
which is made exclusively for A. I^eschen & Sons Rope Co.fsole Makers. 
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JNO. J. eONC 

A. w. rtcwo 



ROBCflT W. HUNT JAS. C. HALLBTCD 

D. W. MCNAUQHCR 



ROBERT W. HUNT 4 CO. 

ENGINEERS 

BUREAU OF INSPECTION, TESTS 

AND CONSULTATION 




Thoroughly equipped Chemical and Physical 
Laboratories maintained at 

Chicago, New York, San Francisco 4 London. 

Inspection and tests of Rails and Fastenings, 
Locomotives, Cars, Pipe, Bridges, Buildings, 
Machinery and 2nd hand equipment 

Examination and reports on existinii structures. 

Reviews of metal and concrete-steel construction. 

CHICAGO : 1121 The Rookery 

NEW YORK: PITTSBURG: 

90 West Street Mononf ahela Bank Boildinl 

LONDON : Noriolk Hoose. Cannon Street, E. C. 

MONTREAL: SAN FRANCISCO : 

Board of Trade Boilding 425 Washin^on Street 



1 



Godfrey's Tables 

[Structural Enj^ineerinj^, Book One] 

This book is a compilation of tables and data for 
use in structural deaignlngr. About one-third of it is 
collected from manufacturer's hand-books and includes 
such data as the properties of rolled sections, standards 
for bolts and rivets, eyebar tables, fractions to decimals, 
and other tables common to many books and indespen- 
sable to the designer. Besides the foregroing there is 
more new matter in the book than In any other simi- 
lar book published. There is scarcely a problem in struc- 
tural designing or detailing in which this book will not 
be found useful. 

The book contains more than 200 pages. Following 
is a list of the contents: Decimals of a foot and inch. 
Properties and useful dimensions of beams, channels, 
angles, zees, tees, rails. Information on eyebars, 
clevises, sleevenuts, separators, nuts, rivets, bolts, cir- 
cular and rectangular plates, corrugated and buckled 
plates. Standard beam connections. Bending moments 
on beams for concentrated and uniform loads. Deflec- 
tion formulas in terms of fibre stress, new. Working 
unit stresses on columns. Ultimate -strength of tank 
plates, new. Weights of substances. Conversion table 
for French units. Moments of inertia of rectangles 
varying by eights, new. Weights and areas of rods, 
bars, and plates. Mensuration, lengths of ourves and 
areas if segrments, new. Miscellaneous formulas in 
usable shape (brake bands, hoops, cylinders, springs, 
flat plates, R. R. curves, etc.) Skewdetails, hip and val- 
ley details, no angles used, new. Stresses in eight 
styles of roof trusses, four pitches each. Moments, 
shears, etc.. Cooper E 50 loading Tables of built girders, 
new. Over 2000 built sections with their properties. 
Functions of angles. T3n?ical details, 38 pages. Tables 
of roots and circular areas. Tables o| squares of num- 
bers to 2736. Tables of squares of feet, inches, and 
fractions for finding hypothenuse, lengths to 57 feet, 
new. Gears, chain, rope. Electric cranes, clearances, 
loads, etc 

All of this in a small pocktbook. Could anything be 
more useful to a structural designer, draftsman or stu- 
dent? 

Book published by the Author 

-EDWARD GODFREY 

Monongahela Bank Building Pittsburg, Pa. 

^jeia^ $2.50; to clubs of 5, $2.00. 
XI. 



Correspondence Course 

ON 

CONCRETE 

Including Reinforced Concrete Design, Rein- 
forced Concrete Construction, The 

Manufacture of Cement ' 

Products. J 

Particulars on Request. < 



The following publications are issued by our Company 

Concrete Engineering, monthly, $1 per year. 

Concrete Engineers' & Contractors' Pocket- 
book, $1, leather binding. 

Concrete Construction, including Form work. 
Estimating, Superintendence, Inspection, Cost, 
Etc. Cloth $1. 



THE TECHNICAL PUBLISHING CO 



•• 



Cttton BoUiiiK. . - Clereland, Ohio. 

XII. 




xin. 



The Engineering Record 



PitbLiahed Weekly, |3.(M a Yvar, 



IE MOST PROGRESSIVE JOURNAL 
OF THE WORLD DEVOTED TO 
CIVIL ENGINEERING AND ALLIED 
SUBJECTS, 



For over twenty year^ THE ENGINEERING 
LECORD kas been tLe only publication to cover 
tructural en^ineennif aofquately and tnorouffnly^ 

It publulieg a larger amount ox valuaUe matter oil 
a forced concrete construction tkan 10 contained tn 
ay otner engineering journal^ descnoing all 'work of 
atere^t m tnia new fiela* out counselling care ana com?* 
ervatum in aeai^n and construction. 

For the ENdmEEB WHO DESIGNS, lof the ENG!NEEII 
tm SUFEfiVlSESandforTHE ENGINEER ANO CONTRACT0B 
raO CONSTRUCTS, THE ENGINEERING RECORD is invalutble. 

A feature of special value is its unrivalled etm- 

r acting ntws service. Each issue contains an 

fverage of over ^00 news items in regard to new and 

oposed government, mtinicipal and private engin 

ing and building undertakings in all parts 0/ ike 

i^uniry, 

SAMrie COPY ON kequcst 

THE ENGINEERING RECORD 

» W. 39th St. ,.^..,_^^ New York. N.J 

XIV. 
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THIS BOOK IS DT7E ON THE LAST DATE^^ 
STAMPED BELOW 



-T! AN INITIAL TINE OP 25 CENTS 



WILL BE ASSESSED FOR FAILURE TO RETURN 
THIS BOOK ON THE DATE DUE. THE PENALTY 
WILL INCREASE TO BO CENTS ON THE FOURTH 
DAY AND TO $1.00 ON THE SEVENTH DAY 
OVERDUE. 
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